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By  CHARLES  B.  RICHARDS,  M.  A. 

INTRODUCTION. 

(1)  Recognizing  the  inability  of  one  person  to  report  with  sufficient 
detail  upon  any  large  proportion  of  the  whole  ground  covered  by  the 
great  variety  of  subjects  to  which  the  exhibits  in  the  sixth  group 
relate,  the  Commissioner-General  authorized  the  expert  assistant 
commissioner  for  this  group  to  limit  his  work  to  a  general  review  of 
the  group  and  a  more  particular  examination  of  a  single  class  under 
it,  and  to  distribute  the  remainder  of  the  work  to  a  number  of  ex- 
perts who  volunteered  or  were  employed  to  furnish  particular  reports 
on  the  special  subjects  of  which  they  were  competent  to  treat. 

Among  those  who  volunteered  this  assistance  were  several  of  the 
expert  assistant  commissioners  for  the  other  groups,  who  assumed 
the  responsibility  of  exanyning  those  classes  of  the  sixth  group 
which  bore  close  relations  to  the  classes  of  their  own  groups,  or  to 
whose  subjects  the  professional  work  of  these  gentlemen  relates. 

The  kindness  of  those  who  have  thus  willingly  given  their  valua- 
ble time  and  labor,  has  made  it  possible  to  present  a  collection  of 
special  reports  relating  to  a  variety  of  subjects  which  must  other- 
wise have  been  entirely  neglected  or  very  superficially  presented,  the 
ground  to  be  covered  being  so  vast  and  the  difficulties  in  the  way  of 
gathering  information  during  the  Exposition  so  great. 

Following  are  the  names  of  the  gentlemen  who  have  contributed 
special  reports,  or  included  matter  relating  to  the  sixth  group  in 
the  reports  of  their  own  groups  : 

Commissioner  Chandler,  for  the  fourth  group,  took  the  following 
subjects  :  Apparatus  for  compressing  fuel  and  economizing  smoke  ; 
also  certain  appliances  for  metallurgical  work,  in  Class  48  ;  chemical 
apparatus  and  gas  manufacture,  in  Class  51 ;  processes  for  the  pres- 
ervation of  wood,  in  Class  63,  and  hygiene,  hospitals,  etc.,  in  Class  64. 

Commissioner  Clark,  for  the  seventh  group,  took  into  his  own 
group  Class  60,  relating  to  the  manufacture  of  food  products. 
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Commissioner  Newbury,  for  the  fifth  group,  took  the  subject  of 
the  manufacture  of  chemical  and  pharmaceutical  products,  in  Class 
51. 

Mr.  C.  R.  Dodge,  special  agent  of  the  U.  S.  Agricultural  Depart- 
ment, took  agricultural  appliances,  in  Class  50,  and  certain  subjects 
relating  to  textile  manufactures,  in  Class  54. 

The  following  gentlemen  contributed  special  reports.  The  arrange- 
ment is  in  the  order  of  the  classes  to  which  the  reports  relate : 

Mr.  Henry  M.  Howe,  on  mining  and  metallurgy ;  Class  48. 

Prof.  John  H.  Barr,  on  machine  tools  ;  Class  53. 

Mr.  J.  M.  Merrow,  on  knitting  and  embroidering  machinery ; 
Class  55. 

Mr.  H.  D.  Woods,  machinery  for  making  brick  and  tiles ;  in 
Class  57. 

Prof.  L.  M.  Haupt,  Class  61,  railroad  appliances. 
Mr.  Carl  Hering,  Class  62,  electricity. 

Prof.  William  Watson,  Class  63,  civil  engineering,  public  works, 
and  architecture. 

Commissioner  Lyle,  Class  66,  ail;  of  war ;  also  life-saving,  in  Class 
65. 

The  regulations  of  the  Exposition  prohibited  visitors  from  making 
sketches,  or  even  taking  notes,  without  special  permission  from  the 
exhibitors  in  every  case,  a  rule  which  was  rigorously  enforced  by 
the  attendants;  and  although,  through  the  courtesy  of  M.  Berger, 
Director-General  of  the  Exposition,  the  Commissioner  and  his  assist- 
ants received  letters  intended  to  secure  special  privileges,  the  sus- 
picion with  which  attempts  to  make  memoranda  were  regarded,  and 
the  consequent  interruptions  that  occurred,  put  many  and  very 
serious  difficulties  in  the  way  of  getting  the  information  necessary 
for  a  sufficient  knowledge  of  the  exhibits. 

The  exhibitors  were,  as  a  general  rule,  exceedingly  courteous  and 
quite  willing  to  give  all  the  information  requested,  but  they  could 
seldom  be  found  except  at  times  when  the  buildings  were  thronged 
with  visitors.  In  a  few  cases  exhibitors  of  extensive  collections  of 
machinery  stated,  in  answer  to  inquiries,  that  it  was  not  for  their 
interest  to  be  public  instructors,  and  refused  all  opportunity  for 
getting  information  respecting  their  exhibits. 

In  this  connection  it  is  a  pleasure  to  acknowledge  the  value  of  the 
services  rendered  by  Mr.  H.  D.  Woods  in  corresponding  with  the 
exhibitors  and  in  collecting  much  of  the  information  which  served 
as  the  basis  of  several  of  the  sj^ecial  reports. 

Messrs.  Vuillet  and  C.  Morin,  attaches  of  the  administration  of 
Machinery  Hall,  also  rendered  service  in  gathering  information. 

Frequent  reference  is  made  to  descriptions  and  comments  found  in 
the  leading  journals  of  engineering  science  and  practice.  It  is  nat- 
ural to  expect  that  nearly  all  the  strikingly  interesting  features  of 
a  great  international  exhibition  would  be  promptly  noticed  and  de- 
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scribed  in  the  enterprising  special  technical  journals  of  the  various 
countries.  In  the  present  instance  these  journals  have  vied  with 
each  other  in  giving  to  the  public  information  respecting  the  details 
of  the  Paris  Exposition,  and  many  of  them  have  published  different 
illustrated  descriptions  of  the  same  exhibits. 

The  publishers  of  the  English  journals  "Engineering"  and  In- 
dustries" cordially  gave  full  permission  to  have  their  illustrations 
and  descriptions  used  to  any  extent  in  the  reports.  A  limited  use  of 
this  privilege  has  been  made,  credit  being  given  in  each  case  to  the 
source  from  which  material  is  taken.  In  referring  the  reader  to 
publications  of  descriptions  not  inserted  in  the  report,  those  refer- 
ences have  been  chosen  which  seem  to  give  the  fullest  information 
on  the  subject. 

GENERAL    CHARACTER    OF    THE    EXPOSITION    IN    THE  SIXTH 

GROUP. 

(2)  On  making  a  careful  survey  of  the  machinery  and  other  ob- 
jects classed  under  the  sixth  group  one  fact  soon  became  strikingly 
apparent,  that,  notwithstandiug  the  great  extent  and  variety  of  the 
display,  the  number  of  new  inventions  of  importance — except  per- 
haps certain  applications  of  electricity — was  very  small. 

Throughout  the  entire  French,  Belgian,  English,  and  Swiss  sec- 
tions there  were  to  be  seen,  with  but  few  exceptions,  only  machines 
and  apparatus  which,  in  similar  forms,  have  long  been  familiar  to 
experts  in  the  different  arts  represented. 

It  seems  to  have  been  necessary  to  make  a  similar  criticism  in  rela- 
tion to  the  Vienna  Exposition  of  1873,  and  at  the  Paris  Exposition  of 
1878  a  like  condition  was  recognized  and  very  ably  commented  upon 
by  M.  Hirsch,  the  accomplished  reporter  for  the  jury  of  Class  54  of 
that  Exposition,  who  in  his  exhaustive  report  says,  in  effect: 

With  respect  to  machinery  the  Exposition  of  1878,  compared  with  those  which 
have  preceded  it,  seems  to  present  a  clearly  distinctive  character.  In  former  exposi- 
tions new  inventions  occupied  a  considerable  place ;  in  the  exposition  of  1878  it  is 
quite  otherwise.  Few  absolutely  original  ideas  are  to  be  found.  The  machinery 
and  apparatus  exhibited  are  little  more  tlian  recombinations  of  principles  already 
well  known  and  applied.  Not  only  would  we  seek  in  vain  in  the  vast  buildings  for 
some  one  of  those  great  discoveries  which  change  the  character  or  nn  industry, 
but  even,  in  a  far  more  limited  sense,  inventions  which  possess  a  moderately  im- 
portant scope  are  absolutely  wanting. 

He  then  remarks  that  progress  had  nevertheless  been  made,  and 
says  : 

The  machines  exhibited  are,  as  a  whole,  better  designed  and  more  intelligently 
combined  than  those  shown  in  the  former  expositions ;  their  proportions  are  better* 
their  workmanship  more  perfect.    In  fact,  considerable  advance  has  been  made. 

But  it  is  not  by  great  inventions  that  this  progress  has  been  effected ;  it  is  rather 
by  a  thousand  improvements  which  relate  to  the  details  of  the  machinery,  and  if  the 
results  thus  attained  seem  less  brUliant  their  importance  is  not  the  less  enormous. 
It  may  be  said  that  the  mechanical  industries  have  advanced  out  of  the  embryonic 
period,  have  rested  from  putting  forth  germs,  but  are  becoming  developed  by  a  vig- 
orous growth. 
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The  improvement  in  the  detail  and  design  of  machines  com- 
mented upon  in  1878  by  M.  Hirsch  has  continued  to  advance  rap- 
idly since  then,  and  it  may  be  safely  said  that  there  is  now  compar- 
atively little  to  choose  between  the  productions  of  the  several  great 
nations  who  exhibited  in  Machinery  Hall. 

So  far  as  style,  proportions,  convenience,  completeness  of  detail, 
and  adaptation  to  the  purpose  in  view  are  concerned,  the  machin- 
ery was  in  general  admirably  well  designed  and  executed. 

The  several  great  international  expositions  which  have  been  held 
in  the  last  two  decades  and  the  increased  intercommunication  of 
engineers  and  manufacturers  resulting  from  them  have  had  the  ef- 
fect which  might  have  been  anticipated :  Each  nation,  gradually 
losing  its  prejudices,  has  adopted  the  improvements  which  have  en- 
abled another  to  take  the  lead  in  any  particular  direction,  whether 
in  matters  of  practical  importance  or  of  good  taste.  A  general 
uniformity  of  excellence,  amounting  indeed  to  a  certain  lack  of  in- 
dividuality in  the  design  of  the  machinery  of  any  one  class,  was  a 
marked  feature  of  the  Exposition  of  1889. 

The  doctrine  of  the  survival  of  the  fittest  was  here  illustrated  in 
its  application  to  inanimate  objects. 

Light  and  flexible  frameworks  with  tortuous  contours,  formerly 
approved  and  admired,  have  yielded  place  to  substantial  forms  with 
severe  rather  than  fanciful  outlines  well  suited  to  the  material 
employed,  and  designs  have  been  adopted  which  exhibit  a  judicious 
directness  in  the  application  of  material  so  as  best  to  resist  the  stress 
to  which  it  is  subjected,  and  a  distribution  of  mass  well  adapted  for 
the  absorption  of  vibrations. 

Complex  and  indirect  apparatus  for  transforming  movement,  the 
result  of  ingenuity  misapplied  or  unskillfully  directed,  is  replaced 
by  simple  and  compact  mechanism,  the  product  of  careful  study 
and  of  the  judicious  application  of  the  principles  of  kinematics. 

Frivolous  ornamentations  and  a  profusion  of  highly  polished  sur- 
faces are  rarely  found,  their  bad  taste  and  inappropriateness  being 
universally  recognized,  and  the  outlay  formerly  wasted  in  this  direc- 
tion is  now  applied  to  procuring  neat  castings  and  securing  coinci- 
dence of  the  places  where  parts  meet  each  other. 

Another  quotation  from  the  report  of  M.  Hirsch  is  apt  in  its  ap- 
plication to  the  Exposition  of  1889,  and  conveys  suggestions  so  note- 
worthy that  it  will  be  given  here  : 

An  interesting  fact  to  notice  is  the  absence  of  those  eccentric  and  irrational  in- 
ventions which  too  often  mar  an  exposition,  machines  conceived  in  a  contempt  for 
fundamental  mechanical  principles  and  which  betray  the  lack  in  their  authors  of 
the  most  elementary  knowledge  of  science. 

He  goes  on  to  say  that  the  severity  of  the  inspection  of  the  jury 
for  the  admission  of  exhibits  has  much  to  do  with  this — 

But  it  is  equally  (certain  that  the  diffusion  of  technical  instruction  has  played  the 
more  important  part  in  this  purging ;  exact  ideas,  so  indispensable  to  the  mechani- 
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oian»  are  widely  popularized ;  they  form  the  basis  of  professional  teaching,  not  only 
for  the  educ5ation  of  the  superintendent  and  the  engineer,  but  also  of  the  foreman 
and  the  operative.  Furthermore,  in  proportion  as  the  teachings  are  extended 
among  those  employed  in  an  industry,  in  that  proportion  do  the  sciences  them- 
selves gain  in  breadth  and  solidity  and  in  their  foothold  in  the  shops. 

It  is  gratifying  to  be  able  to  record  the  evidence  of  general  prog- 
ress thns  shown  by  the  Exposition  of  1889.  To  those  familiar  with 
the  condition  of  the  mechanical  industries  in  the  countries  of  Con- 
tinental Europe  in  former  times  one  thing  must  have  been  strik- 
ingly evident :  that  these  couatrias  have  recently  made  rapid  strides 
in  the  direction  of  substantial  progress,  and  that  their  manufac- 
turers are  fast  assuming  a  position  in  the  foremost  rank  among  the 
producers  of  well-designed  and  well-executed  machinery  of  all  kinds. 
While,  therefore,  the  United  States  has  hitherto  exercised,and,  as  will 
be  shown,  continues  to  exercise  a  very  marked  influence  upon  the 
improvement  which  is  noticed  in  the  products  of  the  continental 
engineer  and  his  shops,  yet  in  order  to  continue  to  maintain  in  the 
future  the  creditable  place  in  the  advance  which  the  younger  coun- 
try now  occupies,  unremitting  attention  must  be  given  to  increas- 
ing facilities  for  the  best  scientific  and  technical  training  of  youth, 
a  training  superior  in  its  methods  to  the  European  systems  which, 
though  faulty  in  many  respects,  have  been  such  an  important  factor 
in  the  progress  of  the  mechanical  industries  there. 

(3)  THE  UNITED  STATES  SECTION. 

The  position  held  by  the  United  States  in  the  sixth  group  of  the 
Exposition  was  a  very  honorable  one. 

Without  particular  mention  here  of  the  exhibits  most  deserving  of 
attention,  it  is  sufficient  to  say  that  no  part  of  Machinery  Hall  was 
examined  with  greater  interest  and  approval,  by  European  engineers, 
than  was  the  United  States  section.  The  general  verdict  of  these  men 
was  that  the  greater  proportion  of  those  machines  in  which  freshness 
and  originality  were  shown  was  found  in  this  section,  and  that  here 
the  interesting  new  idea  and  useful  invention  were  conspicuous  above 
the  uniform  grade  of  general  excellence  everywhere  found  in  the 
mechanical  exhibits. 

The  juries  for  the  classes  of  the  sixth  group  performed  their  duty 
in  a  thoroughly  conscientious  and  painstaking  manner,  and  their 
decisions  afford  the  best  criterion  for  judging  of  the  excellence  of  the 
United  States  exhibit. 

The  high  awards  which  were  so  liberally  distributed  to  our  exhib- 
itors were  generally  given  on  the  ground  of  the  originality  and 
utility  of  the  exhibit  rather  than  its  fine  appearance  or  great  extent, 
and  never  simply  because  the  exhibitor  was  a  successful  manufac- 
turer or  engineer,  a  course  which  for  good  reasons  was  not  always 
pursued  in  distributing  awards  to  the  French  exhibitors. 

(4)  The  representation  of  the  United  States  was  by  no  means  how- 
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ever  confined  to  its  own  section;  its  proudest  display  was  in  fact  seen 
outside  of  the  actual  exhibits  made  by  its  own  citizens.  Much  of  the 
machinery  exhibited  by  the  other  nations  was  either  admitted  to  be 
of  design  belonging  to  the  United  States  and  advertised  to  be  this,  or 
else  was  a  close  imitation  of  forms  which  have  originated  with  its 
engineers  and  inventors. 

A  large  proportion  of  the  stoam-engines  were  of  the  Corliss  type. 
Porter's  steam-engine  governor  was  seen  on  most  of  the  engines ; 
the  influence  of  Porter's  life  work  in  the  development  of  the  high- 
speed engine  was  everywhere  apparent.  The  Wheelock,  and  Arna- 
ingtou  &  Sims  engines  were  exhibited  in  the  sections  of  every  nation  ; 
examples  of  pumps  and  water  meters  embodying  Worthington's- 
duplex  system  were  numerous ;  the  windmills  exhibited  were  of 
types  belonging  to  the  United  States ;  our  forms  of  wood-working 
machinery  have  been  adopted ;  our  steam-boilers  are  closely  copied, 
and  the  rapid  working  and  yet  safe  passenger  elevators  so  common  in 
the  United  States  are  being  introduced. 

To  substantiate  this  statement  of  the  prevalence  of  American 
influence  which  the  Exposition  shows  to  exist  in  Europe  it  is  well 
to  quote  from  an  unprejudiced  writer. 

In  an  article  in  the  Revue  Universelle  des  Mines,  etc.,  on  the  steam- 
engines  of  the  Exposition,  Professor  Dwelshauvers-Dery,  of  the  Uni- 
versity of  Li^ge,  the  learned  vice-president  of  the  jury  of  Class  52 
of  the  Exposition,  says : 

One  of  the  most  striking  facts  that  the  Exposition  of  1889  brings  into  relief  is  that, 
with  respect  to  machinery,  American  influence  is  extending  more  and  more,  and 
gaining  a  stronger  foothold  day  by  day  in  Europe.  The  United  States  has  imposed 
upon  us  its  forms,  its  methods  of  execution,  even  the  organization  of  work  by  which 
more  perfect  precision  is  obtained  in  the  production  of  its  workshops,  and  in  the 
case  of  steam-engines  it  has  imposed  its  types. 

After  giving  numerous  examples  of  the  adoption  by  the  largest 
manufacturing  establishments  of  systems  introduced  from  the  United 
States,  and  of  forms  and  devices  imported  from  there,  he  continues  : 

The  question  may  well  be  put,  whence  comest  this  exuberance  from  one  side  of  the 
Atlantic,  that  kind  of  relaxed  condition  on  the  other  ?  How  does  it  happen  that  the 
master  thought  is  sent  across  the  ocean  to  Europeans,  who,  so  to  speak,  are  reduced 
to  the  r6le  of  manufacturers  only  ? 

Perhaps  the  answer  would  be  more  easily  found  if  we  were  to  quit  the  domain  of 
the  mechanic  arts  to  examine  from  a  higher  standpoint  the  social  status  of  the  old 
and  the  new  continents.  It  would  l)e  a  digression  of  great  value,  but  space  is  lacking,, 
and  we  wiU  speak  only  of  machinery,  and  particularly  of  the  steam-engine,  bom  in 
the  old  continent,  having  there  received  at  the  outset  its  first  applications,  and  whose- 
fundamental  theory  has  been  based  on  the  work  of  Europeans — Regnault,  Mayer, 
Joule,  Rankine,  Clausens,  Him.  If  we  say  that  the  Americans  have  a  more  practical 
mind,  that  is  to  say,  more  logical  habits  of  thought,  this  is  begging  the  question,  for 
the  American  race  has  little  blooil  foreign  to  Europe,  and  other  reasons  than  that 
of  race  must  be  given  to  account  for  this  practical  superiority. 

Does  not  the  difference  we  find  lie  in  the  education?  In  the  United  States  it  is 
free  everywhere,  everywhere  creative  and  expansive  as  liberty  itself.   In  Europe  it 
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is  regulated,  powerfully  organized,  the  work  of  a  despotism  smacking  of  the  har> 
racks ;  its  aim  seems  to  be  to  reduce  to  uniformity  all  the  members  of  the  social 
body,  to  cast  them  all  in  the  same  mold,  to  make  them,  so  to  speak,  interchange- 
able. It  is  forgotten  that  the  trees  of  a  forest  can  be  brought  to  equal  height  only  by 
cutting  ofif  the  higher  ones  to  the  level  of  the  lower ;  that  the  education  of  organ- 
isms is  not  accomplished  under  tlie  hanmier,  at  the  anvil,  in  the  mold,  or  by  a 
milling  process,  and  that  the  first  of  its  duties  is  to  respect  individuality  wliile 
developing  it  at  the  same  time. 

Often,  without  consulting  special  aptitudes,  a  young  man  is  brought  up  to  make 
a  mechanician  by  inculcating  in  his  mind,  in  a  methodic  manner,  a  certain  number 
of  sciences,  well  classified,  well  graded,  according  to  a  well-defined  programme, 
which  leaves  nothing  for  him  to  originate ;  the  (X)ur8e8  of  study  teach  him  every- 
thing ;  the  young  man  need  only  learn,  let  himself  be  led.  Periodically  he  is 
examined  as  to  what  he  has  absorbed ;  he  is  overworked,  if  it  is  necessary  to  do  so, 
to  deprive  him  of  time  for  reflection  ;  then  a  diploma  is  given  to  him,  and  he  is 
consecrated  a  mechanical  engineer,  warranted  by  the  Government.  Happily  there 
are  vigorous  temperaments  which  resist  even  this  prolonged  compression  and  burst 
the  mold,  resuming  their  own  forms  more  or  less  speedily.  But  how  much  time 
is  wasted? 

Let  us  have  less,  much  less,  dogmatic  teaching ;  let  the  youth  be  brought  up  in 
the  laboratories,  as  is  already  done  nowadays  in  England  and  America ;  let  the 
schools  and  laboratories  be  opened  widely,  leaving  the  young  people  free  to  consult 
their  aptitudes,  without  compelling  them  to  submit  to  a  series  of  examinations  by 
means  of  which  their  knowledge  is  appraised  to  the  hundredth  of  1  per  cent. ,  and 
without  dismissing  them  from  the  school  because  tliey  have  failed  in  a  branch  the 
study  of  which  repels  them,  and  which  perhaps  they  will  never  in  their  lives  make 
use  of. 

Public  prosperity  is  interested  in  a  reform  which  has  the  respect  of  individual 
freedom  for  a  foundation.  This  would  be  the  simple  consecration  of  the  revolution* 
which  the  Paris  Exposition  celebrates,  and  whose  results  are  even  to-day  compro- 
mised by  the  kind  of  education  which  is  applied  to  those  of  whom  it  is  desired  to 
make  leaders  in  movements  relating  to  social  interests.  The  true  democratic  prin- 
ciple is  to  give  to  each  one  the  place  which  his  personality  merits,  with  the  air  free 
about  him  for  his  development ;  **  the  right  man  in  the  right  place." 

The  quotation  has  been  given  thus  in  full  in  order  to  add  force  to 
the  words  already  said  in  connection  with  the  quotation  from  M. 
Hirsch  respecting-  the  influence  technical  education  has  had  upon 
the  progress  shown  in  the  mechanic  arts. 

(5)  Classification:  In  the  Exposition  of  1889  the  classi^cation  of 
the  objects  exhibited  did  not  differ  greatly  from  that  of  1878,  and, 
with  one  exception,  all  the  classes  relating  to  plant,  apparatus,  and 
processes  used  in  mechanical  industries  were  assigned  to  the  sixth 
group,  which,  therefore,  comprised  Class  48  and  Classes  50  to  G6, 
inclusive;  Class  49  which  relates  to  agriculture  and  forestry,  having 
been  taken  from  the  sixth  group  and  set  otf  to  the  eighth  and  ninth 
groups. 

The  general  subjects  to  which  the  plant,  implements,  apparatus, 
and  processes  under  the  eighteen  diflFerent  classes  of  the  sixth  group 
relate,  respectively,  are : 

Class  48.  Mining  and  metallurgical  operations. 

Glass  50.  Food  industries  and  the  preparation  of  agricultural  products. 
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Class  51.  Chemistry,  pliarmacy,  and  tanning. 

Class  52.  General  mechanics. 

Class  53.  Machine  tools. 

Class  54.  Spinning  and  the  manufacture  of  cordage. 

Class  55.  Weaving. 

Class  56.  Sewing  and  the  manufacture  of  articles  of  clothing. 

Class  57.  Furniture,  joinery,  and  the  manufacture  of  building  materials. 

Class  58.  Paper  making,  dyeing,  and  printing. 

Class  59.  Miscellaneous  industries  and  arts. 

Class  60.  Carriage  and  wagon  making  and  wheelwright  work. 

Class  61.  Railways. 

Class  63.  Electricity. 

Class  63.  Civil  engineering,  public  works,  and  architecture. 

Class  64.  Hygiene  and  public  charities. 

Class  65.  Navigation  and  life-saving. 

Class  66.  The  art  of  war. 

(6)  The  number  of  exhibitors  of  different  nationalities  in  the  dif- 
ferent classes  of  the  sixth  group  is  given  approximately  in  Table  I, 
compiled  from  the  French  official  catalogue,  in  which  there  were 
some  errors.  Changes  in  the  classification  were,  in  many  cases, 
made  by  the  juries  after  the  publication  of  the  latest  editions  of  the 
catalogues,  so  that  awards  were  given  to  exhibitors  whose  names 
were  listed  in  classes  different  from  those  in  which  the  awards  were 
granted.  As  the  purpose  of  the  table  is  only  to  give  a  general  idea 
of  the  distribution  of  the  exhibits,  its  accuracy  is  practically  suflfi- 
cient. 

Table  I. — Number  of  exhibitora  in  the  sixth  group,  by  nations  and  doMes. 


Class. 


48. 
50. 
M. 
62. 
58. 
54. 
55. 
50. 
57. 
58.. 
69. 
60. 
61. 
62.. 
63.. 
64.. 
66.. 
66.. 


France 

and 
colonies. 


Grand  total. 


146 
250 
175 
488 

06 

81 
102 
104 

65 
161 

98 
247 
162  I 
293 
798 
274 
200 
187 


Belgium. 


3,929 


United 
States. 


Great 
Britain. 


»17  ; 


896 


Switzer- 
land. 


Other 
countries. 


120 


517 


Total. 


900 
889 
218 
677 
174 
156 
186 
184 
78 
228 
148 


390 
1,081 
405 
804 


5,478 
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(7)  The  field  covered  by  this  group  was  very  great,  and  the  floor 
space  devoted  to  it,  which  was  crowded  with  exhibits,  had  an  extent 
of  about  100,000  square  metres,  or  1,000,000  square  feet — nearly  25 
acres.  The  following  table  shows  how  this  space  was  provided  for 
by  the  different  buildings  : 

Table  U,— Space  occupied  by  the  sixth  group. 


Square 
feet. 


Total 
square 
feet. 


Boiler  houses  in  the  boiler  courtyard : 

Babcock  

C.  Knapp  

Dayd6&Pill«  

Roser  

De  Naeyer  

BeUerille  

WeyherA  BJchmond  

Doiac  

Fontaine  


Other  buildings  in  this  courtyard  : 

Stebdeo  &  Co  

Two  bakehouses  

Megy's  buikUoK  

Electrical  Court: 

Qnunme  station  

Syndicate  station  

Le  Oouteux  station  


IB 61,  Annex: 

FirstbuikUng  

Second  building  (Suinnen  avenue) . 


OaMOO,  Industrial  Aits  Building  Annex. 
Ob  the  Champ  de  Mais : 

Goldenberg  

Agfimlt  

Forgea  St.  Dennis  

Hontechamin  

Stoker's  Society  

Boyaux   

Lacour  

Etabtissement  Call  

La^uire  

Annex  for  CUas  68  

Solnty    

HarieuKnit  Collieries  

Forges  du  Nord  

Edison  Station  

Perrusson  

Telephones  

State  manufactures  

Eiffel  PaviUon  

Gas  Pavilion  

PavOkm  Ooignet  


1,500 
645 
1.775 
2,225 
4,900 
2,174 
1,600 
1,076 
1,076 


18,778 
8,784 
1,291 


7,760 
8.875 
6,296 


60,548 
21,956 


688 

822 
1,610 

269 
4,805 

588 

603 
7,686 
6,274 
8,270 
1,064 
8,762 
4,848 
4,848 
1,549 
8,762 
4,358 

699 
4,066 

887 


17,061 


17,80& 


17,921 


82,50(^ 
26,000 


68,547 


Carried  forward  . 
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Table  IL— Space  occupied  by  the  sixth  group — Continued. 


Brought  forward  

On  the  Qua!  d'Orsai : 

Azmez  f  or  dasB  62  

Annex  for  Class  6S  

Pumping  stations  

SerpoUet  

Eaectrical  stations  

Petroleum  

Annex  for  Class  58  

Buildings  on  the  Esplanade  des  Invalldes': 

Ministry- of  War  (ground  floor)   

Ministry  of  War  (second  story)  

Powder  and  saltpeter  

Aerostation  

Toilet  tents  

Collat  tents  

Walker  tents  

Sanitary  service  

Yvose  tents  

Colombfer  MiUtaire  

Sanitary  train  

Wagon  shed  

Military  bakery  

Public  assistance  

Hygiene  (Class  64)  

Mineral  waters  

Help  for  the  wounded  

English  mill  


Surface  occupied  by- exhibits  of  the  sixth  group  in  Machinery  Hall. 
Total  


Square 
feet. 


19,876 
80,180 
8,M7 
1.064 
18,888 
10,878 
19,817 


85,51^ 
82,293 
8,858 
6,048 
2,270 
1,667 
887 
804 
484 
667 
18,296 
9,687 
1,076 
20,668 
16,069 
10,764 
12,598 
1,096 


Total 
square 
feet. 


219,888 


90,996 


172,067 
565,147 


1,046,048 


(8. )  Machinery  Hall.  — It  will  be  seen  that  more  than  one-half  of  the 
total  area  occupied  by  the  sixth  group  was  furnished  by  the  great 
Machinery  Hall,  the  general  arrangements  and  dimensions  of  which 
will  be  stated  here,  the  description  of  the  structure  being  given  in 
the  report  on  Class  63.  A  general  view  of  the  interior  is  given  in 
Plate  I,  the  frontispiece  of  this  volume. 

This  building,  which  perhaps  is  the  boldest  in  design  of  any  hith- 
erto attempted,  and  the  largest  one  of  its  general  kind  yet  con- 
structed, consists  of  a  central  nave  1,360  feet  long,  covered  by  a 
glass  roof  in  a  single  span  of  375  feet,  with  its  peak  at  a  height  of 
nearly  160  feet  from  the  ground.  On  each  side  of  the  nave,  extend- 
ing its  whole  length,  is  a  lateral  extension  or  wing  48  feet  wide, 
forming  a  part  of  the  great  hall,  not  in  any  way  partitioned  off  from 
it,  but  having  a  roof  much  lower  than  that  of  the  nave.  These 
wings  expand  the  ground  floor  of  the  great  room  to  a  width  of  471 
feet  in  all,  and  also  have  floors  26  feet  above  the  ground  floor  which 
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form  galleries  48  feet  wide  along  each  si  le  of  the  hall ;  galleries  69 
feet  wide  are  also  carried  across  the  ends  of  the  nave  at  the  same 
level.  The  whole  ground  floor  of  Machinery  Hall  thus  affords  an 
area  of  640,000  square  feet,  and  the  galleries  an  additional  area  of 
176,000  square  feet ;  total,  nearly  19  acres,  which,  after  deducting 
thoroughfares  and  passageways,  left  about  665,000  square  feet  of 
floor  room  available  for  the  exhibits. 

(9)  The  allotment  of  the  space  according  to  -nationalities  is 
shown  in  Table  III. 

Table  UL— Allotment  of  space  in  Mcushinery  Hall. 


Countries. 


Ground  floor. 


Nave.  WingB. 


OaUeriee. 


Total. 


United  States 
Great  Britain  . 
Switzerland  .. 

Belgium  

France: 

Class  48..., 

50... 

61... 

52... 

58  .. 

54... 

65..., 

66... 

57... 

58... 

59... 

61... 

68... 

68.. 


Iq.feet 
18,808 
18,518 
18,916 
84,972 

14,800 
88,680 
16,070 
85,866 
80,868 
17,8^ 
16,070 


Sq.feei. 
6,877 
14, 196 
8,745 
9,864 

8,880 
8,880 


17,288 
28,018 
6,59r 


14,808 


18,797 
8,140 


11.808 


66,995 
4,648 
81,086 


Sq.feet. 
8,568 
10,586 
6,818 
8,889 

8,2S9 
4,806 
8,158 
6,788 
8,880 
8,158 
8,894 

10,764 
8,168 
8,060 
1,940 

17,568 
8,906 

18,824 


8q.  feet 
88,727 
48.895 
88,474 
87,566 

86.909 
86,866 
18,228 
55,441 
85,688 
19,875 
18,864 
10,764 
19,875 
86.966 
7,587 
84,563 
81,768 
40.810 


Grand  total. 


887.714 


172,401  I  105,088 


565,147 


The  French  exhibits  covered  three-fourths  of  the  area  of  Machin- 
ery Hall;  the  remaining  fourth,  namely,  the  corner  of  the  building 
nearest  the  avenue  de  la  Bourdonnais  and  the  main  exhibition  build- 
ing for  the  industrial  groups,  was  assigned  to  the  only  four  foreign 
nations  who  made  any  considerable  exhibition  of  machinery,  namely, 
United  States,  Great  Britain,  Belgium,  and  Switzerland. 

The  French  exhibits  were  divided  in  accordance  with  the  oflBcial 
classification,  and  all  the  objects  in  a  class  were  grouped  together  in 
one  place,  so  that  the  exhibits  of  any  class  could  be  studied  together 
and  be  compared  with  each  other.*  In  the  foreign  sections,  how- 
ever, there  was  little  attempt  at  an  arrangement  in  classes,  the  limited 

*  The  general  arrangement  of  the  ground  floor  of  Machinery  Hall  is  well  shown 
on  the  plan  of  the  Champs  de  Mars,  in  vol.  i  of  the  reports. 
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dimensions  of  the  space  and  the  character  and  extent  of  the  exhibits 
making  it  impracticable  to  effect  a  systematic  grouping. 

(10)  As  an  exhibit  of  bold  engineering  enterprise,  and  as  a  work 
of  art  in  iron  construction,  Machinery  Hall  was  magnificent,  but  it 
is  questionable  whether  it  was  so  well  adapted  for  its  use  as  other 
buildings  for  the  same  purpose  in  former  expositions  have  been. 

As  is  the  case  with  all  noble  buildings,  the  fine  proportions  of 
this  immense  hall  prevented  its  size  from  being  appreciated  at  a 
glance,  and  the  height  and  great  width  of  the  arched  nave  had  the 
effect  to  dwarf  the  contents  of  the  building  sadly,  so  that  even  the 
noblest  exhibits  and  the  largest  machines  (such,  for  example,  as  the 
blowing  engine,  40  feet  high,  exhibited  by  the  Cockerill  Company, 
and  the  large  horizontal  engine  with  a  pulley  33  feet  in  diameter, 
shown  by  Farcot)  failed  to  appear  impressive. 

Provisions  for  ventilation  were  practically  entirely  wanting,  only 
a  few  very  insufficient  inlets  and  outlets  for  air  having  been  pro- 
vided. It  was  supposed  that  the  great  height  and  volume  of  the 
inclosed  space  would  make  it  unnecessary  to  provide  for  rapid  re- 
newal of  the  confined  air,  but  the  heat,  even  in  moderately  warm 
weather,  was  almost  intolerable,  and  the  air  was  close  except  in  cold 
and  windy  weather. 

The  great  width  of  roof  and  the  consequent  movements  caused  by 
expansion  and  contraction  from  change  of  temperature  made  trou- 
ble with  the  glazing,  so  that  occasional  showers  of  broken  glass  from 
the  great  height,  and  the  arrangement  for  extensive  repairs  which 
the  breakages  involved,  made  it  necessary  at  times  to  rail  off  large 
areas  of  the  floor  in  order  to  prevent  access  to  places  where  it  would 
be  dangerous  for  visitors  to  pass. 

The  provisions  for  the  circulation  of  visitors  in  this  great  hall  were 
well  considered,  and  proved  as  liberal  as  could  be  demanded  for  even 
the  vast  crowds  which  at  times  filled  the  Exposition.  Two  main 
avenues,  26  feet  wide,  one  lengthwise  and  one  crosswise  through  the 
center  of  the  building,  divided  the  ground  floor  into  four  equal  parts, 
and  an  avenue  also  26  feet  wide  crossed  the  building  midway  between 
each  end  and  the  middle.  These  four  thoroughfares,  with  a  passage 
across  each  end  of  the  building  and  eight  others  running  length- 
wise, all  from  10  to  13  feet  wide,  formed  the  main  channels  of  com- 
munication and  circulation.  Railway  tracks  were  laid  in  these 
passageways,  and  turn-tables  provided  at  crossings  for  use  in  placing 
and  removing  the  exhibits  ;  they  were  covered  by  the  floor  during 
the  Exposition. 

(11)  Nearly  all  the  machinery  in  motion,  or  that  which  required  a 
supply  of  steam,  was  located  in  the  nave,  although  motion  was  com- 
municated to  some  of  the  very  light  machinery  in  the  upper  gallery, 
and  to  some  of  the  machines  under  the  galleries,  by  means  of  special 
lines  of  shafting.    The  principal  lines  were  four  in  number,  extend- 
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ing  from  end  to  end  of  the  hall.  They  were  placed  in  the  middle  of 
the  spaces  for  the  exhibits,  between  the  passageways,  and  supported 
at  a  height  of  15  feet  above  the  floor  by  the  heavy  double  columns 
and  lattice  girders  which  sustained  the  tracks  of  two  traveling  cranes 
of  60  feet  span,  which  were  used  for  placing  heavy  machinery,  and 
afterwards  employed  as  traveling  galleries  for  conveying  visitors 
from  end  to  end  of  the  building,  and  affording  points  of  view  of  the 
building  and  contents.  At  the  places  where  the  power  was  trans- 
mitted from  the  engines  to  the  shaft  the  columns  were  from  6  to  12 
feet  apart,  according  to  circumstances,  elsewhere  36  feet  apart  with 
two  intermediate  hangers  in  the  space.  Where  the  shaft  received 
the  transmission  from  an  engine  it  was  5^  inches  in  diameter,  else- 
where 3i  inches.  The  speed  was  150  revolutions  per  minute.  It  was 
assumed  that  about  six-tenths  of  a  horse-power  per  foot  in  length 
might  be  required.  Each  line  was  divided  into  seven  independent 
lengths,  driven  by  separate  engines,  but  the  lengths  could  be  coupled 
by  sleeves  in  case  of  the  failure  of  any  engine.  There  were  several 
supplementary  lines  of  shafting  in  different  parts  of  the  building, 
notably  three  under  the  galleries,  where  they  were  sustained  by  sub- 
stantial hollow  iron  posts,  having  an  elliptical  cross-section  and  a  base 
broad  enough  to  afford  rigidity  without  bracing ;  a  neat  arrange- 
ment. 

(12)  The  line  shafting,  without  pulleys  or  hangers,  was  rented 
in  thirty  lots  from  several  large  engineering  firms,  who  also  furnished 
attendance,  oil,  etc.,  necessary  to  keep  it  in  running  order,  on  terms 
as  follows  : 

First.  For  supplying  the  shafting,  and  for  the  service  of  keeping 
it  oiled  and  in  running  order  during  the  entire  term  of  180  days, 
which  is  the  official  period  of  the  Exposition,  at  the  rate  of  7  hours 
of  working  time  per  day,  64  francs  per  running  metre,  or  about  $3.90 
per  foot  of  the  3i-inch  shafting,  was  paid. 

Second.  If  service  additional  to  the  above  should  be  required  in 
consequence  of  an  extension  of  the  daily  running  time  beyond  7  hours, 
then  an  additional  payment  was  to  be  made,  at  the  rate  of  about  one- 
quarter  of  a  cent  per  foot  of  shaft  for  each  additional  hour,  to  cover 
extra  expense  for  attendance,  oil,  etc. 

Third.  If  additional  service  should  be  needed  in  consequence  of  a  con- 
tinuance of  the  Exposition  beyond  the  official  period  of  180  days,  then 
2i  cents  per  foot  of  shaft  was  to  be  paid  for  each  day  of  7  hours  run- 
ning time  thus  added  to  the  term,  to  compensate  for  the  continued 
use  of  the  shafting  and  the  expense  of  keeping  it  oiled  and  in  order. 

The  total  length  of  shafting  thus  supplied  was  about  5,000  feet. 

(13)  For  driving  the  shafting  there  were  thirty-two  steam-engines, 
and  these  were  scattered  in  all  parts  of  the  building,  a  distribution 
which  necessitated  an  extensive  system  of  piping  for  the  supply  of 
steam,  for  carrying  the  cold  water  used  for  condensation,  and  for  the  re- 
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moval  of  the  hot  water  discharged  from  the  condensers— a  system  the 
magnitude  of  which  will  be  appreciated  when  the  great  volume  of 
steam  and  water  which  the  engines  required  is  considered. 

The  pipes  were  contained  in  substantially  built  arched  subways  of 
masonry,  which  extended  beneath  the  floors  of  the  thoroughfares. 
The  main  subway,  which  extended  the  whole  length  of  the  building, 
between  the  lines  of  shafting  nearest  the  boiler  court,  was  8  feet  wide 
by  nearly  7  feet  high  and  1,100  feet  long.  Another  subway,  of  nearly 
the  same  size  but  half  this  length,  was  placed  in  the  quarter  of  the 
building  occupied  by  the  foreign  exhibitors,  while  a  cross-subway  of 
the  same  size  as  the  latter  connected  these  two.  Openings  were  pro- 
vided 14  feet  apart  for  access  to  joints  and  for  making  connections, 
the  distance  of  the  openings  from  each  other  being  determined  by 
the  standard  length  of  the  pipes  used  for  the  Paris  water  supply. 
Six  smaller  subways  led  to  the  main  subways  from  the  six  groups  of 
boilers  which  supplied  the  steam.  The  hot  and  cold  water  pipes,  one 
of  each,  in  the  main  subway,  were  24  inches  in  diameter.  In  the 
subway  for  the  foreign  sections  these  pipes  were  reduced  to  16  inches. 
The  steam  pipes  were  comparatively  small,  as  they  led  independently 
from  the  diflFerent  groups  of  boilers  to  limited  sections  of  the  build- 
ing, and  were  not  connected  with  each  other,  so  that  the  repairs  of  a 
break  or  leak  in  one  of  the  pipes  would  not  interfere  with  the  run- 
ning of  any  large  number  of  machines.  The  branch  pipes  from  the 
lines  of  the  subways  to  the  engines  were  supplied  at  the  expense  of 
the  exhibitors. 

All  steam  pipes  were  well  covered  with  nonconducting  clothing, 
but  notwithstanding  this  the  heat  radiating  from  them  contributed 
greatly  to  the  discomfort  experienced  in  this  building  by  the  exhib- 
itors and  visitors. 

(14)  The  motive  power  for  the  shafting  in  Machinery  Hall  was,  as 
has  been  stated,  obtained  from  thirty-two  engines.  These  were  fur- 
nished by  exhibitors.  Each  of  the  twenty-eight  lengths  into  which 
the  four  main  lines  of  shafting  were  divided  and  each  of  the  three 
lines  under  the  galleries  was  driven  independently  by  one  of  these 
engines,  the  remaining  engine  being  employed  to  drive  a  dynamo 
from  which  power  was  transmitted  to  the  Agricultural  Building. 

The  names  of  the  exhibitors,  the  nominal  power  of  each  engine, 
the  power  bargained  for  by  the  administration,  and  the  length  of 
shaft  driven  by  each  is  given  in  Table  IV. 


Digitized  by  Google 


OEITEBAL  EEVIEW  OF  SIXTH  GROUP. 


19 


Tablb  IV. — Particulars  of  the  steam-engines  employed  for  driving  the  main  lines 
of  shafting  in  Machinery  Hall. 


Names  of  tbe  exfaiUton. 

Length  of 

shaft 
driven  by 

each 
engine. 

POWOT 

the  shaft 
was  in- 
tended to 
transmit. 

Power  re- 
quested by 
bno  oxnip- 
itorsof 
machin- 
eiy. 

Power  of 
the  en- 
gmes  fur- 
nished by 
the  con- 
tractors. 

Power 
con- 

for  or 
actual^ 
exerted. 

Feet. 

H.  P. 

H.  P. 

H.  P. 

H.  P. 

PoweU                                              .  ... 

ISO 

90 

48 

160 

90 

T^^TTrknnA 

110 

67 

46 

340 

80 

182 

70 

60 

60 

40 

Schniodcr  &  Co 

166 

100 

896 

80O 

110 

Windsor 

166 

100 

46 

150 

90 

Ghailgny 

118 

78 

22 

60 

60 

ISO 

78 

60 

100 

76 

AnclADii  ICtAhliiiflAmAinfcA  r!sil 

86 

61 

80 

900 

40 

Dftrblay 

80 

50 

80 

Bi4triz 

180 

110 

75 

ISO 

85 

166 

100 

296 

150 

100 

Tj(w>iitAiiT  A  OftmiAi* 

166 

100 

47 

800 

110 

Soci6t6  de  Five&-Lille 

186 

lis 

88 

100 

75 

TItmiiuia  .Tnhin  Jlr  rv> 

166 

lis 

60 

100 

75 

Dftvey  Pazznan  &  Ck) 

166 

100 

46 

150 

90 

fitmiflrlifc  UnA  P^ns^nA  fVimniLnv 

146 

89 

89 

100 

90 

8oci6t6  PhoBnlx  

186 

76 

86 

190 

100 

Rru*{£tA  Ha  mrintMrtihiir 

160 

100 

74 

180 

fiK 

OO 

fiiilsEAr  ITrAuMi 

166 

100 

80 

160 

on 

fiAnmt*-  A  nH  r  6 

186 

118 

60 

100 

75 

fint*iAt/k  AliiAf*iAnnA 

800 

m 
w 

146 

89 

89 

160 

90 

146 

89 

89 

100 

90 

CJarals 

180 

78 

85 

860 

110 

166 

100 

98 

800 

110 

166 

100 

80 

160 

90 

118 

78 

16 

80 

56 

186 

lis 

86 

600 

110 

76 

46 

21 

60 

40 

110 

67 

60 

160 

90 

76 

46 

18 

75 

40 

110 

67 

60 

680 

110 

Total  

4,868 

2.657 

1,918 

6,606 

8,646 
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It  Will  be  seen  that  2,500  horse-power  were  required  "by  the  admin- 
istration, while  the  actual  power  of  the  engines  in  motion  made  over 
5,000  horse-power  available. 

(15)  For  providing  the  engines  and  connections,  including  pulleys 
and  belts  for  transmitting  power  to  the  line  and  all  valves  and  pipe 
connections  with  the  hot  and  cold  water  and  steam  mains ;  also  for 
running  the  engines  continuously  at  the  power  required  and  furnish- 
ing attendance  necessary  for  this  purpose,  the  following  prices  were 


paid : 

First.  For  power  supplied  in  the  amount  contracted  for,  during  the  whole 
official  period  of  180  days,  at  the  rate  of  7  hours  working  time  per  day: 
For  each  indicated  horse-power   $8. 00 

Second.  For  extra  power  beyond  that  contracted  for  if  required  in  the  regu- 
lar working  hours : 

For  each  indicated  horse-power,  per  hour  0064 

Third.  For  power  if  supplied  in  overtime,  in  consequence  of  the  daily  work- 
ing time  being  extended  beyond  7  hours  : 

(a)  For  each  indicated  horse-power,  per  hour  of  overtime,  for  oil,  wear 

and  tear,  etc  0064 

(b)  For  each  hour  thus  added,  for  labor  40 

Fourth.  For  power  if  needed  in  consequence  of  the  continuance  of  the  Ex- 
position beyond  the  official  period  of  180  days : 

For  each  indicated  horse-power,  per  hour  01 


Steam  for  running  the  engines,  and  water  for  condensation  were 
supplied  to  these  contractors  without  charge. 

(16)  The  steam  supply  for  Machinery  Hall  was  furnished  by  cer- 
tain exhibitors,  who  contracted  to  erect  boilers,  connect  them  with 
the  water  supply,  and  provide  chimneys  not  less  than  100  feet  high, 
without  expense  to  the  administration;  also  to  supply  steam  during 
the  exposition,  on  terms  which  were  alike  for  all  the  contractors. 

It  was  agreed  that  the  administration  would  deliver  water  in  the 
main  under  the  boiler  court  without  charge  to  the  contracting  ex- 
hibitors, who  on  their  part  were  to  be  at  the  expense  of  the  fuel  and 
all  attendance,  of  whatever  character,  required  for  the  maintenance 
of  a  continuous  supply  of  steam  at  a  specified  pressure,  in  quantity 
as  required.  There  were  ten  of  these  exhibitors  whose  boilers  were 
used  for  Machinery  Hall  alone.  The  boilers  were  separated  into 
seven  groups,  six  of  which  occupied  buildings  in  the  boiler  court, 
which  extended  the  whole  length  of  one  side  of  the  hall  at  the  ex- 
treme end  of  the  Champs  de  Mars,  the  seventh  group  being  in  the 
electrical  station  on  the  other  side  of  the  hall. 

(17)  The  exhibitors  in  the  several  groups,  with  the  number,  heat- 
ing surface,  and  water  capacity  of  the  boilers,  the  quantity  of  steam 
demanded  of  the  contractors,  and  the  quantity  actually  supplied, 
will  be  found  in  Table  V. 
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Table  Y. ^Particulars  of  the  boilers  for  mpplying  steam  for  the  Machinery  HaU. 


St<3ani  pressure. 


Names  of  the  exhibitors  to 
whom  the  contracts 
were  awarded. 


i  l§ 


5S* 


(s3 


o 


I 


II 


I  Fontahie  

'  "^Dulac  

iWeyher  &  Richmond  . 
Companie  FiTes-LiHe  . 
UI.  BelleviUe  


IV 


De  Nayer  

^DeNayer  

V.jRoeer   

[Dayd6&PiU6  

) Conrad  Knapp  
Babcock  &  Wilcox  .. 
VII.  Davey,  Faxman  &  Co. 

Total  


Pounds 
90 
120 
120 
180 
150 
160 
150 
150 

iso 

180 
180 
150 


Pounds 
75 
76 
95 
90 
100 
100 
100 
100 
100 
100 
100 
100 


Sq.feet. 
1,076 
930 
1,850 
1,000 
6,400 
15, 130 
2,710 
6,970 
2,870 
1,360 
6,540 
2,844 


Cufeet. 
887 
421 
676 
296 
620 

8,070 
525 

1,260 
887 

2nnf 

1,400 


Pounds. 
2,200{ 
2,200( 
4,400' 
1,864 
22,000 
22,000 
5,500 
18,700 
6,600 
8,800 
16,400 
11.000 


Pounds. 

7,700 

4.400 
1,864 

29,700 

22, 
5, 

18,700' 
6,600 
8.800 
16,400 
14,800 


Pounds. 


4,400 


►,000i 
i,500J 


81    47, 170  I 


9,809  114,664 


128,964 


34,000 

86,600 

20,000 
10,000 


24.200 


Norr..— The  water-heating  surface  and  water  capacity  given  in  the  table  for  the  Babcock  &  Wilcox 
^joilers  do  not  include  the  surface  and  contents  of  the  **  economizers,'*  but  for  the  De  Nayer  boilers 
the  surface  of  two  economizers  which  were  used  is  included,  as  the  aggregate  surface  only  could 
be  ascertained  from  the  data  procurable. 

It  should  be  stated  here,  that  the  engines  by  which  the  line  shafts 
were  driven  used  less  than  half  the  entire  steam  supply,  the  larger 
part  being  required  for  the  numerous  other  engines  which  were 
connected  with  special  exhibits,  particularly  those  for  giving  motion 
to  dynamos  and  other  high-speed  machinery  not  driven  from  the  lines. 
In  addition  to  this  large  supply  of  steam  demanded  for  Machinery 
Hall,  there  was  nearly  an  equal  amount  required  for  supplying  the 
engines  in  the  electric-light  stations,  the  pumping  engines,  and  one 
or  two  of  the  large  isolated  exhibits  of  machinery  driven  by  special 
engines;  the  supply  required  for  these,  about  100,000  pounds  per 
hour,  was  furnished  by  other  boilers  than  those  specified  above. 

(18)  The  prices  paid  the  exhibitors  who  contracted  to  supply  steam 
were  as  follows : 

First.  For  steam  supplied  in  the  quantity  contracted  for  : 

For  each  2,200  pounds,  say  1  ton,  of  water  evaporated  every  hour  (or 
for  7  tons  per  day  of  7  hours  actual  working  time),  during  the  whole 
official  period  of  180  days   $1, 700. 00 

Second.  For  extra  steam  supplied  during  the  regular  working  term  of 
7  hours : 

For  each  ton  of  water  evaporated  

Third.  For  extra  steam  supplied  in  consequence  of  an  extension  of  the 
da  ly  working  time  beyond  7  hours : 

(a)  For  each  ton  of  water  evaporated  in  this  ailditional  time  

(b)  Tot  each  hour  thus  added  (to  pay  for  the  labor)  


60 


.60 
.60 
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Fourth.  For  extra  steam  supplied  in  consequence  of  the  continuance  of 
the  Exposition  beyond  the  official  period  of  180  days : 
For  each  ton  of  water  evaporated  in  the  additional  time   |1. 00 

A  single  example  of  the  application  of  the  contract  for  supplying 
the  steam  will  enable  all  the  contracts  to  be  understood. 

Suppose  an  agreement  to  have  been  made  with  a  contractor  to 
supply  steam  at  a  rate  equivalent  to  the  evaporation  of  22,000 
pounds,  or  say  10  tons,  of  water  per  hour,  under  the  conditions  of 
the  first  clause  of  the  contract.  Suppose  also  that  the  demand  for 
steam  required  that  he  should  increase  the  supply  to  12  tons  per  hour, 
or  2  tons  per  hour  more  than  agreed  for,  beginning  the  thirtieth  day 
after  the  opening  of  the  Exposition.  Also  suppose  that,  from  the 
date  just  mentioned  until  the  Exposition  closed,  the  daily  working 
hours  were  increased  to  8  instead  of  continuing  at  7.  Finally,  sup- 
pose that  the  Exposition  had  continued  open  6  days  beyond  the 
official  period  of  180  days.  Then  at  the  end  of  the  Exposition  the 
amounts  to  the  credit  of  the  contractor  would  be  as  follows : 


I.  Under  first  clause  of  the  contract : 

For  10  tons,  at  $1,700  $17,000 

II.  Under  the  second  clause  : 

For  3  tons  per  hour  extra  during  160  days  and  the  regular  working 

time  of  7  hours  per  day,  being  2,100  tons  extra,  at  00  cents   1, 260 

ni.  Under  the  third  clause : 

(a)  For  12  tons  per  hour  during  150  extra  hours  (1  hour  per  day 

for  150  days),  being  1,800  tons  extra,  at  60  cents   1, 080 

(6)  For  150  extra  hours,  at  60  cents  per  hour  (to  cover  labor  of  all 

kinds  in  whatever  quantity)   90 

IV .  Under  the  fourth  clause : 

For  12  tons  per  hour  during  6  extra  days  of  8  hours  running  each, 
being  576  tons,  at  $1   576 

Total   20,006 


The  following  additional  particulars  of  the  arrangements  made 
with  the  contractors  are  extracted  from  the  published  regulations 
and  the  blank  forms  for  the  contracts : 

The  payments  under  the  contract  were  to  be  made  in  three  equal 
installments  ;  the  first,  as  soon  as  a  test  of  the  quality  and  capacity  of 
the  apparatus  should  be  made  after  its  completion  in  full  working 
condition ;  the  second,  on  the  31st  of  August,  1889  ;  the  last,  one 
month  after  the  close  of  the  Exposition,  but  not  later  than  November 
30,  1889. 

In  the  event  of  a  delay  by  the  contractor  in  having  his  appara- 
tus in  complete  working  order  at  the  time  specified  in  the  contract, 
he  was  to  suffer  a  forfeit  for  each  day  of  such  delay,  in  the  amount 
of  one-half  the  daily  allowance  provided  for  his  service,  the  amount 
forfeited  to  be  deducted  at  the  time  of  payment  of  the  first  install- 
ment. 
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It  was  provided  that  the  contractor  might  take  one  day  each  month, 
called  a  day  of  rest,  for  the  repair,  adjustment,  or  other  attention 
which  the  apparatus  might  need,  during  which  time  he  could  dis- 
continue the  service ;  but  the  time  when  this  discontinuance  should 
occur  must  be  fixed  by  the  administration,  when  not  determined  by 
an  accident  which  should  necessitate  a  stoppage. 

Recording  steam-gauges  and  feed-water  meters,  the  keys  of  which 
were  held  by  the  administration,  were  to  be  applied  to  the  boilers  of 
each  contractor,  and  the  indications  of  these  instruments  read  daily 
by  an  inspector. 

All  materials  furnished  by  a  contractor,  as  for  buildings,  chimneys, 
etc.,  belonged  to  him,  and  after  the  close  of  the  Exposition  could  be 
removed  or  left,  as  he  preferred. 

It  has  been  thought  best  to  give  an  account  of  these  contracts,  be- 
cause their  terms  were  carefully  considered,  and  they  enabled  the 
administration  to  estimate  closely  the  cost  of  the  various  parts  of  the 
service  and  to  avoid  the  expense  of  an  extensive  corps  of  assistants 
to  take  charge  of  the  details  which  fell  to  the  care  of  the  contractors, 
who,  as  exhibitors,  were  willing  to  make  terms  exceedingly  favorable 
to  the  administration,  for  there  was  active  competition  to  secure  the 
contracts,  which  were  distributed  to  as  many  different  persons  as 
practicable. 

The  working  of  all  the  details  of  the  executive  business  relating  to 
the  mechanical  service  was  exceedingly  satisfactory.  There  was  no 
confusion  whatever  in  the  conduct  of  this  important  branch  of  the 
great  enterprise ;  almost  every  contingency  seems  to  have  been  fore- 
seen and  provided  for,  and  there  was  no  confusion  when  they  had  to 
be  met.  The  employ^  were  not  so  numerous  as  to  appear  obtrusive, 
and  yet  an  admirably  thorough  supervision  of  everything  was  main- 
tained. 

GENERAL  REVIEW  OF  THE  CLASSES  OP  THE  SIXTH  GROUP. 

(19)  A  general  review  of  the  sixth  group  properly  includes  sepa- 
rate notices  of  the  several  classes  it  includes.  Under  the  conditions 
already  explained  these  are  necessarily  brief  and  superficial.  In 
some  cases  reference  merely  is  made  to  the  special  report  which 
relates  particularly  to  the  class,  in  others  a  brief  review  of  the 
standing  of  the  United  States  relatively  to  the  other  exhibiting 
nations  is  given,  and  wherever  it  is  practicable  mention  is  made  of 
our  own  exhibitors  who  received  the  highest  awards,  or  whose 
exhibits  attracted  such  favorable  attention  as  to  show  that  they 
were  features  of  the  national  display  which  added  essentially  to  its 
credit;  while  in  a  few  cases  it  has  been  possible  to  give  descriptions 
of  interesting  exhibits  which  are  not  described  in  the  special  reports. 

The  notices  are  arranged  in  the  numerical  order  of  the  classes. 
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CLASS  48,  MINING  AND  METALLURGY. 

(20)  Many  of  the  individual  exhibits  in  this  class  were  on  a  large 
scale,  particularly  those  entered  by  the  great  mining  companies  of 
France  and  Belgium.  Besides  machinery  for  facilitating  the  var- 
ious processes  of  mining,  the  space  allotted  to  these  companies  con- 
tained large  models  showing  sections  of  the  mines  and  illustrating 
the  methods  employed  in  working  them.  Some  of  these  models 
were  made  of  transparent  material  and  others  built  up  of  removable 
layers,  by  means  of  which  the  geological  formation  of  an  entire 
mining  district  was  shown,  and  in  which  the  location  of  the  mineral 
veins  and  the  mines  with  their  various  shafts  and  galleries  could  be 
easily  traced.  The  ingenious  devices  by  which  the  different  features 
were  displayed  enabled  the  visitor  to  obtain  a  clear  conception  of 
the  extent  and  character  of  the  diflFerent  mining  enterprises  repre- 
sented. 

France  and  Belgium  necessarily  filled  the  most  important  place  in 
the  space  occupied  by  the  mining  exhibits.  The  collieries  of  Marie- 
mont  and  Bascoup,  Belgium,  were  placed  in  a  large  special  building 
outside  of  Machinery  Hall,  where  were  shown  large  models  of  their 
mines  with  the  breakers  and  other  structures,  and  miniature  ma- 
*     chinery  in  motion. 

Two  diamond  mining  companies  exhibited  models  of  their  South 
African  mines,  and  displayed  the  product  in  all  its  forms.  They 
also  exhibited  the  processes  of  mining,  washing  the  dirt,  collecting 
the  stones,  and  finally  that  of  cutting  them.  Their  exhibits  were 
among  the  most  attractive  of  the  whole  Exposition  and  were 
crowded  with  throngs  of  visitors  every  afternoon. 

Only  four  exhibitors  from  the  United  States  were  represented  in 
the  catalogue  for  this  class.  All  of  them  received  awards.  The 
Cyclone  Pulverizer  Company  and  the  IngersoU  Rock  Drill  Com- 
pany, both  of  New  York,  received  gold  medals ;  Mr.  Theodore 
Blake,  of  New  Haven,  received  a  silver  medal  for  his  exhibit  of  a 
multiple  jaw  crusher  ;*  and  a  bronze  medal  was  awarded  to  Elmer 
Sperry  &  Co.,  of  Chicago. 

(21)  An  important  exhibit  from  the  United  States  was  placed  in 
the  section  after  the  awards  had  been  declared  and,  consequently, 
too  late  to  be  entered  in  any  of  the  catalogues  or  to  receive  the  offi- 
cial notice  of  the  jury  of  awards.  It  was  a  gyrating  screen  for  coal 
or  ore,  exhibited  by  Mr.  Eckley  B.  Coxe,  of  Drifton,  Pennsylvania, 
the  invention  of  Mr.  Coxe  and  Mr.  Samuel  Salmon,  of  Drifton. 

This  screen  is  intended  for  screening  and  sizing  ore  on  a  large 
scale  and  is  a  remarkable  machine  in  many  ways.  It  attracted  much 
attention  and  favorable  comment,  and  its  advantages  were  so  highly 
appreciated  that  a  license  to  manufacture  and  sell  the  machines  for 

♦This  crusher  is  described  in  Mr.  Henry  M.  Howe*B  report. 
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certain  of  the  European  countries  was  at  once  sought  and  contracted 
for  by  one  of  the  most  reliable  of  the  French  firms,  who  manufac- 
ture mining  machinery  on  a  great  scale,  and  who  expect  the  exten- 
sive introduction  of  this  machine  in  European  countries,  especially 
in  the  collieries  of  France  and  Belgium. 

The  improvement  affords  a  solution  of  the  diflBcult  problem  of  the 
practical  adaptation  of  flat  horizontal  screens  to  the  handling  of 
large  quantities  of  heavy  material.  The  advantages  of  the  horizon- 
tal screen  over  those  of  cylindrical  form  are  well  known  to  experts 
in  mining  processes,  but  hitherto  the  cumbrous  form  they  have 
assumed,  and  the  great  power  required  to  overcome  their  friction  in 
working,  have  made  their  use  unprofitable,  except  on  a  small  scale. 
The  Coxe  &  Salmon  screen  is  a  compact  cluster  of  flat  rectangular 
screening  plates,  one  above  another,  which  receive  a  rapid  circular 
motion  of  translation  in  horizontal  planes  by  means  of  an  eccentric 
on  a  vertical  revolving  shaft.  Figs.  1  and  2  show  respectively  one 
of  the  rolling  bearings  on  which  the  screen  is  supported,  and  a  per- 
spective view  of  the  complete  apparatus.* 

The  principal  feature  of  the  invention  is  the  manner  in  which  the 
screens  are  supported  and  at  the  same 
time  guided  in  their  movements.  The 
supports  are  shown  in  Fig.  1.  They 
consist  of  rollers  in  the  form  of  two 
cones  placed  base  to  base,  guided  be- 
tween slightly  dishing  conical  bearing 
plates;  the  upper  one.  A,  being  fas- 
tened to  the  screen  beneath  the  cor- 
ners, while  the  lower  plate,  B,  is  sta- 
tionary and  fastened  to  the  bed-plate 
of  the  machine.    There  is  one  roller   fio.  i.  RoUer  bearim?  of  Coxe  aod  sai- 

J  1  i?    X 1  mon*8  gyratinflr  screen. 

under  each  corner  of  the  screen. 

These  anti-friction  roller  bearings  guide  and  restrain  the  movements 
of  the  screen,  as  well  as  sustain  its  weight,  in  such  a  manner  that 
every  part  of  all  the  screens  receives  a  circular  movement  of  equal 
extent  in  horizontal  planes  without  rising  or  falling. 

Fig.  2  shows  the  general  arrangement.  In  the  form  shown,  two 
sets  of  screens  are  placed  side  by  side  and  driven  by  the  same  shafts. 
In  this  case  the  eccentrics  for  giving  movement  to  the  separate 
sets  are  placed  with  their  centers  on  opposite  sides  of  the  shaft,  so 
that  they  stand  exactly  180  degrees  apart.  By  this  arrangement  the 
centrifugal  force  developed  by  the  gyration  of  one  set  is  balanced 
by  that  of  the  other.     This  balance  is  so  nearly  perfect  that, 

♦These  illustrations  are  taken,  by  permission,  from  *'  Engineering/'  London, 
August  30,  1889,  where  the  invention  is  described  more  fully  than  in  this  report. 
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with  the  machine  shown  in  the  Exposition,  the  heavy  screenB,  when 
empty,  could  be  run  at  about  200  revolutions  per  minute  without- 
sensible  tremor. 

By  the  use  of  these  roller  bearings  the  power  required  to  run  the 
machine  is  reduced  to  a  minimum  and  is  only  slightly  in  excess  of 
that  necessarily  absorbed  by  the  action  of  the  screens  upon  the 
material  which  is  thrown  upon  them,  because  almost  the  whole  of  the 
frictional  resistances  occasioned  by  the  weight  of  the  screens  and 
their  centrifugal  force  are  those  resulting  from  the  rolling  of  the 
smooth  cones  on  the  smooth  surfaces  which  form  their  tracks,  even 
axle  friction  being  avoided  in  these  places. 

Two  vertical  driving  shafts  with  their  eccentrics,  one  at  either 
end  of  the  screens,  are  employed  when  two  sets  of  screens  are  com- 
bined in  one  machine. 

(22)  Many  interesting  objects  exhibited  in  Class  48  are  described 
in  the  special  report  on  Mining  and  Metallurgy,  by  Mr.  Henry  M. 
Howe,  contained  in  this  volume. 

CLASS  49,  FARMING  AND  FORESTRY. 

(23)  In  the  classification  by  the  French  authorities  this  class, 
which  was  at  first  included  in  the  sixth  group,  was  afterward  trans- 
ferred to  the  eighth  and  ninth  groups,  covering  agriculture  and  hor- 
ticulture ;  the  objects  exhibited  are  therefore  noticed  in  the  reports 
relating  to  those  groups,  and  will  not  be  referred  to  here. 

CLASSES  60  AND  51,  AGRICULTURAL  WORK,  FOOD  INDUSTRIES,  AND 
CHEMICAL  MANUFACTURES. 

(24)  The  reports  of  Commissioners  Chandler,  Clark,  Newbury, 
and  Riley  contain  notices  of  the  exhibits  in  this  class. 

(25)  The  exhibitors  from  the  United  States  numbered  only  twelve 
in  Class  50  and  five  in  Class  51.  These  seventeen  exhibits  received 
four  gold  medals,  two  silver  medals,  six  bronze  medals,  and  two 
honorable  mentions  ;  fourteen  awards  in  all.  The  ratio  of  number 
of  awards  to  number  of  exhibitors  is  0.825. 

There  were  895  exhibitors  from  all  nations  in  the  two  classes. 

The  awards  were:  Grand  prizes,  12;  gold  medals,  81;  silver 
medals,  119;  bronze  medals,  135;  honorable  mentions,  74;  in  all, 
421 ;  the  ratio  is  0.47. 

If,  however,  the  awards  are  weighted  according  to  the  values 
which  Mr.  Carl  Hering,  in  his  report  on  electricity,*  has  given  to 
them;  namely,  20,  10,  5,  2,  and  1,  for  the  different  grades,  respec- 
tively, beginning  with  grand  prizes  and  ending  with  the  honorable 
mentions,  and  if  we  divide  the  sum  of  all  these  values  by  the  num- 
ber of  exhibitors,  we  find  the  average  value  of  all  the  exhibits  f  romu 

*Mr.  Hering's  report  is  contained  in  this  volume. 
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all  nations  to  be  represented  by  the  number  2.33,  and  those  from  the 
United  States  by  3.76.  The  number  of  exhibitors  from  the  United 
States  was  so  small  that  this  comparison  does  not  really  represent 
the  relative  importance  of  the  display,  but  goes  to  show  the  appre- 
ciation in  which  the  articles  exhibited  were  held  by  the  jurors  of 
these  classes. 

CLASS  52,  GENERAL  MECHANICS. 

(26)  The  special  report  on  this  class  is  contained  in  this  volume. 

CLASS  53,  MACHINE  TOOIfi. 

(27)  Of  twenty  exhibitors  from  the  United  States  seventeen 
received  awards,  of  which  two  were  grand  prizes  and  nine  gold 
medals.  There  were  one  hundred  and  seventy-four  exhibitors  from 
all  nations,  and  the  United  States,  with  less  than  one-eighth  of  this 
representation,  received  two-fifths  of  all  the  grand  prizes  allotted  to 
the  class,  one-eighth  of  the  gold  medals,  and  one-sixth  of  the  silver 
medals. 

The  Brown  &  Sharpe  Manufacturing  Company,  and  William  Sel- 
lers &  Co.  received  the  grand  prizes.  The  gold  medals  were  given 
to  the  American  Screw  Company,  G.  F.  Simonds,  Stiles  &  Parker 
Press  Company,  American  Tool  and  Machine  Company,  E.  W.  Bliss 
&  Co.,  Morse  Twist-Drill  and  Machine  Company,  H.  J.  Sternberg  & 
Son,  the  Tannite  Company,  and  Warner  &  Swasey.  This  showing 
giyes  a  good  idea  of  the  standing  in  which  American  machine  tools 
and  their  appliances  are  held  in  Europe.  Professor  Barr,  in  his  spe- 
cial report,  which  is  contained  in  this  volume,  has  noticed  many  of 
the  exhibits  in  this  class. 

In  general  the  display  was  attractive  and  instructive  as  showing 
great  progress  on  the  part  of  the  continental  builders  of  machine 
tools.  The  English  and  American  styles  are  generally  adopted,  and 
excellent  workmanship  is  a  characteristic  of  the  machinery  exhib- 
ited in  this  class.  The  machines  constructed  by  the  builders  of  best 
repute  are  massive  and  with  outlines  which  suggest  strength  and 
rigidity.  Those  features  of  American  machine  tools  which  relate  to 
convenience  of  manipulation,  and  have  made  our  machinery  so  popu- 
lar in  Europe  as  to  have  obtained  a  large  market  for  it  there,  have 
been  adopted  by  the  manufacturers  of  machine  tools  in  France,  and 
these  manufacturers  are,  therefore,  more  formidable  competitors 
than  heretofore. 

(28)  The  commissioner  for  the  sixth  group  visited  the  works  of 
the  Messrs.  Steinlen  &  Co.,  in  Mulhouse,  Alsace,  who  also  have  a 
manufactory  in  Belfort,  France,  and  found  the  methods  employed 
in  building  their  machine  tools  to  be  of  the  most  advanced  char- 
acter. 

Milling  processes  are  employed  in  that  shop  on  a  larger  scale  and 
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for  a  greater  number  of  general  purposes  than  is  usually  the  case  in 
our  own  shops,  and  often  take  the  place  of  operations  ordinarily  per- 
formed by  the  planer.  It  is  claimed  that  the  work  is  equally  well 
done  by  less  skilled  workmen  than  are  required  to  manage  the 
planer,  and  that  the  product  is  consequently  cheaper.  The  finished 
work  and  work  in  progress  shown  in  the  shop  and  at  the  Exposition 
were  certainly  excellent  and  left  little  to  be  desired.  The  surfaces 
as  the  cutter  leaves  them  are  remarkably  smooth  and  regular,  so  as 
to  require  but  little  subsequent  filing  or  scraping  in  fitting. 

The  shops  of  the  Messrs.  Steinlen  are  excellently  organized,  and  the 
small  tools,  the  system  for  their  distribution,  and  the  arrangement 
of  their  tool  rooms  are  of  the  best.  They  reproduce  American  ma- 
chine tools  of  the  most  popular  designs,  and  advertise  this  fact  as 
their  recommendation.  But  in  addition  to  these  reproductions  Stein- 
len &  Co.  are  introducing  a  line  of  well-designed  large  lathes,  hori- 
zontal boring  machines,  and  other  machine  tools,  in  which  original 
and  improved  features  are  introduced. 

The  special  building  on  the  exhibition  grounds  in  which  the  Messrs. 
Steinlen  placed  their  exhibit  was  one  of  the  largest  of  the  buildings 
erected  by  exhibitors,  and  contained  a  magnificent  display  of  machine 
tools, machines  for  engraving  printing  rolls,  calico  printing  machines, 
calendering  machines,  dynamos,  shafting  and  its  accessories,  and 
steam-engines.  Six  of  the  latter  were  shown,  all  of  the  straight 
line"  type,  a  license  for  the  manufacture  of  which  this  company 
has  obtained  from  the  United  States  patentee.  Steinlen  &  Co. 
received  a  grand  prize. 

Grand  prizes  were  also  awarded  to  two  French  exhibitors,  Bari- 
quand  &  Son  and  Bouhey  &  Son,  the  most  interesting  of  whose  ma- 
chines are  described  elsewhere  in  Professor  Barr's  report,  which  also 
contains  notices  of  the  English,  Belgian,  and  United  States  exhibits 
of  machine  tools. 

There  were  two  exhibits  of  special  machines  in  the  United  States 
section  which  did  not  come  within  the  scope  of  Professor  Barr's  spe- 
cial report  and  must  be  noticed  here. 

(29)  The  American  Screw  Company,  of  Providence,  had  a  well- 
arranged  space  in  which  they  exhibited  in  operation  a  set  of  machines 
for  making  wood-screws  on  a  new  system,  which  has  been  adopted 
by  them  in  the  United  States,  and  by  means  of  which  it  is  said  one- 
third  of  the  enormous  output  of  their  shops  is  now  being  manufac- 
tured. The  screw  produced  by  the  machines  is  in  itself  a  new  article 
of  manufacture.  It  is  a  wood-screw,  of  which  the  thread  is  raised 
on  the  outside  of  the  wire,  so  that  a  screw  of  size  No.  13  outside  the 
thread  is  made  from  wire  as  small  as  that  required  for  a  No.  9  screw 
of  the  usual  kind  ;  the  head,  however,  is  as  large  as  that  of  the  No. 
13  screw.  The  nick  is  indented  in  the  top  of  the  head  and  does  not 
extend  all  the  way  across  it ;  the  head  is  therefore  not  weakened  by 
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the  nick.  The  screw  itself  is  better  than  the  old  form,  and  there  is 
much  less  waste  of  material  in  its  manufacture.  The  wire  is  cut  off, 
headed,  pointed,  and  nicked  in  a  machine  resembling  a  common  head- 
ing machine,  but  in  which  the  blank  receives  three  blows  from  three 
separate  punches  successively  so  as  to  produce  the  large  head  on  the 
small  wire  without  displacing  too  much  metal  in  each  process.  The 
indentation  of  the  nick  also  helps  to  spread  the  head  and  fill  the  head- 
ing die.  The  blanks,  after  being  headed,  are  placed  in  the  hopper 
of  the  threading  machine  and  fed  to  the  dies,  where  the  thread  is 
raised  by  a  process  of  rolling.  The  following  brief  description  and 
illustrations  of  this  process  have  been  taken  from  Engineering,  Lon- 
don, November  22,  1889 : 

The  blank  drops  vertically  into  a  short  guide,  with  the  greater  part  of  its  length 
protruding  below,  like  a  skater  who  has  gone  through  a  hole  in  the  ice  and  is  sup- 
porting himself  on  his  outstretched  arms.  The  blank  is  then  seized  between  tlie 
dies  and  the  thread  is  rolled  onto  it ;  during  this  process  the  blank  rotates,  but  has 
no  movement  of  translation.  As  soon  as  the  rolUng  is  complete  the  screw  faUs 
through  the  guide  into  a  hopper  below  and  a  new  blank  takes  its  place. 

The  dies  are  two  flat  plates,  standing  face  to  face,  and  having  lengthwise  recip- 
rocating horizontal  motions  in  opposite  directions.  Ribs  corresponding  to  devel- 
oped screw  threads  are  formed  on  their  faces,  as  shown  by  the  sections,  Figs.  4, 6, 
7,  and  8,  and  in  elevation  and  plan.  Figs.  3  and  5.  These  ribs  all  stand  the  same 
height  from  the  back  of  the  plate  (Fig.  4),  but  the  grooves  between  them  gradually 
decrease  in  depth.  At  the  entering  ends  of  the  dies  (Fig.  5)  the  ribs  are  narrow  and 
immediately  penetrate  the  blanks  to  the  full  depth  of  the  thread.  The  ribs  grow 
gradually  wider,  and  as  the  blank  rolls  between  the  dies  the  metal,  caught  between 
one  rib  and  the  next,  is  gradually  compressed  and  made  to  flow  outwards,  until 
at  the  point  oo,  Fig.  8,  it  has  assumed  the  form  shown  in  Fig.  7,  and  is  filling  the 
grooves  bb.  As  the  rolling  proceeds  this  action  continues,  and  at  pp  (Fig.  3)  the 
screw  is  partly  formed  (Fig.  8).  When  the  process  ends  the  die  has  the  section 
shown  in  Fig.  6,  and  the  screw  thread  is  complete.  There  is  no  cutting  of  the  blank 
whatever,  neither  is  it  lengthened  nor  shortened ;  its  skin  is  made  to  flow  endwise 
and  outwardly  by  means  of  a  pressure  which  is  mainly  longitudinal  instead  of  being 
radiaL 

These  two  machines  constitute  a  set  and  produce  the  finished  screw. 

(30)  George  F.  Simonds  of  Fitchburg,  Massachusetts,  exhibited  a 
forging  machine  operating  on  the  same  principle  as  the  threading 
machine  just  described.  It  is  for  forging  pieces  which  are  solids  of 
revolution,  such  as  the  balls  for  bicycle  bearings,  certain  parts  of 
carriage  trimmings,  small  handles,  the  blanks  for  screws  or  round- 
headed  bolts,  and  a  variety  of  objects  employed  in  the  arts. 

In  this  machine  the  piece  is  forged  on  the  end  of  a  heated  rod,  or 
from  a  detached  piece,  by  being  rolled  between  straight-grooved  dies 
one  or  both  of  which  have  reciprocating  movements.  The  grooves 
have  the  shape  of  the  profile  of  the  finished  forging.  Repeated  roll- 
ings reduce  the  piece  to  its  form  with  great  accuracy,  leaving  nothing 
to  be  desired  in  smoothness  and  uniformity. 

The  exhibit  deservedly  received  recognition  by  the  awarding  of  a 
gold  medal. 
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AMERICAN  SCREW  COMPANY'S  PROCESS  FOR  THREADING  WOOD 

SCREWS. 


Ffg.  8.  Elevatioii  of  one  of  the  dies. 


Fig.  4.  Longitudinal  section  of  the  die. 


Fig.  7. 
Ing 


7.  Cross  section  of  die,  at  o.  o.  Fig.  8,  show- 
the  beginning  of  the  ttireading  process. 


Fig.  8.  Cross  section,  at  p.  p.  Fig.  8,  showing  * 
screw  nearly  threaded. 
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(31)  For  particulars  relating  to  the  different  displays  of  machine 
tools  the  reader  is  referred  to  the  special  report  by  Prof.  J.  H. 
Barr,  contained  in  this  volume. 

CLASSES  64  AND  55,  MACHINERY  AND  PROCESSES  FOR  THE  TEXTILE 

INDUSTRIES. 

(32)  No  improvements  of  special  value  or  novelty  were  noticed  in 
the  machinery  for  spinning  and  weaving  cotton  and  wool.  This 
review  of  the  class  is  therefore  limited  to  the  mention  of  those  ex- 
hibitors whose  displays  obtained  the  highest  awards,  and  who  may 
be  regarded  as  representative  foreign  manufacturers  of  the  kind  of 
machinery  in  question.  There  were  large  displays  in  the  sections  of 
all  the  great  nations  excepting  that  of  the  United  States,  which  was 
represented  by  only  three  exhibitors  in  each  of  the  two  classes.  Of 
these  the  National  Cordage  Company  of  New  York  received  a  gold 
medal  for  their  exhibit  of  rope  and  cordage,  and  the  Eureka  Fire 
Hose  Company  a  gold  medal  for  a  loom  for  weaving  fire  hose. 

In  the  French  section  the  finest  display  of  pickers,  carding  and 
combing  machines,  and  spinning  frames  was  made  by  the  Soci^t^ 
Alsacienne,  Mulhouse,  Alsace,  to  whom  a  grand  prize  was  awarded. 
They  exhibited  a  picker  with  Lord's  apparatus  for  regulating  the 
speed  of  the  feed  apron,  the  operation  of  which  is  to  deliver  the 
material  to  the  picker  at  a  uniform  rate,  so  many  pounds  per  minute, 
whether  it  be  spread  thickly  or  thinly,  evenly  or  unevenly,  on  the 
apron;  it  also  contained  a  safety  arrangement  for  preventing  the 
covers  from  being  opened  while  the  machine  is  in  motion. 

Carding  and  combing  machines,  spinning  frames,  and  looms  of 
different  kinds,  all  of  excellent  design  and  workmanship,  were  also 
exhibited  by  this  company. 

A  grand  prize  was  awarded  to  the  De  THorme  Company*  for  a 
great  collection,  in  their  own  special  building,  of  a  variety  of  looms 
for  weaving  fine  goods,  velvets,  damasks,  foulards,  and  other  silk 
goods. 

Lenique,  Piquet  &  Co.,  of  Calais,  France,  exhibited  lace  looms 
which  were  deemed  worthy  of  a  gold  medal. 

A  German  firm,  the  Saechsische  Webstuhl  Fabrick,  Chemnitz, 
Saxony,  one  of  the  very  few  German  exhibitors  in  the  sixth  group, 
displayed  looms  for  weaving  cloth,  velvet,  silk  damask,  etc.,  and 
received  a  gold  medal. 

In  the  British  section,  Mr.  George  Hodgson,  Bradford,  England, 
made  a  fine  display  of  excellent  looms,  for  which  he  received  a  grand 
prize.  A  wide  loom,  capable  of  being  adapted  for  goods  3  yards 
wide,  was  shown  by  him,  also  a  "Revolver"  loom  for  six  shuttles, 
and  several  improved  Crompton  looms  for  cloths  and  cassimeres. 

•Companie  des  Fonderies  et  Forges  de  THorme,  Chantiers  de  la  Buire,  Lyons. 
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Paget's  warp- weaving  loom  is  noticed  in  Mr.  J.  M.  Merrow's  special 
report. 

Three  grand  prizes  were  awarded  to  Belgian  exhibitors,  as  follows: 

To  Cflestins  Martin,  of  Verviers;  to  the  Soci^td  Vervidtoise  pour 
la  construction  de  machines,  and  to  V^'^Mathieu  Snoeck,  Verviers, 
all  of  whom  exhibited  wool- working  machinery,  either  for  carding 
and  combing,  spinning,  or  weaving.  Four  gold  medals  were  also 
awarded  to  other  Belgian  exhibitors  in  the  two  classes. 

In  the  Swiss  section  the  Ateliers  de  Construction  de  Ruti  (succes- 
sors of  Qaspard  Honegger)  received  a  grand  prize  for  looms  of  excel- 
lent design  and  construction,  while  Jacob  Rieter  &  Co. ,  of  Winter- 
thur,  made  an  equally  fine  display  of  machinery  for  carding  and 
spinning.  The  only  self-acting  mule  for  cotton  spinning  shown  in 
the  Exposition  was  in  this  space.  Several  mules  for  woolen  yarn 
were,  however,  shown  elsewhere.  The  carding  machines  shown  by 
Rieter  &  Co.,  like  those  of  other  exhibitors,  embodied  the  Englisli 
system  of  movable  top  cards  fastened  to  an  endless  chain,  by  which 
they  are  automatically  and  successively  removed,  cleaned,  and  re- 
turned to  place;  the  modifications  applied  by  the  different  Con- 
tinental manufacturers  relate  chiefly  to  improvements  for  facilitat- 
ing the  adjustment  of  the  movable  cards. 

Reiter  &  Co.  also  exhibited  self-acting  embroidering  machines, 
and  machines  for  threading  the  double-pointed  needles  used  in  the 
embroidering  machines. 

The  Fives  Lille  Company*  presented  an  ingenious  machine  for 
netting  fish  nets,  which  attracted  much  attention. 

(33)  The  special  report  of  Mr.  J.  M.  Merrow  contains  an  account 
of  knitting  machines  and  power  machines  for  embroidering,  which 
were  included  under  Class  55  ;  and  in  the  report  of  Mr.  C.  R. 
Dodge,  in  vol.  Ii,  may  be  found  a  notice  of  machinery  and  processes 
f<->r  the  preparation  of  ramie,  and  of  the  new  processes  for  making 
artificial  silk. 

CLASS  56,  SEWING  AND  THE  MANUFACTURE  OF  CLOTHING. 

(34)  Besides  sewing  machines  this  class  contained  machinery  for 

making  buttons,  hats,  etc.,  and  apparatus  for  cutting  out  stuffs  for 

making  articles  of  clothing. 

The  one  hundred  and  thirty-five  exhibits  may  be  divided  as  fol- 
lows : 

Sewing  40    Stamping  9 

Haking  shoes  40    Covering  buttons   5 

Measuring  and  cutting   80    Hat  making   6 

Embroidering   5 

There  were  many  appliances  for  the  use  of  tailors  and  dress- 
makers, for  taking  measures  for  clothing,  or  for  laying  out  work, 

*  Compagnie  de  Fives  Lille,  Paris. 
H.  Ex.  410— VOL  III  3 
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which  were  not  remlarkable  in  any  respect.  Several  presses  for 
forming  felt  into  hat  bodies  were  shown,  all  of  simple  construction, 
without  important  novel  features. 

The  most  interesting  displays  were  those  of  sewing  machines  and 
shoe  machinery,  of  which  there  were  numerous  and  extensive  col- 
lections. 

In  this  class  the  machinery  in  the  United  States  section  held  a 
most  creditable  position.  There  were  but  fourteen  exhibitors  from 
the  United  States,  of  whom  eight  made  attractive  displays  of  sew- 
ing machines,  including  machines  for  sewing  leather,  making  fancy 
stitching,  embroidering,  working  buttonholes,  etc.;  two  showed 
special  buttonhole-working  machines  ;  three  exhibited  lasting  ma- 
chines or  other  machinery  used  in  manufacturing  shoes,  and  one  a 
machine  for  cutting  out  work. 

(35)  The  favor  with  which  the  machines  from  the  United  States 
were  regarded  is  indicated  by  the  awards  of  the  jury.  The  grand 
prizes  and  gold  and  silver  medals  were  distributed  as  follows  • 


France. 

United 
States. 

Great 
Britain. 

other 
countries. 

2 

2 

0 

0 

6 

6 

*1 

0 

17 

2 

1 

0 

81 

0 

5 

4 

11 

8 

1 

6 

Total  

87 
104 

12 
14 

8 
8 

10 
IS 

*To  the  Howe  Machine  Company,  Glasgow. 


There  were  in  addition  four  noncompeting  French  exhibitors, 
members  of  juries,  who  would  doubtless  have  received  gold  medals 
if  their  exhibits  -had  been  in  competition. 

(36)  Of  the  exhibitors  of  the  United  States,  the  International  But- 
tonhole Sewing  Machine  Company,  Boston,  and  Wheeler  &  Wilson 
Manufacturing  Company,  Bridgeport,  Connecticut,  received  grand 
prizes.  The  Davis  Sewing  Machine  Company,  Watertown,  New 
York,  the  New  Home  and  Singer  Sewing  Machine  Companies,  New 
York,  the  White  Sewing  Machine  Company,  Cleveland,  Ohio,  and 
the  Paine  Shoe  Lasting  Machine  Company,  Rochester,  New  York, 
obtained  gold  medals. 

Nearly  all  the  sewing  machines  were  placed  in  the  gallery  of  Ma- 
chinery Hall,  where  those  from  the  United  States  were  arranged  in 
tasteful  pavilions  which  attracted  many  visitors,  although  the  loca- 
tion was  not  where  the  general  public  would  be  the  most  likely  to 
find  its  way,  and  consequently  not  altogether  favorable. 

(37)  The  exhibit  of  the  International  Buttonhole  Sewing  Machine 
Company  was  in  the  body  of  the  hall  with  the  shoe  machinery,  and 
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attracted  as  much  attention  as  any  single  machine  in  the  Exposition, 
the  rapidity  with  which  it  performed  its  work  and  the  perfection  of 
the  product  were  so  remarkable.  The  machine  is  so  well  known  and 
extensively  used  in  the  United  States  that  a  description  of  the  mech- 
anism in  detail  is  not  needed.  A  general  view  of  the  machine  which 
formed  the  principal  feature  of  the  company's  display  at  Paris  is 
given  by  Fig  9. 


Fio.  9.— The  Beece  buttonhole  sewing  machine ;  by  the  International  Buttonhole  Sewing  Biachine 

Ck>mpany,  United  States. 

It  works  a  regular  eyelet  buttonhole,  with  a  cord  set  in  the  stitch- 
ing around  the  hole,  and  makes  a  square  bar  across  the  small  end. 

The  work  is  clamped  immovably  to  a  stationary  bed,  the  machine 
then  cuts  the  buttonhole,  after  which  the  needle  and  other  stitching 
mechanism  travel  around  the  hole  automatically.  The  needle  works 
along  one  side  of  the  hole,  then  around  the  eyelet  end,  turning  about 
its  axis  meanwhile,  then  works  back  along  the  other  side  of  the  hole, 
and  finally  moves  back  and  forth  crosswise  of  the  end  several  times 
to  form  the  bar,  and  stops  automatically.  When  stopped  the  needle 
stands  out  of  the  cloth,  so  that  the  work  can  be  shifted  or  removed 
without  obstruction.  The  movements  of  the  stitching  mechanism 
are  given  by  cranks,  and  very  quiet  working  is  obtained  at  a  high 
rate  of  speed. 

The  loose  ends  of  thread  and  cord  are  fastened  by  hand,  or,  on  shoe 
work,  the  ends  are  stitched  to  the  inside  of  the  buttonhole  pieces  by 
a  special  machine,  which  will  do  the  finishing  for  eighteen  or  twenty 
cases  of  shoes  in  a  day. 

(38)  The  exhibit  for  which  the  Wheeler  &  Wilson  Company  re- 
ceived a  grand  prize  contained  a  buttonhole  machine,  which  is  also 
automatic  in  its  action,  stitching  along  the  sides  of  the  hole  and 
across  the  end,  but  not  aroimd  either  end. 

The  company  also  exhibited  several  interesting  special  sewing 
machines,  among  which  was  one  for  making  automatically  a  ^great 
variety  of  zigzag  rows  of  stitches  for  ornamenting  cloth,  leather,  etc. 
Also  a  twin  needle  machine  for  making  simultaneously  two  rows  of 
stitches  interlocked  by  a  single  shuttle  thread.  By  means  of  this 
machine  a  rib,  with  or  without  a  cord  inserted  in  it,  can  be  formed 
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in  the  goods  and  a  row  of  stitches  made  on  each  side  of  the  rib  at 
once.  The  stitching  is  like  that  made  on  the  backs  of  gloves.  Ma- 
chines with  four  needles,  for  making  simultaneously  two  rows  of 
stitches  on  both  sides  of  the  rib,  are  also  made. 

The  machine,  however,  which  won  for  this  exhibit  its  greatest 
prestige  was  the  new  high-speed  family  machine,  used  also  for  man- 
ufacturing, in  which  the  rotary  hook — the  original  distinctive  fea- 
ture of  the  Wheeler  &  Wilson  machine — is  applied  with  an  im- 
proved and  very  simple  device  for  giving  it  a  variable  instead  of 
uniform  motion  of  rotation,  by  which  less  of  the  upper  thread  is 
drawn  through  the  goods  by  the  hook  in  forming  the  loop.  This 
machine  works  with  a  straight  needle,  and  has  a  take-up  on  the 
arm  above  the  goods.  The  feed  is  in  the  direction  away  from  the 
operator,  instead  of  from  left  to  right,  resembling  the  shuttle  ma- 
cliines  in  this  respect. 

A  large  manufacturing  machine  on  the  same  principle,  to  which 
a  wheel  feed  is  sometimes  applied,  was  also  shown.  It  works  at  a 
high  speed,  has  a  large  bobbin  in  the  hook,  and  is  adapted  for 
heavy  tailoring  work  and  to  be  run  by  power. 

The-  rotary  hook  is  adopted  by  several  of  the  largest  of  the 
French  manufacturers  of  sewing  machines,  and  seems  to  be  pre- 
ferred to  the  shuttle ;  in  fact,  modifications  of  the  hook,  having 
vibratory  movements  instead  of  complete  rotation,  are  being 
adopted  by  manufacturers  of  shuttle  machines. 

(39)  In  the  pavilion  of  the  Singer  Company  were  also  a  great 
variety  of  special  sewing  machines,  among  which  may  be  men- 
tioned a  buttonhole  machine  ;  a  machine  for  overseaming  and  zig- 
zag stitching  ;  a  machine  for  working  eyelet  holes,  used  in  shirt 
manufacturing,  etc. ;  cylinder  machines  for  sewing  hollow  goods, 
sleeves,  trouser  legs,  bags,  etc. ;  a  high-speed  chain-stitch  machine 
with  automatic  devices  for  trimming  the  edge  of  the  material,  for 
knit  goods  ;  a  portable  machine  for  sewing  carpets,  and  a  gigan- 
tic machine  with  roller  feed  for  sewing  canvas,  leather,  and  rub- 
ber belting  up  to  three-quarters  of  an  inch  in  thickness. 

In  the  Singer  buttonhole  machine  the  work  is  clamped  to  a  plate 
and  the  hole  spread  open  for  stitching  ;  it  is  then  fed  in  the  direc- 
tion of  the  length  of  the  buttonhole,  while  the  needle  stitches 
along  one  edge  ;  the  whole  work  is  then  turned  around  automati- 
cally' and  fed  in  the  opposite  direction  while  the  other  edge  is 
stitched,  and  in  one  form  of  machine  the  end  of  the  hole  is  finally 
barred.    A  cord  is  inserted  and  inclosed  in  the  stitching. 

The  smaller  forms  of  the  Singer  machine,  for  family  and  manu- 
facturing use,  have  an  oscillating  shuttle,  consisting  of  a  hook  vi- 
brating about  a  horizontal  axis  and  containing  the  bobbin,  which  is 
eccentric  to  the  axis,  so  that  the  action  is  that  of  a  hook  and  shut- 
tle combined. 
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(40)  The  Davis  Sewing  Machine  Company,  Dayton,  Ohio,  and 
Watertown,  New  York,  exhibited  machines  which  have  long  been 
known  in  the  markets  of  the  United  States  and  Europe.  The  feed 
is  the  distinctive  feature  of  these  machines,  being  a  top  feed.  When 
the  needle  descends  into  the  cloth  the  presser  foot  is  lifted  slightly, 
and  at  this  time  the  feeding  is  produced  by  means  of  a  feed  bar 
alongside  of  the  needle,  with  a  toothed  foot  which  is  forced  down- 
ward upon  the  cloth  and  moves  laterally  together  with  the  needle, 
pushing  the  cloth  along.  This  simultaneous  movement  of  the  feed 
foot  and  needle  insures  that  all  the  plies  of  the  cloth  through  which 
the  thread  passes  shall  be  moved  equally  without  relative  displace- 
ment.   The  mechanism  of  the  machine  is  simple. 

The  shuttle  of  the  manufacturing  machine  which  they  showed 
carries  a  bobbin  holding  a  large  supply  of  thread.  An  automatic 
bobbin  winder,  by  which  the  thread  is  laid  evenly  in  winding,  is  ap- 
plied to  these  machines. 

The  exhibit  of  the  New  Home  Sewing  Machine  Company  con- 
tained a  large  assortment  of  machines  of  various  styles  of  finish. 

This  is  a  shuttle  machine,  with  an  under  "drop"  feed.  In  the 
family  machine  the  shuttle  is  thrown  by  a  combination  of  levers 
beneath  the  plate.  In  the  manufacturing  machine  the  shuttle  oscil- 
lates about  a  horizontal  axis,  and  its  arrangement  allows  a  short, 
stiff  needle  to  be  used. 

(41)  The  White  Sewing  Machine  Company  entered  only  family 
machines  in  competition,  and  showed  an  assortment  of  excellent 
work  produced  by  them,  the  exhibit  bringing  them  a  gold  medal,  as 
has  already  been  said. 

(42)  In  the  French  section  there  were  few  interesting  displays  of 
sewing  machines,  although  much  space  was  covered. 

The  most  important  was  that  of  Messrs.  Hurtu  &  Hautin,  who 
have  built  up  a  large  business  in  machines  of  their  own  manufac- 
ture. They  exhibited  more  than  thirty  varieties  of  sewing  ma- 
chines. Their  latest  pattern  is  a  lock-stitch  machine  for  family  and 
manufacturing  use,  having  a  revolving  hook  of  which  the  rotative 
movement  is,  like  that  in  the  Wheeler  &  Wilson  machine,  variable, 
instead  of  uniform  ;  in  fact,  this  variable  movemwit  is  produced  ])y 
mechanism  resembling  that  employed  for  a  similar  purpose  in  a 
machine  introduced  many  years  ago  by  the  Wheeler  &  Wilson 
Company,  but  displaced  by  later  and  simpler  contrivances.  The  bob- 
bin for  the  under  thread  is  in  a  case.  The  speed  is  said  to  be  as 
high  as  2,500  stitches  })or  minute. 

Among  the  machines  exhibited  by  this  French  firm  was  a  waxed - 
thread  machine,  for  operating  on  harness  and  saddlery  work,  ma- 
chine belting,  etc. ,  capable  of  sewing  through  a  thickness  of  leather 
as  great  as  IJ  inches.  This  machine  is  provided  with  an  awl  for 
perforating  automatically  the  hole  in  the  work  through  which  the 
needle  descends.    The  needle  thread  loop  is  spread  by  a  hook  at  the 
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end  of  a  revolving  cylindrical  shell,  which  forms  part  of  a  shuttle 
race  through  which  the  shuttle  is  driven  without  contact  with  the 
waxed  loop.  A  small  lighted  lamp  beneath  the  hook,  near  where 
the  needle  comes  down,  keeps  the  waxed  threads  warm  and  prevents 
them  from  sticking  in  the  leather.* 

In  a  machine,  "  La  Comtesse,"  made  by  Leconte,  Paris,  the  under 
thread  is  on  a  spool  which  stands  in  a  spool  case  at  the  top  of  an  up- 
right revolving  shaft  bearing  a  hook  by  means  of  which  the  loop  is 
spread  and  carried  around  the  spool  case.  A  great  length  of,  the 
upper  thread  is  required  for  the  loop,  which  is  drawn  up  by  a  take- 
up  on  the  arm. 

(43)  Embroidering  machines.  ^ — Nearly  all  the  American  and  for- 
eign sewing  machines  have  special  attachments  for  embroidering. 
Elegant  specimens  of  work  were  shown,  executed  on  the  Davis,  the 
Singer,  and  the  Wheeler  &  Wilson  machines.  Several  French  man- 
ufacturers, however,  exhibited  machines  made  particularly  and  solely 
for  this  kind  of  work,  and  it  is  to  these  that  this  notice  relates. 

E.  Comely  exhibited  several  types  of  an  embroidering  machine 
called  the  "  Couso-Brodeur."  It  is  a  chain-stitch  machine,  in  which 
the  design  is  brought  out  by  the  chain  itself  ;  that  is,  the  chain  is 
shown  on  the  Tight  side  of  the  material.  This  machine  was  invented 
originally  by  Bonnaz  in  1863,  and  was  first  exhibited  in  1867,  coming 
into  practical  use  soon  after.  Mr.  Bonnaz  exhibits  machines  of 
this  kind  at  the  present  time.  Mr.  Cornely  has  made  several  im- 
provements on  the  original  machine. 

In  sewing,  the  thread  lies  on  the  under  side  of  the  machine,  and 
the  needle,  which  is  hooked  like  a  crochet  needle,  passes  through 
the  material  and  draws  up  a  loop  of  thread,  then  passes  down  again 
through  the  first  loop,  brings  up  a  second  loop,  the  material  having 
been  fed  ahead,  and  the  first  loop  is  tightened  around  the  second 
one,  and  so  on.  The  movement  of  the  treadle  is  communicated  to 
the  machine  through  a  sliding  clutch  in  the  head  of  the  machine, 
and  a  spring  throws  this  clutch  out,  unless  it  is  held  in  place  by 
means  of  a  handle  placed  under  the  table.  This  allows  the  foot  ge.ar 
to  work  continuously,  and  yet  the  needle  is  controlled  so  that  it  can 
continue  stitching,  or  make  only  a  few  stitche.s  in  succession,  or  even 
only  a  single  stitch,  and  be  stopped  instantly  by  simply  letting  go  the 
handle.  Where  the  machine  is  run  by  power  the  engaging  mechan- 
ism is  worked  by  a  i)edal  with  the  left  foot.  For  foot-power  ma- 
chines both  feet  work  on  the  machine  treadle,  and  the  clutch  is 
-worked  by  the  hand. 

In  order  that  the  work  need  not  be  turned  around  in  following  a 

*  Both  kinds  of  Hiirtii  &  Hautin  niachiues  mentione<l  above  are  very  clearly  illiiM- 
tratwi  and  describe*!  in  Armengaud's  Publication  Industrielle,  vols.  27  and  29  .(2d 
serieB,  vols.  7  and  9). 

■f  Mr.  H.  D.  Woods  collected  the  greater  part  of  the  information  relating  to  em- 
broidering and  straw-braid  machines 
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design,  the  Couso-Brodeur  has  what  is  called  the  uuiversal  feed," 
which  is  Bonnaz's  ingenious  invention.  This  is  a  top  feed  in  which 
the  feeding  surface  is  an  annular  serrated  presser  foot,  surrounding 
the  needle  and  receiving  its  vibratory  movements  from  a  small  lever 
jointed  to  a  sleeve  which  is  concentric  with  the  needle  bar.  The 
sleeve,  carrying  its  lever,  can  be  turned  about  the  needle  bar  as  about 
an  axis,  so  as  to  give  the  vibratory  movements  to  the  presser  foot  in 
any  desired  direction,  the  end  of  the  lever,  when  it  is  turned,  traveling 
around  within  a  ring  attached  to  the  vibratory  bar  of  which  the 
presser  foot  forms  the  lower  extremity.  By  turning  the  sleeve, 
therefore,  the  feed  may  be  made  to  operate  in  any  direction  which 
the  pattern  of  the  work  may  require.  This  turning  can  be  produced 
while  the  machine  is  in  motion,  by  means  of  a  crank,  beneath  the 
machine,  with  which  the  sleeve  is  connected  through  a  train  of 
bevel  gears,  and  by  changing  the  direction  of  this  crank  the  direction 
in  which  the  work  is  fed  may  be  changed  at  will,  the  movement  of 
the  work  being  always  in  the  direction  in  which  the  crank  is  pointed. 
So  long  as  the  directing  crank  remains  pointed  in  one  direction,  the 
feeding  continues  in  a  straight  line  in  that  direction,  while  by  re- 
volving the  crank  continuously  the  feeding  is  in  a  circular  direction, 
and  thus  the  machine  can  be  made  to  produce  any  desired  pattern 
in  a  more  definite  way  than  by  turning  the  work  about  in  the  usual 
manner.  The  stitching  can  be  stopped  and  started  at  any  instant  by 
lifting  or  pulling  down  the  handle  of  the  crank,  which  is  connected 
by  levers  with  the  clutching  mechanism. 

The  machine  is  said  to  work  at  the  rate  of  1,200  stitches  per  minute. 

Mr.  Cornely  exhibited  five  different  styles  of  this  machine  : 

1.  A  single-thread  single-needle  machine,  such  as  the  one  de- 
scribed, intended  for  plain  chain-stitch  embroidery,  but  which,  by 
allowing  the  hook  to  miss  stitches,  will  also  make  moss  embroidery, 
which  consists  of  a  series  of  loops  very  close  together. 

2.  A  two-thread  single-needle  machine,  in  which  a  second  thread, 
placed  on  a  spool  above  the  work,  is  wound  around  the  loop  of  the 
chain  stitch  as  it  is  made.  In  addition  to  the  parts  of  the  first 
machine  this  one  has  a  thread  guide  that  revolves  around  the  needle 
holder. 

3.  A  three-thread,  single-needle  machine,  in  which  a  thread  or 
cord  passes  down  through  the  needle  holder  and  forms  a  core  around 
which  the  second  thread  is  wound,  and  makes  a  much  more  raised 
figure.  This  machine  can  be  used  with  two  threads,  or  with  only 
one  if  desired. 

4.  A  single-thread  machine  with  several  needles.  This  is  for 
forming  several  parallel  or  concentric  rows  of  chain-stitch  em- 
broidery, as  for  edges  of  muslin  curtains,  etc.  The  needles  are 
placed  side  by  side  in  the  needle-bar,  and  as  they  pass  through  the 
work  the  thread  is  forced  into  engagement  with  the  needles  by  a  fork 
which  transfers  it  from  a  toothed  holder,  after  which  the  thread  is 
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brouglit  up  through  the  work  in  several  loops  side  by  side.  The 
work  is  like  several  rows  of  chain  stitch,  except  that  all  are  formed 
from  one  thread.  By  setting  one  needle  higher  than  the  others  it 
can  be  made  to  skip  the  stitches  and  leave  a  row  of  loose  loops  on 
the  edge. 

5.  The  last  machine  is  a  Couso-Brodeur,  combined  with  scissors,  by 
which  the  tops  of  the  loops  are  sheared  oflF  as  they  are  formed  above 
the  work,  and  thus  an  appearance  of  velvet  or  chenille  is  given  to 

the  work.  A  novel  feature  is  a 
pair  of  pliers,  by  which  the  por- 
tion of  the  loop  that  is  cut  off  is 
picked  up  and  brought  around 
in  front  of  a  tube  through  which 
it  is  blown  away  from  the  work, 
a  small  air  pump  being  attached 
to  the  head  of  the  machine,  and 
a  rubber  pipe  led  from  it  to  a 
nozzle  in  front  of  the  needle. 
This  machine  can  be  operated 
as  the  simple  Couso-Brodeur  if 
desired. 

(44)  Mr.  Jules  Derriey  exhib- 
ited a  large  embroidering  ma- 
chine which  works  fourteen 
needles  on  fourteen  repetitions 
of  the  same  pattern  at  once. 
The  stitch  is  the  same  as  with 
the  Couso-Brodeur.  It  is  de- 
signed to  embroider  muslin 
curtains,  etc.,  and  is  used  by 
manufacturers  in  the  north  of 
France,  at  Tarare,  St.  Quentin, 
and  other  places.  It  will  do  the 
work  of  five  of  the  Bonnaz  ma- 
chines. The  machine  was  inven- 
ted by  Mr.  Klaus  and  improved 
and  brouglit  into  working  shape 
by  Mr.  Derriey. 

(45)  Messrs.  Hurtu  &  Hautin 
showed  an  embroidering  ma- 
chine that  will  take  in  any 
length  of  work,  and  is  made  in 

¥iQ.  !0.-Hurtu  &  Hautin'8  embroidering  machine,  different  widths  Up  to  6  feet  and 

over.  It  is  formed  of  two  distinct  parts:  the  table  or  frame  that 
holds  the  work,  and  the  sewing  arm  or  machine  proper,  which  is 
suspended  from  a  standard  or  crane,  allowing  the  whole  thing  to 
swing  in  any  direction.    Fig.  10  shows  this  machine. 
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The  table  is  aai  iron  frame  with  rolls  on  either  side  to  fasten  the 
work  to,  and  having  four  casters  allowing  it  to  be  moved  laterally. 

The  working  mechanism  consists  of  a  s -shaped  frame,  containing 
all  the  mechanism  of  an  ordinary  sewing  machine.  The  upper  limb 
of  the  3  carries  the  main  shaft,  terminating  at  the  head  which  holds 
the  presser  foot  and  needle  mechanism.  This  head  can  tip  about  the 
main  shaft  as  an  axis  so  as  to  allow  it  to  swing  past  the  roll  of  work. 
It  also  has  a  hai^dle  by  which  the  operator  guides  it  over  the  work 
as  desired.  The  lower  arm  of  the  U  contains  a  smaller  shaft  to  drive 
the  shuttle,  which  oscillates  about  h  horizontal  axis.  The  treadles 
and  driving  pulley  are  attached  to  a  separate  frame  made  fast  to  the 
floor,  and  the  belt  passes  over  a  series  of  small  pulleys  on  the  standard 
or  crane,  and  is  then  brought  down  to  the  pulley  on  the  main  shaft 
of  the  3  frame.  The  operator  guides  the  needle  over  the  design,  reg- 
ulating the  speed  of  the  feed  according  to  the  kind  of  work  to  be  done. 
When  the  arm  can  not  reach  the  design,  either  the  work  table  is 
moved  along  latterly  or  the  work  is  rolled  up  on  the  upper  roll  and 
released  on  the  lower  one. 

This  machine  is  used  for  different  kinds  of  imitation  lace  work,  as 
well  as  embroidery,  and  for  overlaying,  applying  braid,  etc.  A 
large  size,  run  by  power,  is  made  for  sewing  coverlids,  counterpanes, 
blankets,  etc. 

(46)  Machines  for  sewing  straw, — There  were  several  machines 
exhibited  for  sewing  straw  braid  for  the  manufacture  of  straw  hats. 
For  the  most  part  these  are  adaptations  of  the  ordinary  single-thread 
Wilcox  &  Gibbs  sewing  machine,  with  a  special  feed  arranged  for 
feeding  the  straw.  On  these  machines  the  straw  is  very  apt  to  get 
broken.  The  stitches  are  the  same  size  on  both  sides,  so  that  to 
have  a  fine  and  almost  invisible  stitch  on  the  right  side  the  stitches 
must  be  very  near  together.  They  usually  have  a  drop  leaf  in  front 
to  allow  the  hat  to  pass  around  as  the  work  progresses. 

One  of  the  principal  exhibitors  in  the  French  section  was  the  firm 
of  Legat  &  Herbet,  of  Paris,  who  showed  D.  Legates  straw-braid 
sewing  machine.  In  this  machine  the  needle  has  a  hook  near  the 
point  like  a  crochet  needle,  and  takes  the  thread  from  a  shuttle 
beneath  the  work.  The  machine  is  quite  intricate  in  respect  to  the 
moving  parts  that  help  to  make  the  stitch,  which,  although  formed 
of  a  single  thread,  will  not  ravel  easily.  The  machine  is  worked  by 
foot  power  or  by  machinery.  The  shuttle  is  contained  in  a  cylin- 
drical box  on  the  front  of  the  table,  just  below  the  needle,  in  which 
all  the  parts  that  need  frequent  attention  are  contained.  This  can 
be  seen  in  the  general  view  of  the  machine,  Fig.  11. 

The  operation  is  as  follows : 

The  needle  passes  down  through  the  braids,  catches  the  shuttle 
thread  in  its  hook  and  rises,  bringing  the  doubled  thread  up  with  it; 
the  braid  is  then  fed  forward  about  one-sixteenth  of  an  inch  and  the 
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needle  again  descends,  while,  in  order  that  the  thread  may  be  carried 
down  through  the  straw  by  the  needle,  a  wire  finger  comes  forward 
so  as  to  hold  the  thread  in  the  hook  until  the  needle  has  again  pene- 
trated the  straw,  after  which  the  finger  retreats  and  when  the  needle 
rises  the  second  time  it  fails  to  bring  up  the  thread,  leaving  a  loop 
below  the  braid  through  which  the  shuttle  glides  and  thus  forms  a 
knot ;  then  the  braid  is  fed  ahead  about  half  an  inch,  and  the  needle 
descends  again  to  pick  up  tlie  thread  for  forming  a  new  stitch;  the 
thread  is  put  on  the  needle  by  three  arms  that  come  forward  below 


Fia.  11.— Legat'8  machine  for  sewing  Htraw  braid. 


the  braid,  opposite  the  thread  as  it  is  stretclied  from  the  shuttle  to 
the  last  stitch  made;  the  thread  is  again  drawn  up  through  the 
straw,  the  braid  is  fed  ahead  one-sixteenth  of  an  inch  and  the  needle 
descends  again.    There  is  thus  made  a  short  stitch  on  the  face  of  the 
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work  and  a  long  one  on  the  back.  The  length  of  each  of  these  can 
be  varied  according  to  the  class  of  work  and  the  fineness  of  the 
straw.  The  top  stitch  shows  the  thread  doubled,  while  underneath 
it  is  single. 

This  machine  uses  only  one-third  as  much  thread  as  the  ordinary 
two-thread  machines,  and  only  one-fifth  as  much  as  the  regular 
chain-stitch  machines.  From  650  to  900  yards  of  braid  can  be  sewed 
on  this  machine  in  10  hours. 

(47)  Paine' s  shoe -lasting  machine. — Among  the  exhibits  of  shoe- 
manufacturing  machines  that  of  the  Paine  shoe-lasting  machine,  the 
invention  of  Mr.  S.  White  Paine,  of  Rochester,  New  York,  was 
probably  the  most  interesting.  The  machine  has  been  introduced 
only  recently,  and  performed  its  work  in  so  excellent  a  manner  dur- 
ing the  Exposition  that  it  received  the  highest  award  given  to  that 
class  of  machines,  although  in  competition  with  several  others  that 
were  better  known. 

An  illustration  and  description  of  the  machine  can  not  be  given 
here.  * 

No  lasting  tacks  are  used  in  working  with  it.  A  *  *  rubber  "  cement 
is  applied  to  the  insole,  and  then,  by  the  aid  of  the  machine,  the 
upper,  to  which  the  lining  has  previously  been  stitched,  is  tightly  and 
very  uniformly  stretched  over  the  last  by  means  of  pinchers,  the  ten- 
sion of  which  is  limited  by  springs  and  thus  made  independent  of 
the  judgment  of  the  operator,  after  which,  by  a  very  ingenious 
mechanism,  the  edges  of  the  upper  are  turned  over  upon  the  insole 
and  pressed  firmly  upon  the  cemented  surface  of  the  latter;  this 
operation  fastens  the  upper  and  insole  together  and  completes  the 
lasting. 

The  machine  is  adjustable  to  almost  any  desirable  extent  for  the 
accommodation  of  shoes  of  different  shapes  and  sizes. 

CLASS   57,   MANUFACTURE    OF    ARTICLES    FOR    FURNITURE  AND 

DVSTELLINGS. 

(48)  This  class  contained  wood- working  machinery  of  all  kinds; 
machines  for  making  papier  m&ch4,  and  working  in  bone  and  horn; 
tools  and  machines  for  carving  in  stone,  engraving,  and  engine 
turning  ;  also  machinery  for  making  brick  and  tiles,  and  for  mold- 
ing and  pressing  porcelain,  pottery,  terra  cotta,  etc. 

There  were  fewer  exhibitors  in  this  class  than  in  any  other,  but 
some  of  the  exhibits  were  hardly  exceeded  in  interest  and  extent  by 
those  of  any  class. 

In  the  United  States  section  the  space  occupied  by  the  wood-work- 

*  A  general  view  of  the  complete  machine,  and  a  notice  of  its  operation,  some- 
what in  detail,  can  be  found  in  the  **Boot  and  Slioe  Recorder/'  Boston.  December 
19,  1888. 
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ing  machinery  exhibited  by  Messrs.  J.  A.  Fay  &  Co.,  Cincinnati, 
of  which  Mr.  W.  H.  Doane,  the  president  of  the  company,  was  the 
representative,  was,  with  the  exception  of  the  Edison  Company's 
space,  the  largest  in  the  section,  and  one  of  the  largest  devoted  to 
any  single  display  in  machinery  hall. 
Plate  II  shows  a  view  of  the  exhibit. 

Only  three  grand  prizes  were  awarded  in  this  class  to  exhibitors 
of  all  nations,  and  Messrs.  Fay  &  Co.  received  one  of  them. 

In  general  appearance  and  character  of  the  machinery,  this  ex- 
hibit was  incomparably  superior  to  any  other  in  the  class,  and  it 
afforded  an  excellent  example  of  representative  American  practice 
in  wood-working  machinery. 

The  style  and  finish  of  the  machines,  their  handiness,  and  special 
adaptation  to  the  purposes  of  their  use,  were  excellent,  and  a  num- 
ber of  important  improvements,  new  in  the  European  market,  at- 
tracted the  attention  of  visitors  and  made  the  exhibit  particularly 
interesting  to  the  expert,  so  that  the  attendants  were  kept  constantly 
employed  in  explaining  and  demonstrating  the  operation  of  the 
various  machines. 

The  space  contained  about  twenty  different  machines,  driven  from 
countershafts  beneath  the  floor  by  power  derived  from  a  special 

straight-line"  engine  placed  within  the  inclosure. 

Much  of  the  machinery  was  of  the  kind  used  in  the  manufacture 
of  railroad  cars,  and  adapted  for  working  large  timber. 

This  class  of  machinery,  while  it  is  comparatively  new  in  Europe, 
is' extensively  introduced  in  the  United  States,  and  its  general 
character  is  quite  familiar  to  all  who  are  interested  in  the  class  of 
work  for  which  it  is  used,  so  that  the  machines  in  general  need 
not  be  described. 

In  a  series  of  illustrated  articles  in  Engineering  on  the  wood-work- 
ing machinery  of  the  Exposition,  thirteen  of  Messrs.  Fay  &  Co.  s 
machines  are  shown  and  described.* 

Two  rapid-working  mortising  machines  attracted  more  attention 
than  any  of  the  other  machinery. 

They  operated  by  making  square  holes  side  by  side,  so  close  to- 
gether as  to  open  into  each  other.  The  holes  were  ctlt  by  means  of 
a  hollow  tool  in  the  form  of  a  square  chisel-edged  pipe  with  an 
auger  revolving  at  great  speed  inside  it.  The  chisel  removes  only 
the  corners  of  the  hole  left  by  the  augur  which  does  the  bulk  of  tlie 
cutting.  In  the  United  States  this  device  is  not  new.  In  the  larger 
of  the  two  machines  the  back-and-forth  lengthwise  movements  of 
the  boring  chisel  were  automatic,  but  capable  of  being  regulated  by 
the  operator  by  means  of  a  treadle.    This  machine  was  adapted  for 

*  Engineering,  London,  July  1,  August  2  and  28,  September  6  and  80,  and  Octo- 
ber 4,  18S9. 
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making  mortises  as  wide  as  li  inches  and  of  any  length.  The 
smaller  machine,  which  was  not  automatic,  was  adapted  for  mortises 
from  three-eighths  to  three-quarters  of  an  inch  wide.  The  larger 
machine  is  shown  in  Fig.  12. 


A  mitering  saw  bench,  of  which  the  table  is  stationary  and  the  saw 
arbor  adjustable  in  a  vertical  plane  to  any  angle  with  the  horizontal 
up  to  45  degrees,  seemed  to  have  novel  features.  It  is  particularly 
adapted  for  cabinet  work  and  manufacturing.  Its  general  appear- 
ance is  shown  by  Fig.  13. 


A  noticeable  feature  of  the  machines  in  this  inclosurewas  the  care 
which  had  been  taken  with  the  patterns.  The  designs  were  studied 
with  a  view  to  the  appearance  of  the  machines,  as  well  as  to  their 
mechanical  features.  The  machines  looked  substantial,  and  yet 
there  was  a  tastef  ulness  and  elegance  about  them  which  was  not  seen 
in  the  machines  of  the  same  class  in  the  other  sections. 

(49)  A  number  of  French  manufacturers  of  wood-working  machin- 


Fio.  la^Large  mortising  machine  ;  by  J.  A.  Fay  &  Co.,  United  States. 


Fxo.  18.— Saw  bench  for  mitering ;  by  J.  A.  Fay  &  Co. ,  United  States. 
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ery  made  extensive  exhibits.  Several  of  tliem  showed  special 
machines  for  making  wooden  shoes,  and  lathes  for  turning  irregular 
forms.  The  lathes  were  modified  Blanchard  lathes,  with  arrange- 
ments for  making  one  pattern  guide  the  movements  of  the  cutters 
for  a  number  of  different  pieces,  none  of  them  new.  One  of  these 
exhibitors  of  special  machines  received  the  award  of  a  grand  prize. 

Messrs.  Thomas  Robinson  &  Son,  Rochdale,  England,  exhibited 
band  saws,  molding  machines,  and  special  machiaes  for  dovetailing, 
etc.,  for  which. they  received  a  gold  metal. 

(50)  An  interesting  hand  tool  for  smoothing,  shaping,  and  sculp- 
turing stone— applicable  also  to  a  variety  of  other  uses — was  shown 
by  its  inventor,  Mr.  S.  McCoy,  in  the  United  States  section.  It  is  a 
pneumatic  tool,  consisting  of  a  cylinder  of  convenient  size  for  hold- 
ing in  the  hand,  containing  a  reciprocating  piston  of  very  short 
stroke  which  is  worked  at  a  great  speed,  say  ten  or  fifteen  thousand 
strokes  per  minute,  by  means  of  compressed  air.  The  piston  de- 
livers its  shower  of  blows  upon  a  loose  tool-holder  at  the  end  of  the 
cylinder,  and  the  point,  chisel,  or  other  tool  required  for  the  work 
is  fastened  in  the  holder  and  receives  exceedingly  rapid  vibrations  of 
very  short  range.  The  fundamental  principle  of  this  instrument  is 
similar  to  that  employed  in  dental  pluggers  and  rock  drills.  The 
compressed  air  is  conducted  to  the  tool  through  a  flexible  pipe,  and 
the  tool  is  held  in  the  hand  while  the  point  is  applied  to  the  work 
with  firm  pressure,  the  sharp,  short  strokes  of  the  tool  point  perform- 
ing the  cutting  with  great  rapidity. 

Because  of  the  rapidity  and  minuteness  of  the  movements  of  the 
tool  point  its  action  is  almost  continuous,  and  in  cutting  with  it  the 
process  is  more  like  that  of  paring  than  like  the  working  of  a  chisel 
driven  by  a  mallet.  The  touch  with  the  tool  is  thus  rendered  so  deli- 
cate that  the  finest  work  can  be  executed  with  it,  while  with  the 
larger  forms  of  the  tool  heavy  cutting  can  be  done  rapidly.  The 
applicability  of  the  tool  for  chipping  cast-iron  was  demonstrated  at 
the  Exposition. 

These  tools,  especially  arranged  for  snarling  or  embossing  hollow- 
ware,  were  shown;  also  tools  for  executing  fine  repoussd  work. 
Calking  tools  on  this  principle,  for  calking  the  seams  of  boiler  and 
tank  work,  are  made  and  in  successful  use. 

(51)  A  large  proportion  of  the  space  given  to  class  57  was  occupied 
by  machinery  for  making  brick  and  tiles,  and  for  molding  and  shap- 
ing articles  of  pottery  and  porcelain,  and  for  the  preparation  of  the 

materials  for  making  them. 

One  of  the  most  striking  of  the  exhibits  was  by  Mr.  Pierre  P. 
Faure,  who  showed  in  operation  a  complete  series  of  machines  used 
in  the  manufacture  of  fine  porcelain.  He  exhibited  filtering  presses 
in  which  the  mixture  of  clay  and  water  is  forced  through  wire  gauze 
and  the  clay  delivered  in  the  required  state  of  fineness  and  homo- 
geneity. 
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He  also  exhibited  a  number  of  machines  for  shaping  plates,  saucers, 
and  cups,  in  some  cases  by  pressure  in  molds,  to  give  the  first 
approximately  correct  shape,  and  in  others  by  means  of  templets,  by 
which  the  roughly  molded  piece,  placed  in  or  on  a  revolving  chuck, 
is  scraped  to  exactly  the  proper  form  and  thickness.  The  mechanism 
by  which  the  templets  are  held,  adjusted,  and  applied  constitutes 
the  chief  feature  of  these  last  machines;  and,  while  simple,  they  are 
so  efficient  that  by  their  use  an  excellent  quality  of  work  can  be 
turned  out  rapidly,  and  with  less  skillful  labor  than  by  the  old  proc- 
esses. For  oval  dishes  the  upper  part  of  the  revolving  vertical  spindle, 
by  which  the  work  is  held,  receives  its  elliptical  movements  from  a 
combination  of  an  eccentric  and  slides  resembling  the  oval  chuck 
used  in  lathes  for  turning  ovals  and  fancy  work,  while  the  templet 
receives  a  slight  vertical  motion  from  a  cam,  the  shape  of  which  can 
be  made  so  as  to  give  different  thickness  to  different  parts  of  the 
work  as  desired. 

Mr.  Faure's  machinery  is  used  in  all  countries  where  porcelain  is 
manufactured  and  its  utility  is  widely  recognized. 

A  grand  prize  was  awarded  to  him  by  the  jury. 

A  special  report  by  Mr.  H.  D.  Woods  on  machinery  for  the  manu- 
facture of  brick  and  tiles,  will  be  found  in  another  place  in  this 
volume. 

CLASS  58,  PAPER  MANUFACTURE  AND  PRINTING. 

(53)  The  display  in  this  class  was  extensive  and  covered  much 
space,  forming  probably  the  largest  collection  of  paper- making  and 
printing  machinery  and  appliances  ever  brought  together.  The 
collection  was  far  from  complete,  however,  and  there  was  but  little 
which  was  new  to  be  found  among  the  machines  exhibited. 

(64)  Paper  machines, — Four  complete  Fourdrinier  paper  machines 
were  set  up  in  Machinery  Hall ;  one  from  France,  by  the  Messrs. 
Darblay,  of  Essonnes,  two  from  Belgium,  by  De  Nayer  &  Co., 
Villebroek,  and  Dautreband  &  Thiry,  of  Huy,  and  one  from  Swit- 
zerland, by  Escher,  Wyss  &  Co.,  Zurich.  The  two  first  mentioned 
were  in  motion. 

The  mills  of  the  Messrs.  Darblay  are  among  the  most  important 
for  the  manufacture  of  paper  in  Europe.  More  than  2,000  hands 
are  employed,  and  eighteen  or  twenty  paper  machines  kept  running. 
They  make  paper  of  all  grades.  No  definite  information  respecting 
the  paper  machine  exhibited  could  be  obtained.  It  does  not  seem 
to  have  important  advantages  over  machines  in  use  in  the  United 
States.  The  wire  web  was  about  6  feet  wide  and  35  feet  long. 
Eleven  cylinders  are  used  for  drying  the  paper  and  felt.  The  beat- 
ing engine,  from  which  the  machines  are  fed  with  pulp,  was  made 
of  concrete. 

The  De  Nayer  machine  was  designed  for  making  wider  paper  than 
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the  Darblay  machine,  and  had  a  web  9  feet  wide  and  35  feet  long. 
The  couch  rolls  are  of  bronze  and  18  inches  in  diameter.  The  upper 
rolls  of  the  felt  presses,  of  which  there  are  three,  are  also  bronze. 
There  are  fifteen  cylinders  for  paper  and  felts.  The  beating  en- 
gines connected  with  the  machine  are  of  cast-iron,  and  the  pulp 
before  being  pumped  to  the  machine  is  well  stirred  in  large  receivers 
by  rotary  agitators. 

The  Messrs.  De  Nayer  also  exhibited  a  glazing  calender  of  the 
usual  construction,  having  twelve  rolls  8  feet  long,  of  chilled  iron 
and  paper  alternately. 

The  other  Belgian  machine  presented  a  fine  appearance.  The  fol- 
lowing description  of  some  of  its  features  is  taken  from  Engineering, 
London,  November  22,  1889  : 

Before  the  wire  there  are  two  flat  strainers,  having  a  cam  motion.  The  contin-. 
uouB  wire  has  a  length  of  40  feet,  and  will  make  paper,  cut  and  dried,  6  feet  in 
width.  Noticeable  here  is  a  flat,  narrow  plate  of  gun  metal  immediately  after  the 
breast  roll,  which  serves  for  the  better  regulation  of  the  flow  of  pulp  onto  the 
wire.  There  are  three  vacuum  boxes  under  the  wire,  the  tops  of  which  are  cov- 
ered with  wood.  The  couch  rolls  are  both  about  15  inches  in  diameter ;  the  upper 
one  is  of  cast-iron,  the  lower  of  hard  rubber.  Following  these  are  the  three  two- 
roll  felt  presses  of  cast-iron.  Tlie  diameter  of  the  rolls  is  about  14  inches,  and  the 
first  wet  felt  is  provided  with  an  apparatus  for  washing  it  continuously.  In  this 
part  of  the  machine  is  the  chief  novelty,  to  which  we  would  direct  special  atten- 
tion. Instead  of  having  four  separate  standards  for  the  four  presses,  they  are 
placed  on  strong  cast-iron  vertical  frames  or  coltunns,  which  are  mounted  together, 
the  whole  forming  one  solid  erection,  somewhat  similar  to  the  framing  of  the  dry- 
ing machine.  On  the  whole,  this  seems  a  good  arrangement,  and  possesses  several 
advantages.  By  these  means  the  press  rolls  can  either  l)e  kept  vertically  above 
each  other  or  slightly  inclined. 

The  drying  machine  proper  consists  of  fourteen  drying  cylinders  for  paper  and 
felts,  arranged  in  such  a  way  that  each  group  of  one  or  two  cylinders  (with  the 
exception  of  the  first)  has  its  felt  and  felt  dryer.  The  diameter  of  these  cylinders 
is  about  4  feet ;  tliat  of  the  felt  dryers  is  rather  smaller.  Each  cylinder  is  provided 
with  its  doctor.  Here  we  observe  that  the  steam  is  sent  into  the  drying  cylinders 
and  the  condensed  water  let  out  on  the  same  side,  and  not  at  opposite  sides  of  the 
machine,  as  is  often  the  case.  The  framing  is  very  well  arranged  for  leading  the 
paper  quickly  through  the  machine,  and  there  are  many  points  of  detail  which 
have  been  well  studied.  After  the  drying  cylinders  there  is  a  set  of  three-roll 
glazers  14  inches  in  diameter.  Tlie  cooling  cylinder  comes  next,  and  is  followed  by 
an  arrangement  for  damping  both  sides  of  the  paper.  It  is  then  cut  with  circular 
cutters  and  reeled. 

The  last  great  paper  machine  to  be  mentioned  is  the  one  in  the 
Swiss  section.  The  whole  length  of  this  machine  is  about  90  feet. 
It  will  make  paper  7  feet  3  inches  wide,  the  length  of  the  wire  web, 
under  which  are  three  separate  vacuum  boxes,  being  42  feet. 

The  diameter  of  the  upper  couch  roll  is  1  foot  8  inches,  that  of  the  lower  1  foot 
2  inches.  Next  come  the  felt  presses,  of  which  there  are  three;  each  has  two 
rolls  and  is  arrangeil  with  the  upi)er  roll  slightly  inclined,  or  not  quite  vertically 
over  the  lower.  All  the  presses  are  of  cast  iron,  and  each  has  its  sei)arate  strong 
standard.    The  top  rolls  of  the  felt  presses  are  16  inches  and  the  bottom  1  foot  2 
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inches  in  diameter,  and  the  sides  being  open  the  felts  can  easily  be  renewed.  Pres- 
sure is  given  by  means  of  levers  and  weights. 

The  drying  machine  consists  of  ten  cylinders  for  drying  the  paper  and  six  for 
drying  the  felts.  It  is  divided  into  two  parts,  with  a  two-roll  damp  press  between 
them.  In  the  first  part  are  seven  drying  cylinders  and  four  felt  driers,  arranged 
in  four  groups,  each  provided  with  its  felt.  The  second  part  consists  of  three 
drying  cylinders  and  two  felt  driers.  All  the  cylinders  but  one  are  felted,  and 
every  felt  has  its  drying  cylinder.  These  vary  in  diameter  from  about  3  feet  to  4 
feet ;  most  of  the  felt  driers  are  about  3  feet  3  inches  in  diameter,  but  some  are 
smaller.  The  shafting  has  the  usual  conical  pulleys.  In  this  drying  machine  a 
style  of  circular  framing  has  been  adopted,  which  allows  the  various  small  rolls  to 
be  easily  and  quickly  adjusted  as  required.  The  drying  cylinders  have  doctors,  as 
also  the  damp  press,  each  provided  with  a  to-and-fro  motion.  Immediately  after 
the  drying  machine  comes  a  cooling  cylinder,  and  next  a  calender  for  glazing  the 
paper,  consisting  of  six  rolls  of  various  diameters.  Finally,  the  paper  is  slit  longi- 
tudinally with  circular  cutters  and  reeled  in  the  usual  way. 

The  macliine  was  not  in  motion. 

(55)  M.  D^i^,  of  Paris,  exhibited  a  machine  for  making  millboard, 
consisting  of  an  endless  wire  web  5i  feet  wide  and  46  feet  long,  with 
couch  rolls  and  press,  but  without  a  drying  machine.  The  pulp 
sheet  from  the  wire  is  wound  on  a  cylinder  until  sufficient  thick- 
ness is  obtained,  when  the  cylindrical  board  thus  formed  is  cut 
open  and  removed  to  give  place  to  another  accumulation  of  sheet 
pulp  on  the  cylinder.  The  cylindrical  board  thus  formed  is  after- 
ward flattened  in  a  press  and  the  water  squeezed  out.  A  uniform 
quality  of  board  is  made  by  this  process. 

The  same  exhibitor  shows  in  his  catalogue  millboard  machines 
resembling  the  ordinary  paper  machines,  and  having  a  succession  of 
drying  cylinders  and  roller  presses.  This  more  complete  machine 
is  capable  of  producing  10  tons  of  board  per  day. 

(56)  Printing  presses. — There  were  several  good  displays  of 
printing  presses  in  the  United  States  section.  The  Campbell  Print- 
ing Press  Manufacturing  Company,  New  York,  exhibited  the  well- 
known  Campbell  cylinder  press ;  the  Casey  Machine  and  Supply 
Company,  New  York,  showed  a  double  job  press  ;  Golding  &  Co., 
Boston,  showed  several  examples  of  American  presses  ;  the  Liberty 
Machine  Works,  of  New  York,  had  several  of  the  Liberty  presses 
at  work,  and  Mr.  John  Thomson,  of  New  York,  exhibited  the  Uni- 
versal presses,  one  of  which  was  adapted  for  embossing,  cutting  out, 
and  creasing,  and  is  much  used  by  manufacturers  of  paper  boxes. 

The  awards  for  these  exhibits  were  of  less  value  than  the  merits 
of  the  several  objects  displayed  would  have  warranted.  Messrs. 
Golding  &  Co.  and  John  Thomson  received  silver  medals,  and  the 
others  only  mention  or  no  notice  at  all,  while  the  extensive  intro- 
duction of  all  these  presses  and  the  favor  with  which  they  are  re- 
garded in  the  United  States,  testify  to  their  excellence  so  conclu- 
sively that  their  neglect  by  the  jury  appears  the  more  surprising. 
The  work  produced  by  the  American  jobbing  presses  is  superior  to 
H.  Ex.  410— VOL  III  4 
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that  of  other  presses  designed  for  the  same  kind  of  printing,  and  the 
handiness  of  the  presses  in  our  section  was  in  contrast  to  the  more 
cumbrous  machines  exhibited  elsewhere.  The  elegantly  printed 
books  issued  by  the  French  publishers  show  that  the  foreign  print- 
ing presses  designed  for  use  in  that  branch  of  the  art  are  well 
adapted  for  it ;  but  if  the  vast  number  of  ill-printed  cards  and 
circulars  distributed  at  the  Exposition,  and  the  almost  entire 
absence  of  a  high  grade  of  such  examples  of  the  printer's  art, 
afford  evidence  of  the  capabilities  of  the  European  jobbing  presses, 
then  it  would  appear  that  our  own  greatly  excel  them  in  efficiency, 
and  a  critical  examination  of  the  mechanical  features  of  the  presses 
themselves  strengthens  this  impression. 

(57)  In  the  French  section  the  firm  of  Alauzet  &  Tiquet 
exhibited  a  high-speed  rotary  newspaper  press  for  printing  in  black 
and  colors.  Editions  of  the  "  Figaro  "  newspaper  were  printed  on 
this  press  and  distributed  in  the  Exposition.  On  one  side  of  the 
sheet  the  headings  of  the  various  articles  were  printed  in  five  different 
colors,  and  the  advertisements  displayed  in  the  same  varied  way. 
The  whole  paper  is  printed  on  both  sides  in  passing  once  through  the 
press.  The  press  has  two  type  cylinders,  serving  to  print  that  part 
of  the  text  which  is  in  black,  and  one  other  type  cylinder  for  the 
several  different  colors.  So  far,  then,  as  the  black  impression  is  con- 
cerned the  machine  is  a  perfecting  press,  while  the  color  printing 
is  necessarily  limited  to  one  side  of  the  sheet.  The  forms  for  the 
type  cylinders  are  bent  so  that  the  lines  of  type  encircle  the  cylin- 
ders, and  the  columns  lie  parallel  with  the  axes.  The  sheet,  there- 
fore, runs  through  the  press  sideways  instead  of  in  a  direction  from 
top  to  bottom.  This  enables  the  single  color  cylinder  to  be  used  for 
all  the  colors,  and  yet  the  advantage  is  obtained  of  having  as  many 
of  the  colors  appear  in  the  same  column  of  the  printed  sheet  as  may 
be  desired ;  all  five  may  in  fact  be  distributed  with  the  black  in 
different  parts  of  a  single  column,  or  their  distribution  among  the 
columns  be  varied  at  will.  The  color  printing  appears  in  horizontal 
zones  of  considerable  width,  but  the  appearance  of  uniformity  in 
this  respect  can  be  avoided  by  a  judicious  distribution  of  the  vari- 
ously colored  headings  or  cuts.  The  colors  are  applied  to  the  single 
cylinder  from  an  ink  tray  divided  into  as  many  compartments  as 
there  are  separate  bands  of  color  on  the  cylinder.  The  two  stereo- 
type plates  for  the  black  impression  and  the  single  one  for  the  color 
printing  are  cast  from  the  same  form,  and  the  removal  of  those  parts 
of  the  faces  which  are  not  required  to  produce  the  impressions  is 
effected  by  routing  them  away,  or  preferably  by  filling  up  parts  of 
the  mold.  In  the  plates  for  the  black  impression  the  face  is  removed 
in  the  places  which  correspond  to  all  the  color  impressions,  and  in 
the  plate  for  the  color  cylinder  only  those  parts  of  the  face  are  left 
which  are  required  to  make  the  color  impressions  in  the  desired 
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places.  An  electrical  stop  motion  is  applied  to  this  press  to  stop  the 
press  whenever  the  paper  becomes  torn.  The  speed  of  the  press  ex- 
hibited is  said  to  be  12,000  to  14,000  copies  per  hour. 

Another  press  shown  by  this  firm  was  for  printing  two  colors  on 
one  side  of  a  sheet  only ;  it  is  not  new.  The  press  has  a  reciprocat- 
ing bed,  on  which  four  forms  may  be  fastened — two  at  each  end  of 
the  bed.  The  impression  cylinder  makes  two  revolutions,  one  for 
each  form,  at  each  stroke  of  the  bed.  The  means  provided  for  reg- 
istering are  eflBcient,  and  the  press  was  at  work  on  four-color  work, 
printed  by  running  the  sheet  through  the  press  twice  in  successive 
movements  of  the  bed ;  applying  it  the  first  time  to  the  pair  of 
forms  on  one  side  of  the  bed  and  the  next  time  to  the  pair  on  the 
other  side. 

The  same  firm  also  showed  lithographic,  and  phototype  and  cop- 
per-plate presses  which  produced  work  of  remarkable  excellence 
and  delicacy. 

(58)  Messrs.  Kientzy  Brothers,  of  Paris,  exhibited  a  simple  machine 
for  printing  children's  school  copybooks  on  both  sides  of  the  sheet. 
The  paper,  in  a  continuous  strip,  passes  under  an  engraved  roll  at 
one  end  of  the  machine,  by  which  a  series  of  impressions  are  pro- 
duced on  one  side,  the  paper  being  pressed  upward  against  the  en- 
graved roll  by  a  roller  lifted  by  a  heavy  weight.  The  strip  then 
passes  over  guide  rollers,  which  lead  it  first  upward  and  then  hori- 
zontally, through  quite  a  distance,  to  the  other  end  of  the  machine, 
where  it  is  printed  on  the  opposite  side.  The  ink  on  the  side  first 
printed  becomes  partly  dried  before  the  second  impression  is  pro- 
duced. 

(59)  Type  and  printing  material. — Many  extensive  displays  of 
type  were  made  in  the  French  section.  The  jury  indicated  its  high 
appreciation  of  the  exhibit  of  type  in  the  United  States  section  by 
awarding  a  gold  medal  to  the  MacKellar,  Smiths  &  Jordan  Com- 
pany, of  Philadelphia. 

(60)  Typesetting  and  distributing  machines, — These  were  assigned 
to  this  class,  and  were  represented  by  five  or  six  different  machines. 
Several  of  them  were  of  the  Delcambre  type,  one  of  the  oldest  of 
all.  This  style  of  machine,  though  simple,  is  necessarily  cumbrous 
and  alow. 

(61)  An  ingenious  machine  for  putting  the  type  in  line  when  se- 
lected from  the  case  by  the  compositor  was  exhibited  in  the  British 
section.  It  is  the  Lagerman  machine,  a  Swedish  invention.  It  is  not 
practicable  to  describe  it  here,  but  a  complete  description  can  be  found 
in  the  United  States  Patent  No.  362761,  to  A.  Lagerman,  dated  May 
10,  1887.  The  compositor  selects  the  type  from  the  case  and  simply 
drops  them  in  rapid  succession  into  a  hopper  in  front  of  the  case.  If 
a  type  drops  sidewise  the  machine  rights  it,  if  wrong  end  up  turns  it 
end  for  end,  but  if  right  end  up  it  retains  it  so.   The  machine  also 
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turns  the  type  about  its  vertical  axis,  when  it  falls  in  such  a  way 
that  the  character  would  print  upside  down,  and  finally  places  the 
type  in  line  properly  righted  in  every  way.  Spaces  of  one  thick- 
ness only  are  put  in  by  the  compositor. 

The  justification  is  effected  in  a  separate  machine,  which  Was  exhib- 
ited by  the  same  inventor.  This  supplementary  machine  greatly 
facilitates  the  operation  of  justification.  A  line  of  matter  from  the 
galley  is  pushed  into  its  place  in  the  machine,  an  index  then  shows 
how  much  too  long  or  too  short  the  line  is,  the  compositor  moves 
a  lever  to  the  proper  position,  and  the  machine  pushes  out  the  spaces 
already  in  place  and  substitutes  others  of  proper  thickness.  The 
machine  seems  to  work  satisfactorily,  and  would  doubtless  be  a  val- 
uable accessory  to  any  composing  machine.* 

The  type  used  in  the  Lagerman  machines  are  of  the  usual  form, 
with  a  single  nick  in  the  side.  There  is  therefore  no  special  provi- 
sion for  distribution,  and  no  distributing  machine  was  shown  by  this 
exhibitor.  The  system  as  a  whole  is  therefore  very  deficient,  as  the 
process  of  distribution  requires  as  much  skill  and  care  as  that  of 
setting,  though  it  involves  less  time. 

(62)  Fraser,  Alexander,  Neill  &  Co.  exhibited  in  the  British  sec- 
tion a  pair  of  machines  for  type  setting  and  distributing,  both  of  the 
Delcambre  type.  The  principal  feature  of  each  is  a  vertical  or  in- 
clined glass-covered  plate  called  the  type  board,  having  numerous 
type-converging  channels,  which  in  the  setting  machine  converge  from 
the  type  reservoirs  at  the  top  of  the  board  and  meet  at  the  bottom, 
where  they  discharge  the  type  through  a  single  spout  into  a  galley. 
In  the  distributing  machine  they  diverge  from  a  single  receptacle  at 
the  top,  and  end  in  a  number  of  type  reservoirs  at  the  bottom,  the 
type  from  the  receptacle  falling  through  one  or  another  of  the  slant- 
ing grooves  and  into  one  or  another  of  the  reservoirs  at  the  will  of 
the  operator.  The  Delcambre  composing  machine  has  often  been  de- 
scribed. Ordinary  type,  having  only  the  printer's  nick,  are  used  in 
both  machines.  The  distributing  machine  is  not  automatic.  The 
matter  from  the  form  is  placed  before  the  compositor,  who  has  to 
read  it  and  distribute  it  character  by  character,  one  at  a  time,  by 
touching  successively  those  keys  of  the  keyboard  which  correspond 
to  the  proper  characters.  The  action  of  depressing  a  key  pushes  a 
type  from  the  matter  into  the  receiving  groove  or  receptacle  of  the 
keyboard,  and  at  the  same  time  turns  a  switch  which  throws  the 
type  into  the  channel  leading  to  the  reservoir  containing  that  kind 
of  character  only.  The  reservoirs  are  narrow  brass  troughs  into 
which  the  type  fall  so  as  to  stand  against  one  another,  flatwise,  and 
are  the  reservoirs  adapted  for  use  in  the  composing  machine.  As  a 
means  of  placing  the  type  in  line  in  a  special  reservoir  adapted  for  a 
setting  machine,  this  distributor  does  its  work  more  rapidly  than  the 

*  For  a  description  of  the  justifying  machine  see  Engineering,"  London,  March  7, 
1890. 
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same  work  couid  be  done  by  hand,  but  the  distribution  is  not  so 
rapid  as  that  done  by  a  compositor  in  distributing  to  a  case. 

(63)  2  he  Thome  combined  type  setting  and  distributing  machine. — 
This  remarkably  simple,  ingenious,  and  efficient  machine  was  ex- 
hibited in  two  places  in  the  United  States  section;  in  the  space 
allotted  to  the  Thome  Typesetting  Company  of  Hartford,  Connec- 


Fio.  14.— The  Thorne  type  setting:  and  distributing  machine. 


ticut,  and  in  the  Edison  space,  where  it  was  shown  in  use  in  connec- 
tion with  a  phonograph,  the  utterances  of  which  served  in  the  place 
of  copy  for  the  compositor. 
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A  general  view  of  this  machine  is  shown  in  Fig.  14.  Only  a  brief 
and  very  general  notice  will  be  given  here,  as  the  machine,  which  has 
become  known  in  our  own  country  within  the  past  two  years,  can 
be  seen  in  operation  in  many  printing  oflBces,  and  accounts  of  it  have 
been  published  in  our  journals.  The  following  is  taken  from  one 
of  the  company's  circulars  : 

The  Thorne  typesettiiig  machine  consistB  of  two  iron  cylinders,  about  15  inches 
in  diameter,  placed  perpendicularly  one  above  the  other,  in  the  external  surface  of 
each  of  which  are  cut  longitudinally  ninety  channels  or  receptacles  for  the 
types  which  are  to  be  used  in  it.  Within  the  channels  of  the  lower  cylinder  are 
inserted  "  wards,''  or  small  steel  projections  extending  in  various  relative  positions 
through  their  entire  length,  which  correspond  respectively  with  nicks"  speciaUy 
made  in  the  type,  the  purpose  of  which  is,  in  distributing  the  letters,  to  automatic- 
ally divert  each  letter  from  the  mass  of  letters  in  the  upper  or  distributing  cylinder 
to  its  appropriate  place  in  the  lower  or  setting  cylinder,  so  that  each  channel  in  the 
latter  shall  receive  types  of  only  the  particular  character  intended  for  and  adapted 
to  it.  The  work  of  distribution  is  thus  carried  on  automatically  by  the  revolution 
of  the  upper  cylinder  upon  its  axis,  which  in  rapid  succession  places  the  various 
types  in  position  to  be  released  from  the  distributing  cylinder,  when  they  instantly 
drop  of  their  own  weight  into  orderly  position  in  the  proper  grooves  of  the  setting 
cylinder,  as  above  indicated.  The  typesetting  is  performed  by  manipulations  upon 
a  keyboard  on  which  the  characters  of  the  language  are  represented,  very  much  as 
upon  an  ordinary  typewriter.  These  keys  communicate  directly  with  the  setting 
cylinder  above  mentioned,  each  stroke  of  a  key  releasing  a  letter,  and,  by  the  aid 
of  a  revolving  disc,  transferring  it  from  its  channel  in  the  cylinder  to  its  place  in 
the  continuous  line  of  reading  matter  which  the  operator  is  *'  setting."  This  con- 
tinuous line  is  broken  up  into  shorter  lines  and  justified  to  a  proper  length  for  the 
columns  of  a  newspaper  or  the  pages  of  a  book,  according  to  the  work  on  which 
the  machine  is  employed. 

The  process  of  distributing  the  types  is  carried  on,  as  before  indicated,  automat- 
ically, and  with  very  much  greater  rapidity  than  and  at  the  same  time  with  the 
setting.  When  the  setting  cylinder  is  f uU  the  distributing  cylinder  ceases  to  revolve, 
but  may  be  started  again  instantly  at  the  will  of  the  operator  whenever  it  becomes 
necessary  to  replenish  the  former  ;  and  thus  the  distributing  mechanism  is  active 
or  at  rest  according  to  the  demand  made  upon  it  by  the  activity  of  the  operator. 
It  is  an  exceedingly  interesting  feature  of  the  machine,  which  alone  gives  it  great 
advantage  over  hand  work,  that  no  time  is  required  to  •*  fill  the  cases,"  the  auto- 
matic distributing  cylinder  rendering  the  supply  of  types  in  the  setting  cylinder 
continous  and  inexhaustible. 

Three  persons  are  required  to  operate  each  machine :  one  at  the  keyboard,  a 
second  to  break  up  and  justify  the  lines,  and  the  third  to  keep  the  distributing  cyl- 
inder '*  loaded"  and  maintain  a  general  supervision.  With  expert  help  one  ma- 
chine will  set  and  distribute  6,000  ems  per  hour,  or  from  five  to  six  times  as  much  as 
the  most  rapid  hand  compositor.  The  work  is  not  particularly  laborious,  and  it  is 
found  by  experience  that  intelligent  girls  are  fully  as  well  adapted  as  men  to  be- 
come efficient  compositors.  *  *  *  The  machines  are  so  light  running  that  a 
single  horse-power  is  sufficient  for  half  a  dozen  of  them. 

The  type  board  is  skillfully  arranged.  Some  of  the  letters  are  re- 
peated several  times,  and  their  arrangement  is  such  that  the  keys 
for  the  letters  forming  certain  prefixes  and  terminations  of  words 
that  are  most  frequently  used,  such  as  re,  con,  ed,  dl,  ion,  etc.,  and 
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short  words  that  are  often  needed,  such  as  an,  at,  in,  the,  etc.,  can 
be  touched  simultaneously  and  yet  the  type  follow  each  other  in  the 
proper  succession,  one  movement  of  the  hand  only  being  required  in 
setting  such  combinations. 

This  machine  was  not  properly  presented  to  the  attention  of  the 
jury,  and  failed  to  obtain  the  award  it  deserved.  None  of  the  other 
machines*  exhibited  could  be  compared  favorably  with  this  one, 
either  in  scope  or  rapidity  of  working.    It  is  thoroughly  practical.* 

CLASS  59. 

(64)  Under  the  denomination  Machines  and  implements  for  mis- 
cellaneous industries  and  arts,"  this  class  contained  those  machines 
and  tools,  adapted  for  a  great  variety  of  manufactures,  which  were 
not  named  under  the  more  general  heads  which  designated  the  sub- 
divisions of  the  other  classes.  It  embraced  typewriters,  paper-bag 
machines,  cash  registers,  etc.,  and  to  it  were  also  assigned  numerous 
ingenious  machines  and  implements  used  by  those  manufacturers 
who  work  on  a  limited  scale,  and  are  engaged  in  making  the  great 
variety  of  articles  known  in  the  French  market  as  "article  de  Paris," 
and  the  different  articles  formerly  known  in  the  United  States  as 
"Yankee  notions,"  as,  for  example,  toilet  pins,  hair  pins,  brushes, 
combs,  eyelets,  covered  buttons,  match  boxes,  keys  for  musical  in- 
struments, corkscrews,  and  a  multitude  of  objects  difficult  of  classifi- 
cation except  as  "miscellaneous." 

The  extensive  displays  made  by  the  departments  of  the  French 
State  manufactories  and  the  mint  were  assigned  to  this  class  ;  they 
included  machines  and  tools  for  the  manufacture  of  tobacco,  also 
coining  presses,  and  machines  for  weighing  and  sorting  coins.  These 
two  great  government  exhibits  were  the  only  ones  which  received 
grand  prizes  in  the  class. 

(65)  Twelve  gold  medals  were  awarded  in  all;  of  these  France 
received  seven,  the  United  States  three,  and  Great  Britain  two. 

The  limitations  which  prevent  a  full  report  in  detail  upon  the  ob- 
jects in  every  class  apply  also  here,  and  a  few  only  of  the  most  im- 
portant exhibits,  particularly  those  which  gave  the  United  States  a 
representation  in  Class  69,  will  be  noticed. 

(66)  Typetvriters,  f — Few  exhibits  attracted  more  general  interest 
than  the  typewriting  machines.  During  the  busy  hours  of  the  day, 
from  2  until  6  p.  m.,  the  portion  of  the  United  States  section  devoted 
to  typewriters  was  blocked  by  eager  and  curious  spectators,  some 
seeking  for  specimens  of  work,  others  bent  upon  an  investigation  of 

*The  company  has  sold  ninety  machines  within  the  last  6  months,  and  the  de- 
mand is  increasing  so  rapidly  that  facilities  for  producing  twenty  machines  per 
month  have  been  provided. 

f  The  greater  part  of  the  notes  on  typewriters  was  furnished  by  an  expert  in  this 
specialty. 
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the  relative  merits  of  the  diflferent  machines  now  presented  to  most 
of  them  for  the  first  time.    Of  these  the  following  were  represented  : 

fa^^w^^'^fSSif^   1  Type-bar  machines.  (One 
Keyboard  machines.  W^^.^"     |    ^  movement.) 

1 4. — Hammond  typewriter. 
C  5. — Hall  typewriter. 
Single-key  machines.  I  6.— Columbia  typewriter. 

I  7. — Mercury  typewriter. 
1^8. — World's  typewriter. 


Type  on  one  piece.  (Two- 
movement  ma  chines. 
Excel  in  quality  and 
variety  of  work.) 


The  above  indicated  groupings  are,  it  will  be  seen,  made  from  two 
points  of  view.  First,  with  regard  to  the  speed  or  ability  of  the 
machine  to  compete  with  the  pen  in  ordinary  writing.  In  the  first 
class  of  this  group  belong  naturally  the  machines  which  are  operated 
from  a  keyboard  or  series  of  finger  keys;  the  second  class  being 
represented  by  machines  that  are  operated  by  means  of  a  single  key, 
or  like  the  Mercury,  which,  although  provided  with  a  keyboard, 
effects  its  impression,  nevertheless,  by  means  of  a  separate  key.  The 
grouping  from  the  second  point  of  view  is  based  on  the  question, 
whether  the  type  are  placed  on  separate  pieces  (type-bars),  which 
move  individually  to  a  common  point  when  a  letter  is  to  be  printed, 
or  whether  the  types  are  grouped  together  upon  a  single  piece  and 
require  an  additional  movement  to  print  any  letter  when  brought  to 
position. 

Of  the  differences  existing  between  the  machines  which  employ 
the  type-bar  we  will  speak  briefly.  They  consist:  First,  in  the  man- 
ner in  which  the  type-bar  is  jointed  or  hung,  and  in  its  mode  of  con- 
nection with  the  key-lever.  In  the  Remington  machine  the  type- 
bar  is  hung  from  a  trunnion-like  bearing.''  In  the  Caligraph  the 
trunnion-like  bearings  are  transformed  into  pivots  with  adjustments 
for  taking  up  wear.  In  the  Bar  Lock  machine  a  ball-and-socket  joint 
performs  the  same  function.  Whether  these  differences,  which  form 
the  subject-matter  of  patents,  are  of  as  much  practical  importance  as 
their  respective  representatives  maintain,  it  is  not  necessary  to  dis- 
cuss. The  second  difference  noticed  between  the  type-bar  machines 
is  that  two  of  them  (Caligraph  and  Bar  Lock)  have  a  separate  type- 
bar  for  every  character,  while  in  the  Remington  two  characters  are 
placed  upon  each  type-bar,  which  reduces  the  number  of  hammers, 
pivots,  and  connections,  as  well  as  finger  keys,  about  one-half,  but 
requires  some  additional  adjustments  with  the  carriage  that  are  un- 
necessary with  the  Caligraph  and  Bar  Lock. 

It  is  evident  that  the  multiplication  of  type-bars  demands  a  larger 
circumference  in  which  the  bearings  are  hung,  or  else  a  diminution 
of  the  space  allowed  for  the  hangers  of  each  individual  type-bar. 
An  increase  in  the  number  of  type-bars  consequently  involves  a  longer 
type-bar,  and,  with  equal  solidity,  a  correspondingly  greater  weight, 
with  greater  liability  of  collision  in  rapid  work.    From  a  theoretical 
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point  of  view  it  would  seem  that  the  reduction  in  the  number  of  type- 
bars,  and  consequently  in  the  number  of  finger  keys  to  be  operated, 
is  in  the  line  of  progress,  and  as  the  manufacturers  of  the  Reming- 
ton typewriter  control  a  patent  covering  this  peculiarity,  it  would 
appear  as  if  the  other  systems,  which  are  later,  were  adopted  rather 
of  necessity  than  of  choice.  It  may  be  said,  however,  that  the 
double  keyboards  of  the  Caligraph  and  Bar  Lock  machines,  if  open 
to  the  theoretical  charge  of  unnecessarily  multiplying  similar  parts 
performing  the  same  function,  are,  nevertheless,  so  thoroughly  mas- 
tered by  expert  operators  as  not  to  leave  much  choice  between  the 
two  systems. 

The  Bar  Lock  machine  (type-bar)  has  some  characteristics  which 
distinguish  it  broadly  from  the  Caligraph  and  Remington.  First, 
the  type-bars  are  so  hung  that  they  strike  downward  instead  of 
upward.  This  enables  the  work  to  be  seen  without  lifting  the  car- 
riage. Second,  only  a  portion  of  the  circle,  and  that  on  the  same 
side  of  the  machine  as  the  operator,  is  employed  for  hanging  the 
type-bar.  This  admits  of  providing  a  solidly  fastened  piece  (bar- 
lock),  upon  which  stand  several  wires  arranged  in  a  circular  arc, 
serving  as  guides  to  the  type-bars  at  the  moment  of  impression,  to 
avoid  the  danger  of  bad  alignment.  Critics  of  this  machine  raise  the 
question  whether  these  guides,  if  sufficiently  close  together  to  secure 
the  great  accuracy  required  in  typewriting,  are  not  likely  to  lock 
the  type-bars  so  as  to  prevent  them  from  moving  freely  to  position; 
and,  on  the  other  hand,  suggest  that  use  might  easily  wear  the  guide- 
pins  so  as  to  impair  their  utility.  The  care  and  ingenuity  displayed 
in  the  construction  of  the  Bar  Lock  machine  gives  promise  that  it 
may  occupy  an  important  place  among  the  typewriters. 

It  must  be  remembered  that  the  type-bar  did  not  originate  with 
the  inventors  of  either  of  the  machines  in  question.  John  Bain,  the 
Scotch  inventor  of  the  printing  telegraph,  was  the  first  to  use  a 
series  of  type-bars  striking  at  a  common  center.  The  Francis  patent 
of  1850,  and  some  other  subsequent  American  patents,  also  antedated 
the  modem  type-bar  machines.  Nevertheless,  to  the  Remington  " 
belongs  the  imquestioned  and  distinguished  honor  of  being  the  first 
typewriter  brought  into  general  use. 

In  considering  those  machines  in  which  the  type  are  placed  on  a 
single  piece,  and  therefore  all  move  together  whenever  a  letter  is 
brought  to  position  and  printed,  the  Hammond  first  claims  attention, 
as  the  only  one  to  be  classed  among  the  fast  machines.  It  would  be 
natural  to  suppose  that  a  machine  which  is  so  constructed  that  ninety 
characters,  or  even  half  that  number,  must  be  moved  every  time  a 
letter  is  printed,  would  require  so  heavy  a  type-carrier  and  cooperating 
parts  that  its  action  would  be  necessarily  slower  than  that  of  a  machine 
in  which  a  single  type  only  has  to  be  moved  at  every  impression. 
And  when  it  is  further  considered  that  in  a  type-bar  machine  only 
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a  single  movement  is  required  to  bring  the  character  into  position 
and  produce  the  printing,  while  in  the  Hammond  machine  the  char- 
acter must  first  be  brought  into  position  by  one  movemwt,  and 
dwell  in  that  position  until  the  printing  is  effected  by  another  move- 
ment, namely,  that  of  the  impression  hammer,  it  would  be  still  more 
natural  to  conclude  that  it  must  be  impossible  to  attain  so  high  a 
speed  with  this  machine  as  with  those  employing  type-bars.  Ex- 
perience, however,  shows  that  this  is  not  the  case;  for,  in  the  Ham- 
mond machine,  the  ingenious  devices  by  which  a  perfect  cooperation 
of  the  different  parts  and  their  prompt  response  to  the  touch  of  the 
operator  are  secured,  have  made  it  possible  to  reach  the  almost  in- 
credible speed  of  more  than  eleven  impressions  per  second  in  writing 
actual  matter,  a  higher  speed  than  has  been  reached  by  other  ma- 
chines. Even  at  this  great  speed,  involving  what  would  seem  to  be 
a  bewildering  flight  of  small  letters,  capitals,  punctuation  marks, 
etc.,  the  quality  of  the  work  remains  excellent,  the  alignment  and 
spacing  being  practically  perfect  and  the  impression  uniform. 

Like  the  other  machines  which  operate  with  two  movements,  the 
"  Hammond'*  allows  of  an  indefinite  number  of  changes  in  the  style 
of  the  characters,  or  in  their  nature;  as,  for  example,  in  the  substitu- 
tion of  characters  adapted  for  one  language  to  those  required  for 
another. 

Concerning  those  machines  in  which  the  type  are  carried  upon  a 
wheel  or  single  piece,  but  have  no  keyboard  connection,  little  need 
be  said  in  general.  The  broad  principles  involved  in  these  machines 
are  common  property,  and  no  great  originality  is  observable  in  any, 
excepting  perhaps  in  the  Hall  machine,  in  which  one  important 
feature  in  typewriting  machines,  viz,  the  elastic  platen,  was  first  in- 
troduced. The  machines  exhibited  show  some  interesting  peculiar- 
ities, but  are  not  designed  for  serious  competition  with  the  pen,  and 
much  less  for  competing  in  speed  with  the  principal  keyboard 
machines.  It  can,  however,  be  said  of  this  entire  class  that  the 
slowness  of  their  operation,  and  the  fact  that  the  type  comes  first  to 
a  definite  position  while  the  printing  is  produced  afterward,  and 
also  that  a  change  of  type- wheel  or  type-plate  can  easily  be  made, 
adapt  them  for  doing  work  of  great  variety  and  excellent  quality 
where  speed  of  operation  is  not  essential. 

Finally,  one  familiar  fact  observable  in  the  domain  of  natural  his- 
tory maybe  noted  also  in  the  development  of  typewriting  machines: 
viz,  that  the  reduction  of  the  number  of  similar  parts,  where  each 
performs  the  same  functions,  appears  to  be  in  the  line  of  progress, 
while  at  the  same  time  two  distinctly  different  functions,  such  as  the 
presentation  of  the  type  and  the  production  of  the  impression,  are 
executed  best  when  the  separate  functions  are  performed  by  sepa- 
rate parts. 

Gold  medals  were  awarded  to  the  American  Writing  Machine  Corn- 
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party,  of  Hartford,  Connecticut,  for  the  "Caligraph"  machine;  the 
Hammond  Typewriter  Company,  of  New  York,  for  the  "  Hammond" 
machine;  and  WyckoflF,  Seamans  &  Benedict,  of  New'  York,  for  the 

Remington;"  silver  medals  to  the  Columbia  Typewriter  Manufac- 
turing Company,  New  York,  who  exhibited  the  "Bar  Lock"  and 
"Columbia"  machines;  Frederick  Myers,  New  York,  for  the  "Mer- 
cury;" and  the  World  Typewriter  Company,  New  York,  for  the 
"World"  machine.  The  Hall  Typewriter  Company  received  a 
bronze  medal  for  the  "Hall"  machine. 

(67)  A  typewriter  of  Danish  origin,  of  somewhat  ancient  date,  was 
also  shown  in  Machinery  Hall.  The  type  are  applied  to  the  lower 
ends  of  converging  rods,  which  are  guided  in  a  hemispherical  key- 
board, from  which  they  stand  out  like  pins  from  a  pin-cushion. 
Button  heads  on  the  upper  extremities  of  the  rods  form  the  keys, 
which  are  pushed  by  the  fingers  in  writing.  The  rods  all  point 
toward  the  center  of  the  sphere  and  the  type  all  strike  in  the  same 
spot  to  print.  The  paper  carriage  is  semicylindrical  and  swings  on 
its  axis  in  printing  a  line,  but  moves  longitudinally  in  spacing  from 
line  to  line. 

Maskelyne's  typewriter,  exhibited  by  G.  N.  Maskelyne  &  Son,  in 
the  British  section,  is  a  machine  having  horizontal  type-bars  radi- 
ating to  a  common  point  where  the  impression  is  printed.  When 
not  in  action  the  type,  which  are  on  the  ends  of  the  lower  edges  of 
the  bars,  rest  on  an  inking  pad.  When  a  key  is  touched  the  end  of 
the  corresponding  type-bar  is  lifted  slightly,  then  the  bar  is  thrust 
forward  to  the  printing  place,  and,  finally,  the  type  is  brought  down 
upon  the  paper  to  produce  the  impression.  The  spacing  is  different 
for  the  different  letters,  so  as  to  give  a  better  appearance  to  the  work 
than  is  obtained  by  uniform  spacing.  The  machine  is  said  to  work 
rapidly,  noiselessly,  and  with  a  very  light  touch. 

The  Messrs.  Maskelyne  exhibited  cash  registers  also,  and  received 
a  silver  medal. 

A  typewriter  was  exhibited  in  the  Swiss  section.  It  is  a  dial  ma- 
chine, called  the  Velograph,  and  received  a  bronze  medal. 

68.  Machines  for  making  paper  bags. — A  very  ingenious  and 
practical  machine  now  extensively  used  in  the  United  States  for 
making  an  excellent  form  of  paper  bag  was  exhibited  in  operation 
in  the  United  States  section  by  Mr.  M.  F,  Leinbach,  of  Bethlehem, 
Pennsylvania. 

The  product  of  this  machine  is  itself  a  new  article  of  manufacture, 
being  a  bag  which  is  folded  flat  and  has  all  four  side  comers  creased 
lengthwise,  so  that  when  the  bag  is  inflated  by  being  held  by  one 
edge  of  the  mouth  and  swung  with  a  quick  motion  through  the  air, 
it  opens  out  so  as  to  assume  a  square,  parallel-sided,  flat-bottomed 
form,  and  will  stand  erect  when  set  on  a  counter  or  table  and  remain 
wide  open,  so  that  it  is  in  the  best  form  for  receiving  what  is  poured 
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into  it.  The  bag  when  opened  is  also  free  from  reentrant  folds 
which  would  form  pockets  inside  the  bag  and  afford  places  of  lodg- 
ment for  the  contents ;  it  can  therefore  easily  be  emptied  completely. 
As  they  come  from  the  machine  the  bags  are  folded  flat  and  narrow, 
and  take  up  less  shelf  room  than  square-bottomed  bags  of  equal 
capacity  made  on  other  machines.  The  folded  bags  need  not  be  in- 
flated in  order  to  be  opened,  but  can  be  spread  wide  open  by  pulling 
slightly  on  one  edge  of  the  mouth  and  one  fold  of  the  bottom,  when 
two  hands  can  be  spared  for  the  purpose.  One  edge  of  the  mouth  is 
left  slightly  longer  than  the  other,  so  that  it  can  be  grasped  with  one 
hand  when  the  bag  is  tightly  folded,  without  the  necessity  of  unfold- 
ing it  far  enough  to  insert  the  fingers.  The  machine  makes  the  bags 
from  a  continuous  strip  of  paper  of  any  quality,  and  turns  them  out 
at  an  exceedingly  rapid  rate. 

The  Leinbach  machine  is  the  outgrowth  of  a  necessity  for  supply- 
ing the  market  with  this  greatly  improved  form  of  bag,  and  is  the 
successor  of  other  machines  long  used  in  the  United  States  by  the 
same  company  that  now  employs  the  Leinbach  machine,  but  who 
formerly  manufactured  the  form  of  square-bottomed  bag  shown  in 
the  British  section,  as  the  product  of  a  machine  in  operation  there 
which  will  be  mentioned  further  on. 

The  Leinbach  machine  is  made  in  several  sizes,  one  for  each  differ- 
ent width  of  bag,  and  there  are  no  adjustments  for  enabling  bags  of 
different  widths  to  be  made  on  the  same  machine.  The  length  of  the 
bag  can,  however,  be  varied  at  will.  This  limitation  of  the  variety 
in  the  product  of  a  single  machine  is  not  deemed  an  objection,  for 
the  demand  for  paper  bags  of  all  sizes  is  so  enormous,  particularly 
in  the  United  States,  that  companies  for  manufacturing  them  seldom 
make  so  few  bags  of  any  given  width  that  one  machine  is  not  con- 
stantly employed  in  making  them.  It  is  also  a  well-recognized  fact 
that  machines  adapted  for  a  definite  kind  of  manufacture  are  un- 
reliable, in  respect  to  quality  of  product  and  certainty  of  action, 
almost  in  direct  proportion  to  the  variety  of  adjustments  that  are 
provided  for  changing  the  character  or  proportions  of  the  work 
produced. 

The  Leinbach  machine  unfortunately  failed  to  receive  proper 
recognition  from  the  jury ;  for  the  value  of  the  award  given  for  it, 
when  compared  with  other  awards  for  the  same  class  of  machinery, 
was  very  far  from  being  proportioned  to  its  merits. 

(69)  The  paper-bag  machine  shown  in  operation  in  the  British  sec- 
tion was  exhibited  by  Messrs.  Bibby  &  Baron,  of  Burnley,  Eng- 
land. This  machine,  and  the  bag  made  by  it,  are  said  to  embody  as 
many  as  twenty-two  patents  originally  obtained  in  the  United  States 
and  worked  there.  The  machine  is  simple,  efficient,  and  rapid  work- 
ing, but  the  product  is  inferior  to  that  of  the  Leinbach  machine. 
The  bag  has  a  folded  bottom  and  can  be  opened  out  so  that  the  bot- 
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torn  will  be  square  and  the  bag  stand  upright,  but  as  it  is  creased 
lengthwise  on  two  opposite  sides  the  mouth  tends  to  remain  closed 
and  must  often  be  opened  with  the  hand  to  receive  the  contents.  A 
simple  machine  for  making  a  similar  form  of  bag  was  exhibited  by 
Planche  Brothers,  of  Saliens,  France,  and  another  different  machine 
by  Claude  Rochette,  Paris. 

A  very  simple  and  ingenious  machine  for  making  small  cork- 
screws wholly  from  wire  was  exhibited  by  Messrs  Clough  &  Macon- 
nel,  of  New  York,  and  received  a  silver  medal. 

(70)  Silver  medals  were  also  given  to  the  Lamson  Consolidated 
Store  Service  Company,  Boston,  for  their  exhibit  of  cash  registering 
and  adding  machines,  and  to  the  John  R.  Williams  Company,  New 
York,  for  machines  for  finishing  and  bunching  cigars. 

CLASS  60,  CARRIAGES,  VSTAGONS,  HARNESS  WORK,  AND  SADDLERY. 

(71)  The  greater  part  of  the  display  in  this  class  was  placed  at  the 
side  of  the  main  building  devoted  to  the  various  groups,  adjoining 
Machinery  Hall.  It  occupied  about  26,000  square  feet  of  floor  space, 
and  was  remarkable  for  the  striking  appearance  presented  by  the 
great  variety  of  handsomely  finished  coaches,  carriages,  wagons,  etc.. 


Fio.  16.— Bicyclette ;  Howe  Machine  Company^  Glasgow. 

In  the  United  States  section  the  display  of  fine  carriages  by 
Messrs.  Healy  &  Co.  of  New  York,  was  so  favorably  regarded  as  to 
receive  the  distinction  of  the  only  grand  prize  awarded  to  a  foreign 
exhibitor  in  this  class ;  only  four  other  grand  prizes  having  been 
awarded  in  all,  one  of  which  was  for  articles  of  saddlery. 

It  must  be  said,  however,  that  several  of  the  most  prominent 
French  exhibitors  in  the  class  were  members  of  juries,  and  conse- 
quently noncompeting. 

The  report  of  an  expert  in  the  particular  specialties  of  this  class 
could  not  be  obtained. 
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(72)  The  display  of  "cycles"  in  the  British  section  was  large  and 
interesting.  Humber  &  Co.  and  the  Rudge  Cycle  Company  re- 
ceived the  only  gold  medals  awarded  for  cycles.  There  were  but 
few  large-wheeled  bicycles,  but  a  great  variety  of  bicyclettes,  or 
"safety"  bicycles,  none,  however,  having  strikingly  novel  features. 
Fig.  15  shows  one  form  made  by  the  Howe  Machine  Company,  Glas- 
gow, and  gives  an  idea  of  the  shape  of  frame  which  is  the  most  in 
favor. 

(73)  A  great  variety  of  single  and  tandem  trycicles  were  shown. 
Fig.  16  gives  a  view  of  a  form  different  from  the  others,  made  by 
Humber  &  Co.  The  crank  and  transmitting  gear  are  connected 
with  the  two  driving  wheels,  which  are  in  front  instead  of  behind. 
The  rider  sits  well  over  toward  the  front  axles,  so  that  his  position 
is  much  the  same  as  on  a  bicycle.  The  arrangements  permit  of 
steering  without  the  use  of  the  hands. 


Fio.  16.— Tricycle ;  Humber  A  Co.,  London. 

Humber  &  Co.  publish  the  "Amateur's"  records  of  the  several 
types  of  their  machines,  which  are  interesting  as  showing  how  little 
practical  advantage  one  form  has  over  another  in  speed. 

The  records  are : 


Bicycle. 

Bicyclette. 

Tricycle. 

Min.  Sec. 
66  68} 
2  81| 
0  331 

Min.  Sec. 
56  68} 
2  86} 
0  87} 

JItn.  See. 
59  lOi 
2  411 
0  871 

One  mile  

One-fourth  mile  

(74)  Fig.  17  shows  a  steam  tricycle  constructed  by  the  Messrs. 
Serpolet  Brothers,  Paris.    It  will  run  with  considerable  speed,  climb 
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quite  steep  grades,  and,  though  not  light,  is  not  excessively  heavy, 
weighing  400  pounds  when  loaded  with  enough  fuel  and  water  to 
last  for  a  trip  of  several  miles.  The  speed  is  regulated  by  limiting 
the  supply  of  feed  water  to  the  boiler  by  means  of  a  cock  in  a  by- 
pass from  the  feed  pump.  The  boiler  is  practically  safe,  containing 
only  the  quantity  of  water  that  can  be  held  in  a  capillary  opening 
which  forms  the  inside  of  a  thick,  flattened  pipe  of  which  the  boiler 
is  made. 

The  boiler  is  described  in  the  report  on  Class  62. 


Fxo.  17.  Serpolet'8  steam  tricycle. 
CLASS  61,  RAILWAY  MATERIAL. 

(75)  For  this  class  see  Professor  Haupt's  special  report  in  this 

volume.   

CLASS  62,  ELECTRICITY. 

(76)  Mr.  Carl  Bering's  report  on  this  class  contains  a  full  accoimt 
of  the  exhibits,  and  will  be  found  in  Vol.  IV. 

CLASS      CIVIL  ENGINEERING,  PUBUC  WORKS,  AND  ARCHITECTURE. 

(77)  Prof.  William  Watson's  special  report  in  this  volume,  on 
this  class,  and  Professor  Chandler's  report,  in  Vol.  II,  on  the  pres- 
ervation of  wood,  cover  ground  occupied  by  this  class. 

CLASS  64,  HYGIENE  AND  PUBLIC  CHARITIES. 

(78)  Professor  Chandler^s  report  on  hospitals,  in  vol.  ii,  is  referred 
to  as  treating  of  the  most  important  subject  in  this  class. 

CLASSES  65  AND   66,  NAVIGATION,    LIFE-SAVING,  AND  MILITARY 

MATERIAL. 

(79)  For  these  classes  see  Capt.  D.  A.  Lyle's  reports  in  Vol.  IV. 
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REPORT  ON  CLASS  52:  GENERAL  MECHANICS. 


By  CHARLES  B.  RICH ARDS»  M.  A. 


I.— Genebal  remarks. 

(1)  This  was  the  most  extensive  of  £^11  the  classes  of  the  sixth 
group,  both  in  the  scope  of  subjects  covered  and  in  the  space  occu-  ' 
pied  by  the  exhibits,  while  the  number  of  exhibitors  was  greater 
than  in  any  other  class  except  No.  63. 

The  space  allotted  to  it  was  distributed  as  follows : 


In  Machinery  Hall:  Square  feet, 

Oronped  French  exhibits   55, 000 

Exhibits  of  other  countries   10,  OOO 

Annex  on  the  quay   19, 000 

Boiler  houses   17,000 

Pumping  stations   18, 000- 

Annex  on  the  Champs  de  Mars   8, 000 

Megy's  pavilion   1,000 

Serpolet  boiler  house   1 , 000- 


Total   124,000 


This  does  not  include  the  space  occupied  by  the  thirty-two  large 
steam  engines  and  numerous  gas  engines  employed  for  driving  the 
shafting  and  special  exhibits,  nor  that  required  to  accommodate  the 
lines  of  shafting,  the  pumping  apparatus  for  the  Eiffel  Tower,  and 
the  numerous  elevators  in  the  tower,  Trocadero,  Machinery  Hall, 
etc.  It  may  be  assumed  that  Class  62  alone  required  one-seventh  of 
all  the  space  devoted  to  the  eighteen  classes  which  composed  the 
sixth  group. 

(2)  In  the  United  States  section  the  display  in  this  class  was  not 
extensive;  the  quality,  however,  was  good — a  fact  attested  by  the 
number  and  value  of  the  awards  the  jury  felt  justified  in  giving  to 
our  exhibitors.  Out  of  677  catalogued  exhibitors  from  all  countries, 
only  34,  or  about  one-twentieth  of  the  whole  number,  were  from 
the  United  States.  These  exhibitors  received  1  grand  prize  out  of 
a  total  of  16  awarded,  7  gold  medals  out  of  73,  and  in  all  26  awards 
of  different  kinds. 

The  grand  prize  was  given  to  the  Worthington  Pumping  Engine 
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Company,  New  York ;  the  gold  medals  to  the  American  Elevator 
Company,  New  York;  Armington  &  Sims,  Providence,  Rhode 
Island;  C.  H.  Brown  &  Co.,  Fitchburg,  Massachusetts;  Crosb}' 
Steam  Gauge  and  Valve  Company,  Boston,  Massachusetts ;  Otis 
Bros>&  Co.,  New  York;  Straight  Line  Engine  Company,  Syracuse, 
New  York ;  and  Jerome  Wheelock,  Worcester,  Massachusetts. 

Another  of  the  grand  prizes  was  awarded  to  the  English  repre- 
sentatives of  the  firm  of  Babcock  &  Wilcox,  of  New  York,  and  yet 
another  to  a  French  firm  for  steam  engines  manufactured  under 
licenses  from  Corliss  &  Wheelock  ;  while  four  other  manufacturers 
of  engines  originally  patented  by  citizens  of  the  United  States  were 
represented  on  the  juries,  and  thus  held  posts  of  honor  which  pre- 
vented them  from  competing  for  awards. 

(3)  The  jury  for  Class  52  consisted  of  twenty  members,  thirteen 
of  whom  were  from  France,  two  each  from  Belgium,  Great  Britain, 

.  and  the  United  States,  and  t)ne  from  Switzerland.  In  examining  the 
exhibits  for  the  purpose  of  making  the  awards  the  jury  estimated 
their  comparative  values  and  rated  them  according  to  a  numerical 
scale  ranging  from  0  to  20.  A  definite  numerical  value  was  also 
given  to  each  of  the  five  varieties  of  awards,  which  were  distributed 
in  accordance  with  the  valuation  of  the  exhibits;  the  ratings  which 
entitled  the  exhibits  to  the  particular  awards  being  as  follows : 

20  to  19,  a  grand  prize. 

18  to  17,  a  gold  medal. 

16  to  15,  a  silver  medal. 

14  to  13,  a  bronze  medal. 

12  to  11,  honorable  mention. 

Exhibits  rated  below  11  failed  to  receive  an  award. 

In  this  class,  twentj^-'eight  of  the  most  prominent  French  exhib- 
itors, and  one  from  Switzerland,  were  placed  out  of  competition  be- 
cause of  their  positions  as  members  of  juries.  A  careful  comparison 
of  the  exhibits  thus  deprived  of  awards  with  those  of  a  similar  char- 
acter which  received  them,  shows  that  it  is  fair  to  assume  that  ten 
of  these  noncompeting  exhibitors  would  have  been  entitled  to  grand 
prizes,  and  the  others  to  gold  medals. 

(4)  The  following  table  shows  the  distribution  of  awards  to  exhib- 
itors of  various  nationalities : 


Awards. 

France. 

Bel- 
gium. 

Great 
Britain. 

2 
5 
6 
10 
10 

Switz- 
erland. 

United 

biaies,  1  tries. 

Total 

8 

52 
98 
89 
97 

2 
6 
6 
9 
9 

2 
2 
4 
3 
1 

1 

1  1  

15 
73 
113 
126 
134 

7.  2 
4  !  

-      12  1  8 
2  1  15 

839 

81 

83 

12 

26  j  20 

461 

469 

42  63 

! 

17 

84  1  52 
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To  these  should  be  added  the  estimated  awards  for  noiicompeting 
exhibitors:  For  France,  ten  grand  prizes  and  eighteen  gold  medals, 
and  for  Switzerland  one  gold  medal. 

If  we  give  to  the  different  awards  for  each  country  the  values 
assigned  them  by  the  class  jury,  and  divide  the  sum  of  the  values 
thus  obtained  by  the  number  of  exhibitors  in  each  section,  the  rela- 
tive standing  of  the  several  countries,  as  determined  by  this  estimate 


of  the  mean  value  of  the  exhibits,  is :  ^ 

Switaserland  1.55 

France  1.54 

United  States  1.54 

Belgium  1.48 

Great  Britain  1.00 

If  the  values  adopted  by  Mr.  Hering  for  the  awards  in  Class  62  were 
used,  the  standing  would  be : 

Switzerland  .•  2. 44 

France  1.55 

United  States  1.55 

Belgium  1.47 

Great  Britain  1.00 

If,  finally,  we  estimate  the  relative  importance  of  the  collective  ex- 
hibits by  comparing  the  whole  number  of  the  awards,  without  refer- 
ence to  their  value,  with  the  number  of  exhibitors,  the  standing  is : 

France  1.48 

United  States  1.46 

Switzerland   1.46 

Belgium  1.41 

Great  Britain  1.00 


(5)  The  descriptive  title  given  to  Class  52,  General  mechanics," 
hardly  indicates  the  ground  it  covers,  which,  indeed,  is  diflScult  to  de- 
fine. The  other  classes  related  to  specific  manufactures,  industries, 
or  trades,  while  to  Class  52  were  assigned  machines,  apparatus,  and 
objects  which  are  adapted  for  the  use  of  the  mechanical  engineer  in 
general  work,  in  distinction  from  special. 

The  subjects  to  which  such  machines  and  objects  relate  are  given  in 
some  detail  in  the  prospectus  of  the  French  official  classification,  a 
translation  of  which  will  be  found  in  the  first  volume  of  these  reports. 
Nearly  all  may,  however,  be  advantageously  grouped  under  the  fol- 
lowing more  general  heads: 

I.  Prime  movers,  their  accessories  and  appliances, 
n.  Steam  generators  and  condensers,  their  parts,  and  accessories. 

Apparatus  for  moving,  forcing,  and  obtaining  force  from  water  and  air. 
Machines  for  lifting  and  shifting  heavy  loads. 

Apparatus  and  parts  of  mechanism  for  transmitting,  modifying,  and  regulating 
motion  and  power, 

VI.  Apparatus  and  instruments  for  measuring  weight,  speed,  pressure,  and  power, 
and  meters  for  measuring  fluids. 
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VII.  Printed  publications  relating  to  general  mechanical  engineering,  and  to  tech- 
nology. 

VIII.  Apparatus  and  material  for  navigating  the  air. 

The  last  heading  relates  to  a  subject,  which,  like  marine  engineer- 
ing, is  more  special  than  general,  but  was  included  in  this  class  for 
lack  of  another  place  for  it.  As  technical  literature  did  not  find  a 
place  elsewhere,  it  was  put,  with  engineering  literature,  in  this  class. 

Class  52,  however,  was  not  intended  to  receive  all  the  exhibits  which 
might  come  under  these  general  divisions ;  those  only  were  assigned 
to  it  which  had  no  special  adaptability  for  a  single  industry,  art,  or 
special  branch  of  engineering;  and,  farther,  motors  and  other  ma- 
chinery of  a  general  kind  in  which  electricity  played  an  important 
part  did  not  find  place  in  this  class,  but  were  assigned  to  Class  62. 

A  few  examples  will  illustrate  the  principles  applied  in  admitting 
some  exhibits  of  a  certain  class  of  objects  and  rejecting  others  of  the 
same  type  which  differed  from  the  former  only  in  certain  modifica- 
tions, which,  while  they  did  not  prevent  or  even  lessen  the  utility  of 
the  object  for  general  use,  were  yet  intended  to  fit  it  for  a  more  spe- 
cial application. 

Steam  engines  in  general  belonged  in  Class  52,  but  marine  engines 
were  assigned  to  Class  65  (Navigation  and  Life  Saving),  and  steam 
fire  engines,  to  the  same  class.  Only  a  few  of  the  many  portable  en- 
gines were  admitted  to  Class  52,  for  the  greater  number  had  special 
features  which  rendered  them  particularly  useful  for  agricultural 
work,  and  were  properly  included  in  Class  49. 

Pumps  for  general  use  came  into  Class  52,  while  fire  pumps  were 
placed  in  Class  65,  and  pumps  for  agricultural  use,  in  Class  49. 

Apparatus  for  utilizing  compressed  air  for  general  motive  power 
was  in  Class  52,  but  many  air  compressors  were  transferred  to  Class 
48,  as  they  were  fitted  for  use  chiefly  in  mining  and  metallurgy ;  and 
some  to  Class  50,  which  contained  ice  machines. 

Balloons  in  general  were  shown  in  Class  52,  but  some  large  bal- 
loons designed  for  military  reconnaissance  were  exhibited  in  Class  65. 

Windmills  which  were  combined  with  pumps  for  irrigation  were 
in  Class  49,  while  other  kinds  appeared  in  Class  52. 

The  French  authorities  were  exceedingly  judicious  in  their  classifi- 
cation of  the  exhibits,  and  showed  rare  judgment  in  their  distribu- 
tion to  the  various  classes. 

(6)  A  point  worthy  of  notice  in  connection  with  the  jury  work  in 
Class  52  is  the  character  of  the  written  or  printed  circulars  of  infor- 
mation furnished  by  the  French  exhibitors  to  the  members  of  the 
jury  of  awards.  They  were  in  most  cases  very  complete  and  satis- 
factory, and  in  some  instances  no  pains  were  spared  by  the  exhibitors 
to  give  the  fullest  possible  explanation  of  their  exhibits,  by  means  of 
drawings  and  clearly  printed  descriptions,  accompanied  by  state- 
ments setting  forth  the  special  features  of  the  objects  and  their 


Digitized  by  Google 


GENERAL  MECHANICS. 


75 


claims  to  attention.  These  presentations  were  noticeable  for  their 
clearness  and  good  form. 

Usually  twenty  copies  of  these  documents,  one  for  each  member 
of  the  jury,  were  furnished  by  the  exhibitor,  and  thus  each  juror 
was  enabled  to  understand  quickly  what  he  was  shown  at  the  time 
of  the  jury's  visit  to  the  exhibit,  and  to  act  intelligently  in  determin- 
ing its  merits. 

This  desirable  feature  was  the  result  of  the  efforts  of  the  French 
authorities  to  remedy  diflBculties  which  had  been  experienced  in  all 
previous  expositions.  They  endeavored  to  have  the  exhibitor  under- 
stand that  the  manner  in  which  his  case  was  presented  to  the  jury  of 
awards  could  not  fail  to  have  its  effect  upon  the  decision  reached, 
which  must,  to  a  great  extent,  be  based  upon  knowledge  obtained 
before  the  visit  of  inspection,  rather  than  upon  information  gathered 
during  the  necessarily  limited  time  that  could  be  devoted  to  the  ex- 
amination of  the  exhibit. 

The  Belgian  exhibitors  followed  the  course  of  the  French  in  this 
particular,  but  those  of  other  countries  were  less  generally  and  fully 
prepared  with  such  descriptions ;  a  deficiency  for  which  the  French 
members  of  the  jury  generously  made  allowance,  and  which  they 
counterbalanced  by  more  prolonged  and  patient  personal  examina- 
tions of  the  exhibits  themselves,  and  by  listening  to  such  advocacy 
of  them  as  the  jurors  representing  those  countries  could  give. 

In  future  expositions  important  advaiitages  may  be  gained  by  the 
adoption  and  development  of  the  system  suggested  by  this  example. 
The  formal  statement  usually  filed  by  an  exhibitor,  often  consisting 
of  obscurely  expressed  answers  written  indistinctly  in  the  blank 
spaces  of  a  list  of  printed  questions — alike  for  all  the  exhibitors  of 
a  class — should  be  supplemented  by  a  more  precise  explanation  of  the 
distinctive  features  of  the  exhibit,  and  its  claims  to  importance,  as 
shown  by  the  extent  to  which  the  articles  exhibited  have  been  intro- 
duced into  public  use,  or  by  records  of  the  results  of  such  tests  of 
their  excellence  as  may  have  been  made.  This  should  be  concisely 
but  clearly  presented,  with  suitable  illustrations  when  the  subject 
admits  of  them,  so  that  the  exhibitor's  case  may  be  set  in  a  proper 
light  before  those  whose  duty  it  is  to  pass  judgment  upon  it.  The 
decisions  respecting  awards  can  then  be  made  intelligently  and  satis- 
factorily, and  much  valuable  information  be  collected  which  might 
otherwise  be  withheld.  Each  exhibitor  should  be  made  to  under- 
stand that,  as  a  competitor  for  recognition  or  award,  it  is  for  his 
interest  to  furnish  a  proper  presentation  of  his  case. 

The  remarks  made  in  the  general  review  of  the  sixth  group,  re- 
specting the  scarcity  of  new  inventions  which  piomise  to  be  of  any 
considerable  importance,  and  the  absence  of  those  that  are  likely  to 
revolutionize  present  practice  or  methods,  apply  with  force  to  the 
display  in  Class  52.    Many  of  the  exhibits  were  remarkable  for  their 


Digitized  by 


76 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


extent,  and  the  excellent  design  and  workmanship  of  the  objects 
shown,  but,  with  few  exceptions,  there  was  little  to  be  found  which 
was  new  or  instructive. 

In  the  report  on  this  class  no  attempt  is  made  to  mention  any  large 
proportion  of  the  exhibits  displayed.  Only  a  few  which  presented 
features  of  special  interest  are  described,  and  the  distinctive  char- 
^  acteristics  of  some  others  mentioned,  in  cases  where  the  reputation 
of  the  exhibitor,  or  the  relation  of  the  object  exhibited  to  similar  ma- 
chines known  in  the  United  States,  makes  it  desirable  to  ijefer  to  it. 

The  immense  number  and  variety  of  the  objects  displayed  made 
it  impossible  to  avoid  leaving  unnoticed  many  which  were  undoubt- 
edly quite  as  interesting  and  important  as  some  that  are  described. 
It  was  necessary  to  make  a  selection  of  such  subjects  as  could  be  best 
dealt  with  under  the  circumstances  which  limited  the  time  and  re- 
sources of  the  reporter. 

II. — Steam  boilers. 

(7)  Sectional  steam  boilers. — In  the  display  of  steam  generators 
which  the  Exposition  presented,  boilers  of  the  tubulous  sectional 
type  were  far  more  numerous  than  all  other  forms  together.*  A 
large  proportion  of  the  steam  employed  for  different  purposes  in 
Machinery  Hall  was  supplied  by  boilers  of  this  kind,  those  in  active 
operation  representing  3,000  horse-power  in  steam  actually  supplied, 
and  a  total  steaming  capacity  of  more  than  5,000  horse-power. 

The  number  and  variety  of  the  exhibits  of  this  type  of  boiler,  the 
extent  to  which  capital  is  invested  in  their  manufacture,  and  the 
enactment  of  laws  which  enforce  their  use  in  certain  cases,  indicate 
a  tendency  toward  their  very  general  adoption  in  Europe. 

The  growing  demand  for  steam  pressures  much  higher  than  those 
hitherto  generally  employed,  and  the  peculiar  adaptation  of  the 
tubulous  steam  generator  for  use  under  this  condition,  is  one  of  the 
chief  reasons  for  its  approval,  but  the  increased  use  of  elevators,  and 
the  introduction  of  isolated  plants  for  electric  lighting,  which  have 
brought  about  the  more  general  employment  of  steam  power  in  large 
and  valuable  buildings  and  its  wider  introduction  in  cities,  in  dis- 
tricts devoted  to  dwellings,  have  also  tended  to  extend  the  adoption 
of  a  form  of  boiler  in  which  safety  from  destructive  explosion  is  the 
quality  most  valued. 

The  influence  which  the  introduction  of  sectional  boilers  in  the 
United  States  has  had  upon  their  adoption  in  Europe  may  also  very 
properly  be  referred  to  here :  The  immediate  causes  for  the  present 

*  The  term  tubulous  boiler  is  applied  to  a  kind  compoeed  chiefly  of  tubes  which 
contain  the  water  to  be  evaporated  and  are  surrounded  by  the  flame  and  hot  gases, 
in  distinction  from  a  tubtdar  boiler,  which  consists  of  a  shell  containing  the  water 
and  traversed  by  tubes  which  form  flues  for  the  hot  gases  and  are  surrounded  by 
the  water. 
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demand  for  a  type  of  boiler  possessing  the  qualities  specified  have 
been  suggested,  but  the  extensive  and  rapidly  increasing  use  of  the 
sectional  boiler  in  England  and  on  the  Continent  has  undoubtedly 
been  greatly  hastened  by  the  fact  that  Harrison,  Root,  and  notably 
Babcock  &  Wilcox,  long  since  made  a  practical  and  commercial  suc- 
cess of  this  general  type  of  steam  generator  in  the  United  States,  thus 
demonstrating  its  value.  The  enterprise  of  the  last-mentioned  firm 
has  so  extended  the  use  of  water-tube  boilers  as  to  popularize  them  to 
a  degree  which  has  made  the  type  favorably  known  all  over  the 
world. 

Fortunately,  in  tubulous  boilei*s  of  the  best  type,  an  immunity  from 
the  danger  of  widespread  destruction  of  property  or  life,  in  case  of 
accident  to  the  boiler,  is  secured  without  the  sacrifice,  to  a  serious 
extent,  of  other  necessary  or  desirable  qualities. 

It  is  well  known  that  the  frightfully  disastrous  effects  which  some- 
times result  from  the  explosion  of  a  boiler  which  contains  a  large 
quantity  of  water,  are  produced  by  the  breaking  open  of  the  boiler  in 
such  a  way  as  to  instantly  set  free  the  entire  contents,  and  thus  per- 
mit the  sudden  destructive  action  of  the  energy  which,  before,  was 
pent  up  in  the  large  mass  of  highly  heated  water  the  boiler  contained. 
The  amount  of  this  energy  is  in  almost  direct  proportion  to  the 
quantity  of  the  water  and  to  its  temperature,  but  the  suddenness  of 
the  application  of  the  power  developed  is  the  most  important  factor 
in  the  result  of  an  explosion  of  the  character  refeiTed  to.  The  vol- 
ume of  steam  which  is  suddenly  generated  from  a  large  mass  of 
highly  heated  water  instantaneously  relieved  from  confinement  is 
enormous,  and  yet  this  steam  possesses  for  a  short  time  suflScient 
pressure  to  wreck  the  structure  it  penetrates,  while  the  energy  sud- 
denly developed  by  the  explosion  is  sufficient  to  project  large  frag- 
ments of  the  ruins  to  a  distance.  On  the  other  hand,  when  the  frac- 
ture of  a  boiler  is  of  such  a  character  as  to  permit  a  gradual  relief  of 
pressure,  the  pent-up  energy  developed  in  this  manner  is  dissipated 
gradually,  and  often  harmlessly. 

In  the  tubulous  sectional  boilers  shown  in  the  Exposition,  the 
features  which  are  to  be  noticed  in  considering  the  question  of  safety 
are: 

I.  Comparatively  small  water  capacity — not  exceeding  from  one- 
third  to  one-tenth  that  of  many  other  types  of  boilers  in  general  use. 

II.  The  division  of  a  great  proportion  of  this  water  into  small  por- 
tions, contained  in  numerous  small  receptacles  the  walls  of  which 
may  be  made  sufficiently  strong  without  requiring  such  thickness  as 
to  involve  their  injury  from  overheating. 

III.  Small  communications  between  the  different  receptacles,  and 
between  the  receptacles  and  the  steam  reservoir  of  the  boiler,  by 
which  the  instantaneous  escape  of  any  great  quantity  of  hot  water  is 
prevented *in  the  event  of  a  local  breakage. 
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IV.  Numerous  joints  where  the  parts  are  united,  affording  places 
at  which  yielding  under  excessive  pressure  may  occur  and  allow  a 
gradual  escape  of  the  contents  instead  of  its  sudden  release. 

Theory,  confirmed  by  experience,  shows  tliat  the  outflow  of  highly 
heated  water,  even  when  the  water  is  subjected  to  the  great  pressure 
which  is  due  to  its  high  temperature,  is  comparatively  slow  if  the 
escape  takes  place  through  orifices  of  moderate  size;  and,  if  such 
openings  are  the  only  kind  which  are  presented  when  the  rupture  of 
a  boiler  occurs,  the  escaping  contents  fail  to  produce  the  widespread 
ruin  so  much  dreaded  as  the  result  of  a  boiler  explosion.* 

*  When  an  outlet  is  opened  below  the  water  level  of  a  boiler  under  steam,  the 
water  which  issues  into  the  atmosphere  is  at  the  high  temperature  due  to  the  boiling 
point  which  corresponds  to  the  pressure  in  the  boiler. 

In  consequence  of  this,  a  portion  of  the  water,  varying  from  4  to  16  per  cent,  of 
the  whole,  depending  upon  the  pressure,  is  convei-ted  into  steam  when  it  reaches  the 
orifice,  where  the  pressure  necessarily  becomes  reduced  from  that  of  steam  in  the 
boiler  to  that  of  the  atmosphere  outside.  The  volume  of  the  steam  thus  generated 
is  great  compared  with  that  of  the  water,  and  the  steam  in  escaping  fills  the  orifice 
to  such  an  extent  that  the  outfiow  of  the  water  is  greatly  retarded.  This  fact,  which 
corresponds  with  conclusions  deduced  from  theoretical  considerations,  must  have 
been  observed  by  every  one  who  has  had  to  do  with  the  management  of  a  boiler,  as 
he  can  not  have  failed  to  notice  the  surprising  length  of  time  required  to  empty  a 
boiler  under  steam  when  the  blow-oflf  cock  is  opened  ;  for,  although,  from  the  high 
pressure  which  the  steam  exerts  on  the  water,  and  the  force  with  which  it  tends  to 
drive  it  out,  the  rapid  expulsion  of  the  water  might  be  expected,  yet  its  level  in  the 
boiler  is  lowered  but  slowly,  and  its  escape  is  gradual,  no  matter  how  great  the  steam 
pressure  may  be. 

Professor  Zeuner,  in  his  Warme  Theorie,  has  given  formulas  and  tables  for  the 
computation  of  the  outflow  which  will  take  place  from  a  boiler  under  steam  at 
various  pressures,  and  the  following  short  table,  giving  roughly  approximate  results, 
has  been  computed  from  his  formulas : 

Bate  of  discbarge  of  the  hot  ivater  of  a  steam  boUer  through  an  orifice  below  the 

toater  line. 

Steam  pressure  above  the 

atmosphere    20        60       100       150      pounds  per  square  inch. 

Rate  of  outflow  per  square 

inch  of  the  orifice   1.04      1.05      1.06      1.07  cubic  feet  per  minute. 

This  shows  that  the  contents  of  the  Jix)iler  escape  only  very  little  faster  when  the 
pressure  is  high  than  when  low.  The  higher  temperature  of  the  water  under  the 
greater  steam  pressure  causes  a  greater  volume  of  steam  to  be  generated  in  the  ori- 
fice than  is  produced  at  the  lower  pressure,  and  the  outflow  of  the  water  is  more 
obstruoted  in  consequence. 

Cold  water  subjected  to  the  same  pressure  would  be  discharged  many  times  more 
rapidly,  as  the  following  table  shows. 

Discharge  of  cold  water  under  pressure. 

Pressure   20       50      100      150       pounds  per  square  inch. 

Corresponding  head   46      115      230      846  feet. 

Discharge  per  square  inch  of 

orifice   15.9     25.1     35.5     43.5    cubic  feet  per  minute. 

The  discharge  given  in  these  tables  is  30  per  cent,  less  than  the  theoretical  dis- 
charge, this  allowance  having  been  made  for  friction,  contraction,  etc. 
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It  is  true  that  by  the  failure  of  one  or  more  of  the  sections  of  a 
tubulous  boiler  small  fragments  may  be  hurled  to  a  distance  and 
cause  damage  or  destroy  life,  or  the  escape  of  steam  may  do  injury 
by  scalding  persons  in  the  immediate  neighborhood  of  the  boiler, 
but  the  destruction  of  a  building  and  the  great  loss  of  life  which 
may  thus  be  entailed  are  not  to  be  feared  as  a  consequence  of  such 
an  accident. 

The  steam  reservoirs  or  drums  of  sectional  boilers  often  contain  a 
considerable  proportion  of  the  heated  water.  The  remarks  made 
above  do  not  apply  to  this  part  of  the  apparatus;  but,  as  the  reser- 
voir is  not  necessarily  subjected  to  intense  heat,  the  thickness  and 
strength  of  its  walls  may  be  made  as  great  as  is  necessary  to  secure 
strength,  and  the  effect  of  heat  upon  them  need  not  be  considered. 
The  reservoirs  are  generally  made  far  stronger  to  resist  bursting 
than  the  joints  at  the  connections  of  the  tubes  are  to  resist  yielding. 
Disastrous  explosions  of  such  reservoirs  of  sectional  boilers  have, 
however,  occurred. 

The  evaporative  efficiency  of  the  different  types  of  boilers  in  gen- 
eral use — that  is,  their  economy  with  respect  to  the  quantity  of  water 
evaporated  in  proportion  to  fuel  consumed — depends  chiefly  upon 
the  quantity  of  water  evaporated  in  a  given  time  by  a  given  extent 
of  heating  surface.  Under  the  conditions  usually  found,  the  econom- 
ical efficiency  diminishes  with  an  increase  in  the  rapidity  of  this 
evaporation.  Unless,  then,  the  general  arrangement  be  very  faulty, 
a  boiler  of  one  type  may  be  so  proportioned  as  to  be  as  economically 
efficient  as  a  boiler  of  another  type.  There  is,  however,  an  advan- 
tage in  this  respect  in  favor  of  boilers  having  furnaces  entirely  sur- 
rounded by  heating  surface,  that  is,  in  favor  of  internally  fired  boilers 
as  they  are  called,  of  which  the  locomotive,  marine,  and  Galloway 
boilers  are  examples  which  were  represented  in  the  Exposition.  In 
this  kind  the  economical  efficiency  is  somewhat  greater,  with  a  given 
rate  of  evaporation,  than  in  boilers  of  other  types,  because  a  larger 
proportion  of  the  heating  surface  is  favorably  situated  for  the  recep- 
tion of  radiant  heat  from  the  incandescent  fuel  and  flaming  gases,  and 
also  because  the  loss  of  heat  by  radiation  from  the  exterior  surfaces 
can  be  made  less  than  in  the  others. 

The  table  on  page  21  gives  certain  general  information  respect- 
ing the  boilers  used  to  supply  steam  for  the  Machinery  Hall.  The 
interesting  features  of  a  few  of  these  and  other  boilers  exhibited,  and 
some  facts  relating  to  their  use,  will  be  noticed,  but  no  attempt  will 
be  made  to  name  all  the  exhibitors  of  boilers,  and  many  of  the  ex- 
hibits which  may  merit  attention  will  have  to  remain  unnoticed,  the 
number  displayed  was  so  great. 

With  a  single  exception  the  sectional  boilers  shown  in  use  at  the 
Exposition  were  either  of  the  Root,  or  Babcock  &  Wilcox  tubulous 
type,  pure  and  simple,  or  else  more  or  less  close  imitations  of  these. 
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(8)  The  Babcock  &  Wilcox  boilers,'— These  were  exhibited  in  the 
British  section  by  the  Babcock  &  Wilcox  Company,  of  New  York 
and  Glasgow,  to  whom  a  grand  prize  was  awarded. 

The  general  arrangement  and  features  of  construction  of  these 
boilers,  as  they  are  made  in  the  United  States,  have  become  so  well 
known  through  their  extensive  introduction  that  it  is  unnecessary  to 
describe  them  here. 

Two  of  the  boilers  exhibited  by  this  firm  were  used  at  nearly  their 
full  capacity  for  supplying  steam  to  the  hall;  they  differed  from  the 
form  usually  seen  in  the  United  States  in  a  few  details  only,  but 
chiefly  in  having  all  the  connections  made  of  wrought  iron  instead  of 
cast  iron,  a  change  which  was  made  because  the  employment  of  cast 
metal  for  any  important  component  part  of  a  boiler  is  disapproved 
of,  and  in  some  cases  prohibited  by  law,  in  European  countries. 

The  nearly  vertical  connecting  pipes  or  headers,  of  rectangular 
cross  section,  by  which  the  adjacent  ends  of  the  inclined  water  tubes 
are  united  with  each  other  and  with  the  steam  and  water  reservoir, 
were  forged  in  a  single  piece  having  the  usual  undulating  or  sinuous 
form,  so  that  the  tubes  they  hold  are  staggered,  that  is,  so  that  tubes 
in  one  layer  lie  over  the  spaces  between  the  tubes  of  the  layer  next 
below. 

These  headers  at  each  end  of  the  tubes  communicate  directly  with 
the  bottom  of  the  reservoir  by  means  of  nearly  vertical  tubes  ex- 
panded into  the  tops  of  the  headers  and  fastened,  also  by  expanding, 
into  the  flat  bottom  of  a  wrought  iron  inverted  saddle  piece,  or  cross 
box  as  it  is  called,  which  extends  across  the  bottom  of  the  reservoir, 
near  each  end.  The  direct  communication  thus  afforded  between 
ends  of  the  inclined  water  tubes  and  the  interior  of  the  reservoir 
avoids  impediments  to  the  water  circulation. 

Fig.  1  is  a  longitudinal  sectional  view  of  the  front  end  of  the 
upper  part  of  the  boiler,  and  shows  the  cross  box  for  that  end  and 
the  way  the  headers  communicate  with  the  reservoir  by  means  of  it; 
and  Fig.  2  exhibits  a  front  view  of  the  boiler  with  part  of  the  front 
casting  removed  so  that  the  sinuous  form  of  the  wrouglit-iron  head- 
ers can  be  seen. 

The  headers  and  cross  boxes  are  forgings  of  remarkable  excel- 
lence, and  afford  good  examples  of  the  progress  which  has  been 
made  in  England  in  the  art  of  working  wrought  iron  and  steel ;  they 
illustrated  the  fact  that  the  production  in  these  materials  of  forms 
which  have  hitherto  been  made  only  of  cast  metal  is  now  practically 
carried  on  as  a  manufacture,  so  that  the  products  are  supplied  at  prices 
which  make  it  profitable  to  employ  them.  These  and  other  exam- 
ples of  admirably  executed  work  in  wrought  metal,  particularly  in 
metal  plates,  show  that  the  processes  and  apparatus  employed  by  the 
English  manufacturers  of  these  specialties  are  superior  to  those  in 
use  in  th©  United  States. 
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The  usual  hand  holes  in  the  fronts  of  the  headers,  opposite  the 
end  of  each  tube,  are  closed  by  hand-hole  plates  on  the  inside,  and 
disk-like  covers  on  the  outside,  which  are  seated  on  the  faces  of  the 
headers  and  clamped  in  place  by  means  of  wrought-iron  bolts.  The 
faces  of  the  cover  and  plate  are  dressed  and  the  seats  on  the  headers 
also  faced,  so  that  the  parts  are  in  contact,  metal  on  metal,  and  no 
destructible  packing  is  employed  for  making  the  joints  tight. 


F».  l.^Babcock  A  Wilooz  bofler.  Section 
of  upper  part  of  front  end. 


Pio.  2.— Front  view  of  the  Babcock  &  Wilcox 
boiler. 


A  test  of  the  steaming  capacity,  made  by  the  administration,  dem- 
onstrated that  the  boilers  of  the  set  exhibited  were  capable  of  yielding 
U,200  pounds  of  steam  hourly,  with  fuel  of  the  quality  obtainable 
at  the  time,  and  under  the  working  conditions.  This  gave  a  rate 
of  evaporation  of  about  4.4  pounds  of  water  per  hour  per  square  foot 
of  heating  surface  of  the  boilers  proper.  An  economizer  with  1,425 
square  feet  of  heating  surface,  placed  in  a  chamber  in  the  smoke 
flue,  was  used  in  connection  with  the  two  boilers. 

The  Babcock  &  Wilcox  Company,  in  the  printed  catalogues  which 
formed  part  of  the  evidence  presented  to  the  jury  of  Class  52,  gave  a 
H.  Ex.  410— VOL  III  6 
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list  of  about  4,000  of  their  boilers,  representing  nearly  half  a  million 
horse-power,  sold  in  the  last  fifteen  years ;  also  a  list  of  over  100 
boilers,  representing  more  than  15,000  horse-power,  sold  by  them  in 
the  first  three  months  of  1889  in  countries  other  than  the  United 
States. 

(9)  The  Root  holier. — Conrad  Knap  &  Co.,  of  London,  England, 
exhibited  in  operation  Knap's  improved  Root  boiler.*  To  indicate 
the  differences  between  the  various  modifications  of  the  Root  type 
of  boilers  shown  in  the  Exposition,  a  brief  description  of  Knap's 
boiler  is  given  first;  a  longitudinal  section  is  shown  by  Fig.  3. 


 r 

^^^^^ 

Fto.  8.~Kiiap'8  modification  of  Root's  boiler.  Longitudinal  section. 

A  number  of  pipe  elements,  all  inclined  in  one  direction,  as  in  the 
Babcock  &  Wilcox  boilers,  are  piled  one  above  another  in  vertical 
zigzag  rows,  a  single  vertical  row  of  elements  constituting  what  is 
called  a  section,  or  a  series.  A  number  of  these  sections  standing 
side  by  side  compose  the  entire  heating  surface  of  the  boiler,  and 
contain  the  greater  part  of  the  water  from  which  steam  is  generated. 
Each  element  of  a  section  communicates  with  those  next  above  and 

*The  Root  boiler  originated  in  the  United  States,  where  it  has  been  introduced 
extensively. 
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below  it  in  a  manner  that  will  be  described  later,  and  the  upper  front 
ends  of  all  the  sections  are  put  in  communication  with  each  other  by 
a  cross  pipe,  forming  a  steam  collector,  from  which  a  riser  leads  to  a 
large  cross  drum  or  steam  reservoir  located  above  the  boiler,  the 
place  of  entrance  of  the  riser  being  at  the  level  of  the  surface  of  the 
hot  water  which  partly  fills  the  reservoir.  The  lower  rear  ends  of 
the  bottom  elements  of  the  sections  are  also  united  by  a  cross  pipe 
forming  a  hot- water  collector,  the  two  ends  of  which  turn  upward 
and  enter  the  bottom  of  the  reservoir.  An  element  of  the  boiler 
consists  of  a  single  5-inch  tube  11  feet  long,  having  at  each  end  a 
cast  metal  mouth  piece,  or  junction  box,  with  two  circular  apertures 
in  its  face.  The  end  of  the  tube  is  fastened  in  the  box  by  expand- 
ing. The  outer  faces  of  the  boxes  are  rectangular  and  lie  one  upon 
another.  The  elements  of  a  section  thus  piled  are  united  by  return 
bends  which  slant  right  and  left  alternately  and  connect  the  apertures 
of  each  box  with  those  of  the  boxes  lying  next  above  and  below  it ; 
as  shown  in  Figs.  4  and  5,  which  represent,  respectively,  an  end  view 
of  three  elements,  and  a  sectional  view  of  their  ends. 


Fig.  4.— Bind  view  of  Fio.  6.— Section  of  the  endsof  three 

three  elements.  elements. 


The  joints  between  the  mouths  of  the  return  bends  and  boxes  are 
formed  by  short  pipe  nipples,  A,  which  are  turned  tapering  at  each 
end  and  fit  accurately  inio  the  mouths,  which  are  smoothly  bored. 
Four  bolts  in  the  comers  of  the  return  bends  afford  means  for  forc- 
ing the  nipples  into  the  mouths  and  clamping  them  in  place. 

The  front  end  of  the  uppermost  element  of  each  section  is  united 
to  the  steam  collector  above  it  by  one  of  the  return  bends,  and  the* 
back  end  of  the  lowest  element  is  connected  with  the  hot- water  col- 
lector bene  ith  it  by  an  elbow,  all  these  joints  being  made  by  means 
of  the  tapering  nipples. 

The  tapering  nipples  are  bulged  in  the  middle  so  that  a  single 
corrugation  is  formed  around  them.  This  corrugation  of  the  nipple 
is  the  novel  feature  of  the  joints  of  the  Knap  boiler;  it  makes  the 
joint  somewhat  elastic  and  serves  to  secure  permanent  tightness. 
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Access  may  be  had  to  the  interior  of  a  tube  by  removing  a  return 
bend,  and,  if  repairs  are  needed,  any  single  element  or  section  can  be 
removed  and  replaced  quickly  by  loosening  a  few  bolts. 

The  feed  water  is  delivered  into  the  reservoir  at  the  place  where 
the  hot  water  and  steam  from  the  tubes  enter  it;  its  water  is  thus 
instantly  heated  to  a  high  temperature,  which  occasions  the  deposi- 
tion in  the  reservoir  of  certain  salts  of  lime  and  magnesia  liable  to 
be  contained  in  the  water,  their  action  in  forming  scale  in  the  tubes 
being  thus  prevented. 

One  of  the  boilers  exhibited  was  set  in  brickwork ;  another  smaller 
boiler  of  portable  form  was  cased  with  brick-lined  plates.  They 
were  good  specimens  of  workmanship. 

(10)  The  De  Nayer  boilers. — Messrs.  De  Nayer  &  Co.,  of  Wille- 
broeck,  Belgium,  had  in  operation  a  battery  of  six  boilers  of  excel- 
lent appearance  and  careful  construction. 

The  performance  of  these  boilers  in  supplying  a  large  quantity  of 
steam  for  the  Belgian,  Swiss,  and  French  sections  in  Machinery 
Hall  was  exceedingly  satisfactory. 

The  capacity  of  the  boilers  was  tested  by  the  administration  of  the 
Exposition,  and  the  six  boilers  were  found  capable  of  evaporating 
36,500  pounds  of  water  per  hour  under  the  usual  working  conditions. 

The  form  and  structural  features  of  this  boiler  are  essentially  like 
those  of  the  Root  boiler  shown  in  Fig.  3  and  just  described. 

It  consists  of  inclined  tube  elements  united  by  return  bends  and 
communicating  with  a  steam  reservoir  above  the  boiler  by  means  of 
risers  leading  from  cross  pipes  which  form  collectors  for  steam  and 
hot  water.  The  steam  reservoir,  however,  lies  lengthwise  of  the 
boiler  instead  of  crosswise. 

An  element  of  this  boiler,  instead  of  being  a  single  tube,  consists 
of  two  parallel  5-inch  tubes  coupled  at  each  end  by  rectangular 
headers,  or  junction  boxes,  in  which  the  slightly  tapering  ends  of 
the  tubes  are  made  fast  by  having  been  forced  into  the  tube  holes 
and  expanded  in  them.  Each  junction  box  has  two  apertures  or 
mouths  in  its  outer  face,  in  line  with  the  tubes.  The  elements  are 
piled  flatwise  one  upon  another,  and  coupled  to  the  elements  next 
above  and  below  by  return  bends,  in  the  manner  shown  by  Figs,  d 
and  7. 

Pipe  nipples,  A,  with  tapering  ends  are  used  in  this  boiler,  as  in 
the  Root  boiler,  to  form  the  joints  between  the  boxes  and  return 
bends ;  but  the  nipples  are  without  the  corrugation  used  in  the  Knap 
joint. 

The  return  bends  are  clamped  to  the  junction  boxes  by  a  single 
bolt  and  a  brace  which  bears  on  the  backs  of  the  bends. 

The  steam  reservoir  contains  but  little  hot  water,  for  steam  is  set 
free  in  the  tubes,  and  discharged  into  the  reservoir  above  the  surface 
of  the  water.    The  hot  water  descends  from  near  the  bottom  of  the 
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reservoir  to  the  cross  collector  beneath  the  back  ends  of  the  lowest 
water  tubes.  The  steam  is  dried  by  being  forced  to  pursue  a  cir- 
cuitous course,  with  sudden  changes  of  direction,  in  its  discharge 


Fios.  0  and  7.— Horizontal  aectioQ  of  a  single  element,  and  end  view  of  four  elements  of  the  De 
Nayer  boiler. 


from  the  reservoir,  the  deposit  of  the  moisture  taking  place  on  the 
surfaces  which  deflect  the  flow  of  the  steam. 


Figs.  S  and  9.— The  Roeer  boiler. 
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The  De  N ayer  boilers  are  used  extensively  in  Belgium  and  France, 
and  their  use  is  increasing.  A  grand  prize  was  awarded  for  the 
exhibit. 

(11)  The  Roser  boiler. — Five  boilers  exhibited  by  N.  Roser,  pf  St. 
Denis,  France,  were  employed  to  furnish  steam  for  sections  in 
Machinery  Hall,  and  seven  others  were  in  use  in  different  parts  of 


Fio.  10.— View  of  two  elements  of  a  Belleville  boiler,  with  their  connections.  Stationary  type. 

the  Exposition;  over  2,000  horse-power  in  all.  Two  kinds  were 
exhibited.  Figs.  8  and  9  show  one  form,  in  which  the  hot  gases 
after  passing  around  the  water  tubes  return  through  smaller  fire 
tubes,  which  pass  through  the  axes  of  the  water  tubes.  In  another 
kind  the  return  fire  tubes  are  omitted  and  the  water  tubes  made  long 
enough  to  furnish  the  required  surface. 
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It  will  be  seen  that  this  boiler  is  a  combination  of  the  Babcock  & 
Wilcox,  and  Root  types,  with  the  return  fire  tubes  added  in  one  of  the 
forms.  The  tubes  are  in  vertical  rows  and  not  staggered;  an  arrange- 
ment which  is  not  favorable  for  efficiency. 


Fio.  ll.—BeUeTiDe  boHer,  stationary  type,  with  parts  of  the  setting  removed. 

• 

(12)  The  Belleville  boilers. — These  were  exhibited  by  J.  Belleville 
&  Co.,  St.  Denis,  Seine,  France,  and,  in  extent,  formed  the  most  im- 
portant of  the  boiler  exhibits.    There  were  four  distinct  displays: 

I.  A  group  of  boilers  of  1,000  horse-power,  furnishing  steam  for 
Machinery  Hall. 

IL  A  group  of  700  horse-power,  in  use  for  the  central  electrical 
station. 
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III.  One  of  eight  groups  of  marine  boilers,  for  a  naval  cruiser  of 
8,000  horse-power. 

IV.  A  large  number  of  marine,  stationary,  and  portable  boilers, 
set  up  in  Machinery  Hall  and  in  the  building  for  maritime  exhibits, 
but  not  in  operation. 

The  Belleville  boiler  has  attracted  much  atten- 
tion in  France,  and  in  detail  is  essentially  different 
from  the  other  boilers  exhibited. 

Figs.  10  and  11  show  a  stationary  boiler  in  which 
the  characteristic  features  may  be  seen. 

An  element  consists  of  a  double  vertical  row  of 
nearly  horizontal  pipes,  G,  united  by  return  bends, 
called  **  junction  boxes,"  which  connect  the  end  of 
one  tube  with  the  adjacent  end  of  the  tube  next 
to  it  in  such  a  manner  that  the  element  takes  the 
form  of  a  continuous  pipe  doubled  upon  itself  so  as 
to  constitute  a  narrow  flat-sided  coil.    See  Fig.  12. 
A  number  of  these  elements  stand,  side  by 
a  SLgii^S^nt'^oTth^  ^^^^y  directly  over  the  fire  grate,  K.    They  contain 
BeUeviUe  boiler.         nearly  all  the  water  there  is  in  the  boiler,  together 
with  a  portion  of  the  steam,  and  afford  the  entire  heating  surface. 

The  front  upper  end  of  each  elemental  coil  leads  directly  into  the 
bottom  of  a  small  cross  drum,  C,  above  them,  which  forms  a  steam 
receiver  supplementary  to  the  space  for  steam  afforded  by  the  upper 
folds  of  the  elements.  Beneath  the  front  lower  ends  of  the  elements 
is  a  cross  pipe,  F,  of  rectangular  cross  section,  forming  a  feed-water 
distributer  by  means  of  which  the  hot  water  is  distributed  to  the 
coils.  A  pii)e,  D,  descends  from  near  the  bottom  of  the  steam 
receiver,  C,  to  a  sediment  collector,  E,  which  stands  in  front  of  the 
boiler  at  one  side,  just  below  the  elements,  and  a  short  pipe  leads 
from  the  top  of  this  collector  into  the  feed- water  distributer,  F. 

The  feed  water  is  injected  into  the  lower  part  of  the  steam  re- 
ceiver C,  just  over  the  inlets  from  the  coils,  so  that  it  is  immediately 
brought  into  contact  with  the  hottest  products  of  the  boiler.  This 
causes  a  precipitation  of  salts  contained  in  the  water,  and  they  are 
carried  by  the  downward  circulation  through  the  pipe  D  into  the 
lower  part  of  the  sediment  collector  E,  from  which  the  sediment  can 
be  blown  out,  while  the  purified  water  is  delivered  to  the  distributer 
F  from  the  top  of  the  collector. 

The  steam  which  enters  the  receiver  C  from  the  elements  is  in  the 
condition  of  foam,  and  contains  a  large  proportion  of  water.  It 
impinges  against  a  shell  of  peculiar  form  inside  the  receiver  C,  and, 
being  driven  around  this  shell,  and  again  deflected  by  a  shelf  pro- 
jecting into  the  shell,  the  steam  eventually  finds  its  way  into  a  col- 
lecting pipe  through  which  it  is  drawn  off  in  a  dry  condition  even 
when  the  boiler  is  forced.    If  superheated  steam  is  desired  it  is 
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obtained  by  passing  the  steam  through  a  coil,  H,  which  is  exposed 
to  the  hot  gases. 

The  water  passes  to  each  coil  through  a  nipple  screwed  into  the 
top  of  the  distributer.  The  upper  end  of  the  nipple  is  tapering  and 
enters  a  bored  hole  in  the  bottom  of  the  lowest  junction  box,  the 
joint  being  made  tight  by  a  short  thin  steel  ferrule  around  the 
nipple,  which  makes  a  kind  of  packing  between  the  tapering  nipple 
and  the  edge  of  the  bored  hole.  A  single  bolt,  passing  through  an 
ear  projecting  from  the  face  of  the  junction  box,  and  also  through  a 
projecting  flange  on  the  distributer,  clamps  the  joint  tightly  enough 
to  maintain  it  steam  tight  under  the  greatest  pressures,  even  when 
the  bolt  is  tightened  by  the  fingers  alone,  and  yet  permits  sufficient 
yielding  to  accommodate  movements  produced  by  unequal  expansion 
of  the  elements.  By  removing  this  bolt,  and  two  others  at  the  flange 
joint  where  the  upper  end  of  the  coil  is  united  to  the  steam  collector — 
all  at  the  front  of  the  boiler  and  easily  accessible — the  element  can 
be  drawn  out  forward  and  a  new  one  be  put  in  to  replace  it,  the  ele- 
ments being  made  interchangeable  in  every  respect. 

The  joints  between  the  tubes  and  junction  boxes  are  screw  joints. 
Parallel  threads  are  cut  on  the  pipes,  and  the  joints  made  tight  by 
means  of  lock-nuts.  A  coupling  with  lock-nuts,  at  one  end  of  each 
tube,  permits  the  removal  of  any  tube  from  an  element  without  dis- 
turbing the  other  tubes. 

The  Belleville  boiler  contains  very  little  water  in  proportion  to  its 
steaming  capacity,  and  is,  therefore,  essentially  a  safety  boiler;  but 
this  feature  involves  the  inconvenience  of  a  certain  want  of  steadi- 
ness in  maintaining  the  water  level  constant  and  keeping  a  uniform 
steam  pressure  when  the  boiler  is  left  to  the  control  of  an  attendant. 
The  boiler  is,  however,  intended  to  be  worked  under  very  high  steam 
pressure — ^at  a  pressure,  in  fact,  which  greatly  exceeds  that  at  which 
the  steam  is  delivered  or  used ;  the  small  mass  of  water  in  the  boiler 
is,  therefore,  at  a  comparatively  high  temperature,  and  a  certain  store 
of  heat  is  thus  afforded,  which  is  drawn  upon,  replenished,  or  in- 
creased when  irregularities  of  steam  production  or  delivery  take 
place.  This  compensates  to  a  certain  extent  for  the  lack  of  water 
and  steam  capacity. 

To  remove  the  difficulty  which  would  be  involved  by  a  necessity 
for  the  constant  attention,  of  the  fireman,  the  following  automatic 
regulating  devices  have  been  provided  as  integral  parts  of  the  Belle- 
ville boiler:  An  automatic  damper  regulator,  shown  at  J  in  Fig.  11; 
a  feed-water  regulator,  B',  operated  by  a  counterpoised  solid  float  in 
the  water  column  B;  and  an  automatic  pressure  reducer,  not  shown. 

It  is  natural  that  critics  of  the  boilers  should  denounce  these  auto- 
matic devices,  as  innumerable  instances  of  failures  of  other  con- 
trivances for  the  same  purposes  form  a  part  of  the  experience  of 
every  engineer. 
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These  boilers,  however,  have  passed  beyond  the  experimental  stage^ 
for  they  have  been  in  use  in  France  during  many  years  and  are  highly 
praised  in  some  quarters,  particularly  in  some  branches  of  the  marine 
service  of  the  government. 

From  inf ornlation  obtained  from  reliable  sources  it  is  ascertained 
that  over  200  stationary  Belleville  boilers,  represent>.ng  30,000  horse- 
power, and  330  marine  boilers,  corresponding  to  35,000  horse-power, 
are  in  use.  The  greater  number  of  the  latter  are  used  in  the  French 
navy,  the  regulations  of  which  require  that  a  boiler  for  that  service 
shall  be  capable  of  operating  continuously  for  six  weeks  while  fed 
with  sea  water  only. 

The  jury  awarded  a  grand  prize  to  the  Belleville  Company. 

{13)  Shell  boilers. — Except  in  connection  with  portable  or  semi- 
portable  engines,  but  few  varieties  of  boilers  were  shown  that  had 
shells  of  considerable  diameter  in  which  the  water  was  evaporated, 
a  form  so  universally  known  and  generally  employed. 

Messrs.  Davy,  Paxman  &  Co.  exhibited  a  battery  of  nine  locomo- 
tive boilers  in  the  building  of  the  electrical  syndicate,  of  which  four 
were  employed  for  delivering  steam  to  the  United  States  section  in 
Machinery  Hall.  They  were  provided  with  the  Godillot  grate  and 
an  automatic  stoking  device,  but  otherwise  had  no  novel  features 
that  need  to  be  noticed;  A  few  other  important  exhibits  of  shell 
boilers  are  worthy  of  attention. 

(14)  The  Galloway  boilers. — W.  &  J.  Galloway  &  Sons,  Man- 
chester, England,  exhibited  in  the  British  section  of  Machinery  Hall 
a  partly  finished  boiler  of  their  well-known  type,  with  two  cylindri- 
cal furnaces  united  and  continued  by  a  broad  elliptical  flue,  braced 
by  Galloway's  cross  tubes,  which  afford  a  great  extent  of  exceedingly 
effective  heating  surface. 

The  boiler  that  was  exhibited  was  left  in  an  unfinished  condition 
to  show  its  internal  arrangement  and  the  features  of  its  construction; 
an  opportunity  was  thus  afforded  to  admire  the  excellent  workman- 
ship, and  the  perfection  with  which  the  difficult  flanging  at  the  ends 
of  the  cross  tubes  is  accomplished  by  the  system  of  machinery  and 
tools  employed  in  their  manufacture. 

Experiments  in  England  and  the  United  States  have  demonstrated 
a  very  high  economical  efficiency  for  these  boilers,  even  when  the 
rate  of  evaporation  is  great.  Their  general  excellence  is  attested  by 
the  fact  that  the  works  of  the  Messrs.  Galloway  doubtless  form  the 
largest  boiler-making  establishment  in  the  world.  Over  7,600  boil- 
ers of  the  Galloway  type  have  been  constructed  in  England,  and  338 
boilers,  weighing,  on  an  average,  11  tons  each,  have  been  turned  out 
from  the  Galloway  shops  in  a  single  year.  The  firm  keeps  in  stock 
from  30  to  50  boilers  ready  for  delivery. 

The  award  of  a  grand  prize  by  the  jurv  proved  their  appreciation 
of  the  importance  of  the  firm  and  the  value  of  its  productions. 
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The  boiler  is  manufactured  in  the  United  States  by  the  Edgemoor 
Iron  Company. 

(15)  IMac's  hoUer  with  Field  tubes. — L.  L.  Dulac  exhibited  a  novel 
boiler  set  in  brickwork,  from  which  steam  was  taken  for  Machinery 
Hall.  Other  boilers  of  the  same  type  were  shown  without  the  set- 
ting, to  exhibit  their  construction. 

A  view  of  this  boiler  is  given  in  Fig.  13. 


It  consists  of  two  vertical  cylindrical  shells,  of  unequal  height, 
united  by  a  horizontal  barrel.  The  shorter  vertical  shell  stands  in 
the  furnace,  over  the  grate,  and  is  provided  with  "Field "tubes 
hanging  from  its  bottom;  the  higher  shell,  at  the  back  of  the  boiler, 
stands  behind  the  furnace  bridge  wall  and  forms  a  mud  drum 
into  the  bottom  of  which  the  feed  water  is  pumped.  The  water  be- 
comes heated  gradually  as  it  rises  in  this  shell,  and  travels  forward 
toward  the  tubes  in  a  direction  opposed  to  the  current  of  the  hot 
gases. 

Each  of  the  Field  tubes  is  provided  with  a  device  for  preventing 
a  deposit  of  sediment  in  the  tube,  constructed  in  the  following 
way:  The  inner  pipe  of  the  tube  extends  to  a  considerable  height 
above  the  mouth  of  the  outer  pipe,  and  the  upper  part  of  the  inner 
tube  is  surrounded  by  a  can-like  receiver  of  considerably  larger  di- 
ameter than  the  pipe,  which  serves  as  a  receptacle  and  collector  for 
the  sediment  which  the  circulation  of  the  water  would  carry  down 
into  the  tube,  unless  prevented  in  some  manner^ 


Fio.  18.— Dulac's  boiler. 
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Fig.  14  is  a  section  of  one  of  the  tubes,  showing 
the  arrangement  of  the  sediment  collector. 

The  grate  of  this  boiler  was  inclined  at  an  angle 
of  about  45  degrees,  and  formed  in  steps,  the  fuel 
being  supplied  at  the  top  through  a  sort  of  lock 
consisting  of  a  box  of  segmental  shape  hinged  by 
its  lower  edge  to  the  boiler  front  casting,  and  tak- 
ing the  place  of  a  fire  door.  The  box  was  tipped 
forward  or  outward  to  be  filled  with  coal,  and  then 
tipped  inward  to  discharge  its  contents  on  the 
grate,  the  inclination  of  which  secured  a  favorable 
distribution  of  the  coal.  The  jury's  award  was  a 
gold  medal. 

(16)  BoUer  with  removable  furnace, — A  type  of 
boiler  much  used  in  parts  of  France  where  the 
water  is  hard,  was  set  up  and  used  in  the  boiler 
court  by  Messrs.  Weyher  &  Richemond  (Soci^t^ 
Centrale  Pantin),  for  supplying  steam  to  the  hall. 

It  is  an  internally  fired,  return  tube  boiler, 
constructed  in  such  a  way  that  the  furnace,  back 
connection,  and  tubes  can  be  easily  disconnected 
from  and  drawn  out  of  the  shell,  in  order  to  give 
free  access  to  all  these  parts,  and  to  the  interior,  for 
cleaning  or  repairing. 


TiQ.  14.— Field  tube  with 
sediment  collector;  Dulac's 
boiler. 


Fio.  15.— Stationary  boiler  with  removable  furnace.  Weyher  &  Richemond,  France. 

Fig.  15  shows  the  arrangement  of  the  particular  boiler  referred  to, 
with  the  furnace  drawn  out,  and  without  the  smoke  breeching,  while 
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Figs.  16  and  17  show,  respectively,  a  front  view  and  a  section  of  an- 
other boiler  having  similar  features,  in  which  all  the  parts  are  shown 
in  place. 

The  furnace,  the  return  tubes  which  surround  it,  and  the  back  con- 
nection are  all  attached  to  a  short  section  of  the  shell,  which  forms 
the  extreme  front  end  of  the  boiler  proper,  and  is  united  to  the  rest 
of  the  shell  by  means  of  flanges  which  form  a  girth  joint,  made  tight 
by  means  of  a  rubber  gasket  and  bolts. 

The  smoke  breeching  containing  the  furnace  doors  is  bolted  to  the 
front  of  the  boiler,  and  the  gases  from  the  tubes  pass  through  it  to  a 
smoke  pipe,  as  in  Fig.  17,  or  else  are  delivered  by  the  breeching  to 
a  flue  beneath  the  boiler,  as  would  be  the  case  in  the  boiler  set  in 
brickwork,  which  is  shown  by  Fig.  15. 


This  kind  of  boiler  was  shown  by  several  different  exhibitors  in 
the  French  section,  and  is  very  often  used  with  semi-portable  en- 
gines ;  a  brief  statement  of  the  performance  of  one  of  them  is  given 
in  this  report  in  connection  with  the  description  of  Weyher  &  Rich- 
mond's semi-portable  compound  engine. 

(17)  SerpoleVs  instantaneous  steam  generator, — This  is  a  novel 
kind  of  boiler  which  was  exhibited  in  several  forms  and  applica- 
tions by  the  Society  for  Serpolet's  System  of  Instantaneous  Steam 
Generators,  27  Rue  des  Cloys,  Paris. 

The  boiler,  as  now  constructed,  is  intended  for  engines  of  small 
power,  although  the  inventors  claim  that  their  experiments  indicate 
a  promise  of  the  successful  application  of  the  principle  to  larger 
sizes. 

An  element  of  the  boiler  consists  of  a  capillary  tube  formed  of  a 
thick  pipe  of  large  bore,  which  is  flattened  so  that  the  sides  of  the 
bore  nearly  touch  each  other,  a  cross  section  of  the  tube  showing 
the  capillary  opening  as  a  slit,  which  in  some  of  the  tubes  was 
scarcely  visible,  and  in  others  about  three  one-hundredths  of  an  inch 
wide.  See  Fig.  18. 


Fio.  16.— Front  view. 


r.  Fig.  17.— Section. 

Semi-portable  boiler  with  removable  furnace. 
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The  tube  is  variously  made.  In  some  examples  it  was  formed 
wholly  of  steel,  and  bent  into  a  flat  coil  (Figs.  18,  19,  and  20 
show  this  form);  in  others  the  coiled  tube  was  of  thick  copper,  and 


Fio.  IS.— Cross  section  of  a  tubular  element  of  Serpolet's  steam  generator. 

in  one  form  consisted  of  a  thin,  flattened  steel  tube  inclosed  in  a 
mass  of  cast  iron  which  was  formed  around  the  coiled  tube  by  cast- 
ing. 


Fio.  19.— Vertical  section  of  Serpolet's  steam  generator. 

The  length  of  the  tube  of  a  single  element  was  6^  to  7i  feet,  the 
width  of  the  capillary  slit  1^  to  2i  inches,  and  the  evaporating  sur- 
face 1.6  to  2}  square  feet. 

One  or  more  of  these  elements  are  placed  in  a  stove,  where  they  are 
highly  heated.  Figs.  19  and  20  show  a  boiler  consisting  of  a  single 
element,  and  Fig.  21  one  in  which  three  elements  are  placed  one  above 
another  and  coupled  together. 

When  water  is  forced  into  one  end  of  the  capillary  tube,  steam  in- 
stantly issues  from  the  other  end,  the  appearance  of  steam  occur- 
ring almost  simultaneously  with  the  injection  of  water,  and  ceasing 
as  soon  as  the  supply  of  water  stops;  facts  which,  it  is  claimed  by  the 
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inventors,  indicate  that  the  water  does  not  assume  the  spheroi- 
dal "  condition  when  in  contact  with  the  highly  heated  surfaces  of 
the  tube. 


I 

Flo.  ao.— CroeB  section  at  A  B  in  Fig.  19. 


Fw.  81.— Serpole^  steam  generator  with  three  elements. 


The  boiler  has  no  steam  receiver,  contains  almost  no  water,  has 
no  safety  valve  nor  steam  gauge,  and  there  is  no  stop  valve  nor 
throttle  valve  between  the  boiler  and  engine,  the  supply  of  steam 
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to  the  engine  being  regulated  entirely  by  the  quantity  of  water 
pumped  into  the  boiler.  A  few  strokes  of  a  small  hand  pump  serve 
to  start  the  production  of  steam  necessary  for  getting  the  engine  in 
motion,  after  which  water,  in  quantity  sufficient  to  maintain  steam  of 
the  required  pressure,  is  injected  continuously  by  a  feed  pump  driven 
by  the  engine.  The  action  of  this  feed  pump  was,  in  most  of  the 
exhibits,  regulated  by  a  centrifugal  governor,  connected  with  the 
pump  in  such  a  manner  as  to  regulate  the  length  of  the  stroke  of  the 
pump  plunger  in  accordance  with  the  demand  for  steam. 

A  single  tubular  element  of  the  smallest  size  is  used  for  an  engine 
of  1  horse-power,  one  of  the  larger  elements  for  1^  horse-power,  and 
several  elements  are  united  for  engines  of  greater  power.  The  weight 
of  a  small  element  of  thick  steel  pipe  is  about  70  pounds,  and  that  of 
one  of  the  cast-iron  elements,  described  above,  nearly  165  pounds. 
The  heat  stored  in  this  mass  of  metal  secures  a  certain  regularity  in 
the  production  of  steam  under  varying  conditions. 

The  Serpolet  Company  had  a  special  building  for  the  display  of 
their  boiler,  containing  a  number  of  examples,  and  they  also  exhib- 
ited a  steam  launch  on  the  Seine,  in  which  was  a  boiler  of  three  steel 
elements,  whose  evaporating  surface  was  4.8  square  feet,  external 
tube  surface  11  square  feet,  and  weight  515  pounds.  The  boat  was 
33  feet  long  by  4^  feet  beam,  and  a  speed  of  9  miles  per  hour  could 
be  maintained. 

A  steam  tricycle  for  two  persons  was  also  shown  in  operation. 

(18)  A  test  of  ' one  of  the  boilers  was  made  at  my  request,  and  in 
accordance  with  my  directions,  by  Mr.  Carl  Hering.  The  data,  con- 
ditions, and  results  of  this  test  were  as  follows  : 

The  boiler  was  of  a  size  which  is  built  and  sold  for  1  horse-power, 
and  embodied  a  single  element  made  of  a  thin  steel  capillary  pipe, 
coiled  and  inclosed  in  a  perforated  cast-iron  disk  having  corrugated 
edges. 

The  dimensions  of  the  boiler,  and  areas  of  the  surfaces  were  : 

Diameter  of  the  cast-iron  element  inches. .  17. 00 

Depth  of  the  cast-iron  element  do   8. 94 

Length  of  the  inclosed  capillary  tube  feet. .  7. 54 

Thickness  of  the  walls  of  this  tube  inches. .  0. 08 

Height  of  the  capillary  opening  do   2. 24 

Width  of  the  opening  do   0.035 

Weight  of  the  whole  element  pounds. .  164. 00 

Height  of  the  boiler  inches . .  85. 00 

Diameter  of  the  boiler  outside  do. . .  24. 00 

Diameter  of  the  grate  do. . . .  16. 14 

Area  of  grate  surface  square  feet . .  1 . 41 

Area  of  the  surface  of  the  inside  of  the  tube  (evaporating  surface),  .do. . . .  2. 80 
Area  of  the  outside  surface  of  the  cast-iron  element  (surface  exposed  to  the 

flame  and  hot  gases)    square  feet. .  6. 90 

The  steam  was  used  in  a  small  and  uneconomical  engine  which 
was  employed  to  run  a  dynamo,  and  the  power  delivered  at  the  belt 
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was  ascertained  by  electrical  measurements,  very  carefully  and  skill- 
fully made  by  Mr.  Hering;  but  it  is  not  necessary  to  give  the  results 
of  this  part  of  the  trial  in  dealing  with  questions  relating  to  the 
boiler ;  it  is  enough  to  say  that  the  power  was  in  excess  of  the  nomi- 
nal horse-power. 

A  pressure  gauge  was  applied  to  the  feed  pipe  as  well  as  to  the 
steam  pipe,  so  that  the  pressure  required  to- force  the  water  into  the 
ctipillary  pipe  could  be  observed. 

A  fresh  fire  was  started  about  an  hour  after  a  previous  fire  had 
been  drawn  from  the  furnace,  and  the  tubulous  element  was  so  far 
cooled  by  pumping  water  into  it,  that  steam  ceased  to  issue,  from  the 
outlet  and  water  appeared  instead.  The  test  was  commenced  about 
half  an  hour  (28  minutes)  after  the  new  fire  was  started,  and  was 
continued  during  4^  hours,  with  occasional  interruptions. 

Total  running  time,  3  hours  57  minutes. 

Data  atid  results, 
[Mean  of  the  observations.] 

Temperatures : 

Feed  water  deg.  F  .    43. 7 

Exhaust  steam  do . . .    275 . 0 

Chimney  gases  do        700. 0 

Pressures: 

In  steam  pipe  pounds  per  square  inch. .  112. 2 

In  feed  pipe  do  130.0 

Fuel: 

Coal  fed  to  furnace  pounds . .    52. 8 

Wood  for  kindling  do   6.6 

Coal  equivalent  to  this  wood,  say    do   2. 2 

Ashes  remaining  after  test  do   11.6 

Combustible  consumed,  total  do          43. 5 

Per  hour  of  running  time  : 

Total  do....  11.0 

Per  square  feet  of  grate  do  ...     7. 8 

Per  square  feet  of  evaporating  surface  do   3. 9 

Water  evaporated : 

Total  ,   do  ...  236.0 

Per  hour : 

Total  do....  59.7 

Per  square  feet  of  evaporating  surface  do. . . .   21. 3 

Per  pound  of  fuel    do   4. 29 

Per  pound  of  combustible  do   5. 42 

Equivalent  evaporation  from  and  at  212**  F.  per  pound  of  combustible, 

:  the  superheat  of  the  st  eam  pounds . .     6 . 59 


The  steam  was  superheated  to  such  a  degree  that  paper  touched 
to  the  steam  pipe  became  charred  in  a  few  seconds. 

It  is  not  known  whether  the  capillary  elements  can  be  made  dur- 
able, or  whether  in  continued  use  they  will  remain  unobstructed  by 
sediment. 

A  bronze  medal  was  awarded  by  the  jury. 
H.  Ex.  410— VOL  III  7 
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III.— Steam  engines. 

(19)  A  collection  of  engines,  representing  a  capacity  of  more  than 
10,000  horse-power,  were  grouped  in  the  space  devoted  exclusive] j''  to 
Class  52.  These  were  in  the  French  section  alone :  other  steam  en- 
gines were  shown  in  the  Belgian,  British,  Swiss,  and  United  States 
sections,  and,  besides  all  these,  the  thii-ty-two  large  isolated  en^^ines 
employed  in  driving  the  lines  of  shafting  were  included  in  the  ex- 
hibits assigned  to  Class  52.  Outside  of  this  class  were  also  a  num- 
ber of  portable  engines  adapted  for  agricultural  work,  and  a  very  few- 
marine  engines  of  small  size,  the  absence  of  marine  engines  being  a 
rather  remarkable  feature  of  the  display  in  steam  engineering. 

The  agricultural  engines  were  in  Class  49,  and  the  marine  engines 
found  their  place  in  Class  65. 

(20)  A  large  proportion  of  the  stationary  engines  were  of  the  com- 
pound type,  of  which  the  greater  number  were  coupled  engines  with 
cylinders  of  unequal  diameters.  Compound  semi-portable  and  porta- 
ble engines  were  also  shown;  in  fact  a  number  of  these  were  of  con- 
siderable size  and  adapted  for  working  with  a  high  degree  of  economy. 

The  following  table  shows  the  number  and  collective  power  of  the 
engines  and  the  number  that  were  compound.  This  table  includes 
the  thirty-two  isolated  engines,  the  capacities  of  which  are  given 
separately  in  the  table  of  engines  which  will  be  found  in  the  general 
notice  of  the  sixth  group. 

(21)  Table. —OompoMndami  noncortipound  steam  engines;  not  including  agricultural 

engines. 


Description  of  engines. 


20  horse-power  or  over: 

Compound  

Noncompound  

Less  than  10  horse-power, 
of  all  types  

Total  


Nearly  all  the  engines,  except  the  portable  engines,  were  fitted 
with  condensers  and  air  pumps;  condensation  being  more  generally 
employed  in  Europe  than  in  the  United  States,  and  used  for  engines 
of  even  very  moderate  power,  for  preventing  the  discharge  of  steam 
into  the  air,  if  not  for  obtaining  an  effective  vacuum. 

Steam  jackets  are  almost  universally  applied  to  all  cylinders,  of 
either  compound  or  noncompound  engines. 
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(22)  The  influence  that  the  practice  in  steam  engineering  in  the  ' 
United  States  has  had  upon  European  practice  has  already  been 
referred  to  in  the  quotation  from  Professor  Dwelshauvers,  in  the 
general  review  of  this  group;  it  was  certainly  marked.  The  very 
general  introduction  of  the  Corliss  cut-off  and  of  the  Corliss  type 
of  engine  in  various  forms,  was  a  noticeable  feature  of  the  display; 
the  Porter  governor  was  almost  universally  adopted,  and  was  ap- 
plied in  one  form  or  another  to  nearly  every  engine  having  a  gov- 
ernor detached  from  the  main  shaft;  and  many  of  the  high  speed 
engines  with  shaft  governors  embodied  features  originally  intro- 
duced in  the  Porter- Allen  engines. 

(23)  The  design  and  workmanship  of  the  great  number  of  en- 
gines exhibited  were  with  very  few  exceptions  excellent.  But  few 
novelties  were,  however,  noticed ;  even  in  details,  familiar  forms, 
perhaps  as  good  as  any  we  may  expect  to  reach,  are  i)erpetuated. 

A  few  monstrosities  were  seen,  but  on  the  whole  fewer  than  have 
hitherto  appeared  in  similar  great  collections. 

A  very  few  rotary  piston  engines  show  that  a  charm  still  attaches 
to  this  form,  and  a  remarkable  steam  turbine,  Parsons's,  gives  prom- 
ise of  a  possible  simple  solution  of  the  problem  of  a  direct  applica- 
tion of  steam  to  the  production  of  rotary  motion  with  satisfactorily 
economical  results. 

In  the  following  pages  a  few  only  of  the  engines  that  were  exhib- 
ited are  described. 

(24)  Weyher  &  RichevKyii(Vs  engines, — Messrs.  Weyher  &  Riche- 
mond  (Soci^td  Centrale),  of  Pantin,  near  Paris,  made  an  extensive 
exhibition  of  excellent  and  interesting  compound  engines,  many  of 
which  were  in  operation. 

The  first  to  be  noticed  are  their  vertical  triple-expansion  engines, 
one  of  which  was  employed  to  give  motion  to  the  machinery  of  Class 
50.  Fig.  22  shows  a  general  view  of  an  engine  of  this  kind  ;  Fig. 
23,  a  vertical  section  through  all  the  cylinders,  in  a  plane,  X  X, 
passing  through  the  axis  of  the  shaft ;  Fig.  24,  a  section,  in  a  hori- 
zontal plane,  Z  Z,  through  the  high-pressure  and  medium-pressure 
cylinders ;  Fig.  25,  a  vertical  section  through  the  medium-pressure 
cylinder  and  one  of  the  low-pressure  cylinders,  in  a  plane,  Y  Y, 
transverse  to  the  shaft. 

The  frame  is  of  the  form  usually  employed  for  marine  engines, 
and  the  machine  is  composed  of  two  tandem  engines  standing  side 
by  side,  with  cranks  set  90°  apart.  The  lower  cylinders  are  both  low 
pressure.  The  high-pressure  cylinder  is  placed  directly  over  one  of 
these,  and  the  medium-pressure  cylinder  over  the  other;  an  arrange- 
ment not  unusual  in  marine  engines. 

Steam  from  the  boiler  enters  the  jacket  of  the  high-pressure  cylin- 
der, and  from  there  passes  through  a  butterfly  throttle  valve  a,  stop 
valve  b,  and  piston  valve  c,  to  the  high  pressure  cylinder  I.  The 
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e:iliaust  steam  from  I  is  distributed  by  the  piston  valve  d  to  the  in- 
termediate cylinder  II,  and,  after  further  expansion  in  that  cylinder 


Fio.  28.— Triple-expansion  vertical  engine  by  Weyher  &  Richemond,  France. 

is  exhausted  through  pipes  into  the  steam  chests  of  the  two  low 
pressure  cylinders  III,  in  both  of  which  cylinders  the  steam  acts  by 
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yet  further  expansion,  and  then  escapes  to  the  condenser.  All  the 
cylinders  are  jacketed,  and  each  jacket  first  receives  the  steam  with 


Fio.  94.— Horizontal  section  at  Z  Z,  Fig.  23,  Weyher  &  Richemond's  triple-expansion  vertical 

engine. 

which  the  cylinder  to  which  that  jacket  belongs  is  supplied ;  that 
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is,  the  jacket  of  I  contains  steam  taken  from  the  boiler  direct,  while 
the  jackets  of  II  and  III  are  filled  with  exhaust  steam  from  I  and  II, 
respectively.  The  stroke  of  the  pistons  is  18  inches,  and  the  diame- 
ters of  cylinders  I,  II,  and  III  are  15.3,  22.8,  and  28.3  inches,  re- 
spectively.  The  steam  is  cut  off  invariably  at  about  half  stroke  in 


Fto.  25.— Weyher  &  Richemond's  triple-expansion  engine.  Vertical  section  at  Y  Y,  Fig:.  *4. 

the  high-pressure  cylinder,  and  the  total  ratio  of  its  expansion  is 
therefore  nearly  12.  The  engine  is  intended  to  use  steam  at  150 
pounds  pressure,  and  to  rim  at  a  speed  of  130  revolutions  per  minute, 
under  which  conditions  the  steam  consumption  is  said  to  be  about 
15i  pounds  per  effective  horse-power  per  hour. 

Piston  valves  are  employed  for  the  upper  cylinders,  and  a  double- 
ported  slide  valve  for  each  of  the  lower  cylinders.    All  four  valves 
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are  driven  by  two  eccentrics;  through  two  rock  shafts,  one  for  eacli 
component  engine,  arranged  so  that  the  weight  of  the  piston  valve 
balances  that  of  the  slide  valve. 

The  governor  is  attached  to  the  shaft,  and  regulates  the  speed  by 
means  of  the  throttle  valve  a  (Fig.  24).  It  does  not  communicate 
motion  directly  to  the  valve,  but  acts  through  an  intermediate  de- 
vice, of  old  design,  consisting  of  a  screw  which  may  receive  either 
rigtt-hand  or  left-hand  rotation,  from  a  pair  of  clutches  revolved  in 
opposite  directions  by  bevel  gears  which  are  driven  from  the  engine 
shaft.  The  governor  causes  the  engagement  of  the  screw  with  one 
or  the  other  of  the  clutches  wlien  the  speed  of  the  engine  becomes 
less  or  greater  than  the  nominal  speed,  and  thus  occasions  the  move- 
ments of  the  screw  by  Avhich  the  throttle  is  opened  or  closed  as  re- 
quired. It  is  claimed  that  the  variation  of  speed  does  not  exceed 
one-half  of  1  per  cent. 

An  independent  jet  condenser  and  a  double  acting  vertical  air 
pump,  worked  by  a  small  beam  engine  attached  to  the  condenser,  are 
used  to  obtain  the  vacuum. 

Four  engines  of  this  type,  of  150  horse-power  each,  were  employed 
in  the  central  electrical  station  for  driving  the  large  Edison  dynamos. 
Tliey  were  in  constant  operation  during  the  whole  term  of  the  Ex- 
position, and  were  very  remarkable  for  smoothness  and  regularity  of 
running. 

(25)  This  company  also  showed  several  horizontal  engines,  com- 
pound, and  single  cylinder ;  also  a  number  of  portable  engines  and 
several  double  cylinder  semi-portable  engines.  The  last  mentioned 
are  worthy  of  notice  because  of  the  careful  trials  to  which  in  1879  an 
engine  of  this  type  was  subjected  in  deciding  the  award  of  a  prize 
offered  by  the  Soci^t^  Industrielle  de  Mulhouse,  for  the  first  engine 
of  new  type  which  should  be  put  at  work  in  Upper  Alsace  and  realize 
a  steam  consumption  not  exceeding  20  pounds  per  horse-power  per 
hour;  the  power  being  measured  by  a  friction  brake  on  the  fly-wht  ol 
shaft,  after  the  engine  had  been  regularly  at  work  during  at  least 
one  year. 

The  trial  was  made  by  Messrs.  Meunier,  Keller,  Qrosseteste,  and 
other  eminent  engineers  and  scientists,  with  the  care  and  precision 
for  which  experiments  conducted  under  the  auspices  of  the  Mul- 
house Society  are  noted.  The  trial  forms  the  subject  of  an  exhaustive 
published  report,  and  demonstrates  tlie  following  results  : 


Weight  of  steamy  coal,  and  combustible  consumed  per  Jioiir. 


Per  indicated  hone-power. . . 
Per  brake  horse-power  


Pounda.  >  Pounds.  '  Pounda. 
16.8  2.45  I  2.08 
18.8  '       2.88  I  8.88 
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These  figures  represent  the  average  results  of  three  trials  of  about 
Si  hours'  duration.  The  steam  consumed  could  be  accurately  ascer- 
tained, by  the  methods  employed,  from  trials  of  even  shorter  duration 
than  these,  but  confirmatory  trials  lasting  12  hours  were  afterward 
made.  The  consumption  of  fuel  was  also  ascertained  with  sufficient 
accuracy  to  determine  what  the  economical  efficiency  of  the  engine 
and  boiler  together  was.  The  conditions  of  running  were  the  same  as 
in  the  everyday  working  of  the  apparatus. 

The  following  data  are  selected  from  the  report : 

Boiler  pressure,  95  pounds  ;  vacuum,  26  inches ;  diameters  of  high- 
pressure  and  low-pressure  cylinders,  11.2  inches  and  18  inches,  respect- 
ively ;  stroke,  19  inches  ;  speed,  88  revolutions  per  minute;  indicated 
horse-power,  79;  brake  horse-power  68^;  ratio  of  expansion,  about  8^. 

The  steam  from  the  boiler  passed  around  the  jacket  of  the  high- 
pressure  cylinder  before  entering  its  steam  chest.  The  exhaust 
steam  from  this  cylinder  passed  over  the  high -pressure  jacket  and 
then  over  the  upper  part  of  the  low-pressure  cylinder  into  the  steam 
chest  of  that  cylinder.  The  lower  part  of  the  low-pressure  cylin- 
der was  jacketed  by  steam  from  the  boiler  direct.  The  waste  room 
in  the  high-pressure  and  low-pressure  cylinders  was  6. 4  per  cent,  and 
5  per  cent,  of  the  piston  displacement,  respectively. 

Fig.  26  shows  a  side  elevation  of  this  engine  mounted  on  its  boiler. 
The  condenser,  and  the  air  pump  and  feedpump  stand  at  the  side  of 
the  boiler,  the  pumps  being  worked  from  the  crosshead  of  the  engine 
by  means  of  a  three-armed  lever.  They  are  shown  in  the  foreground 
of  the  engraving. 

The  boiler  has  a  furnace  with  return  tubes  surrounding  it,  all  re- 
movable from  the  shell.  The  smoke  breeching,  shown  at  the  right- 
hand  end  of  the  boiler,  surrounds  the  mouth  of  the  furnace  and  leads 
the  hot  gases  from  the  tubes  to  an  underground  flue,  but  can  be 
arranged  for  use  with  an  upright  smoke  pipe.  This  type  of  boiler 
has  been  described  elsewhere  in  this  report. 

The  arrangement  of  the  whole  apparatus  is  a  good  one  for  places 
where  the  water  for  condensation  can  be  obtained,  and  is  a  type  of 
semi-portable  engine  which  is  extensively  used  in  France.  Its  eco- 
nomical performance  is  excellent  for  an  engine  of  comparatively 
small  power,  and  the  first  cost  to  the  users  is  moderate,  because  ex- 
pensive foundations  and  settings  are  unnecessary. 

Messrs.  Weyher  &  Richemond  exhibited  also  Parsons's  steam  tur- 
bines, which  are  described  on  page  126. 

As  the  administrator  of  the  company  was  a  juror,  their  exhibit 
could  not  be  put  in  competition  for  an  award. 

(26)  Farcofs  engines. — One  of  the  largest  exhibits  of  steam  engines 
was  by  Joseph  Farcot,  of  Rouen. 

His  single  cylinder  horizontal  Corliss  engine,  of  1,200  horse-po wen 
was  the  largest  engine  in  the  Exposition.    It  covered  an  extensive 
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floor  space  and  presented  a  comanding  appearance,  but  did  not  com- 
pare favorably  with  the  large  beam  engine  exhibited  by  Corliss  in 
the  Centennial  Exposition  of  1876. 


The  pulley  of  the  Farcot  engine  was  32  feet  10  inches  in  diameter, 
with  a  face  about  5  feet  broad,  and  a  rim  weighing  21  tons.  The 
rim  was  cast  in  a  single  piece  and  afterward  separated  intd  four  parts. 
The  wheel  had  two  sets  of  riveted  plate-iron  arms  of  elliptical  cross 
section. 
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The  noticeable  feature  of  this  engine  is  the  location  of  the  valves, 
all  four  of  which  are  placed  In  the  cylinder  heads  in  such  a  manner 
that  the  waste  room  filled  by  steam  is  very  small.  The  arrange- 
ment of  valves  in  the  vertical  cylinder  of  the  beam  engine  shown  by 
Corliss  in  1876  was  the  same  as  this. 


Fio.  27.— Farcot^s  Corliss  engine.  Vertical  section  of  CTlinder. 


Fig.  27  shows  a  longitudinal  vertical  section  of  the  cylinder  of  the 
Farcot  horizontal  engine. 

It  will  be  seen  that  the  large  steam  pipe  located  over  the  cylinder 
is  branched  so  as  to  lead  to  each  cylinder  head,  and  also  supplies 
steam  to  the  steam  jacket  by  a  direct  connection  in  line  with  the 
main  vertical  pipe,  so  that  the  jacket,  which  is  of  liberal  dimensions, 
receives  the  steam  in  such  a  way  as  to  maintain  a  good  circulation. 

A  smaller  Corliss  engine,  of  200  horse-power,  stood  by  the  side  of 
the  large  engine. 

The  valve  gear  of  the  Farcot  engines  is  a  modified  type  of  the  Cor- 
liss gear,  and  is  so  arranged  that  the  admission  of  steam  is  regulated 
by  the  governor  up  to  about  three-fourths  of  the  piston's  stroke, 
instead  of  only  to  about  three-eighths  of  the  stroke,  as  in  the  older 
forms  of  the  Corliss  gear.  Farcot's  arrangement  is,  however,  more 
complicated  than  other  devices  that  were  shown  for  effecting  the 
same  result,  and  will  not  be  described  here. 

(27)  Farcot  also  exhibited  three  vertical  engines : 

I.  A  high  speed  compound  engine  of  100  horse-power. 

II.  A  compound  engine  of  200  horse-^^ower,  with  a  radial  valve 
gear,  in  which  the  force  of  the  governor  to  regulate  the  point  of  cut- 
off is  not  applied  directly,  but  through  an  intermediate  apparatus 
consisting  of  a  steam  actuated  piston  the  movements  of  which  are 
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controlled  by  a  hydraulic  cylinder  forming  a  kind  of  cataract. 
This  regulating  apparatus  is  so  constructed  as  to  give  a  definite 
position  to  the  valve  gear  for  every  different  position  of  the  gov- 
ernor sleeve.  It  was  invented  many  years  since  by  J oseph  Farcot,  and 
is  called  the  "servo-moteur."  A  similar  arrangement,  adjusted  by 
hand,  has  long  been  in  use  in  connection  with  nearly  all  large  marine 
engines  as  a  means  of  moving  the  link  to  vary  the  cut-off  and  reverse 
the  engine,  and  it  is  unnecessary  to  describe  it  here. 

III.  The  third  engine  shown  by  Farcot  in  his  space  in  Machinery 
Hall  was  a  triple  expansion  vertical  marine  engine  of  400  horse-power, 
and  was  the  only  marine  engine  of  any  considerable  size  shown  in 
the  Exposition.  This  engine  had  three  cranks  set  120  degrees  apart. 
The  three  cylinders  were  side  by  side  in  the  usual  way. 

A  radial  valve  gear  was  used,  and  this  was  adjusted,  or  the  en- 
gine reversed,  by  a  hydraulic  servo-moteur  so  arranged  that  the 
engine  could  be  controlled  from  a  distance,  as,  for  example,  from 
the  bridge  or  pilot  house  of  a  steanier. 

J.  Farcot  was  a  member  of  the  jury,  and  therefore  not  a  competitor 
for  an  award. 

(28)  Brasseur's  compound  engines. — Victor  Brasseur,  of  Lille, 
France,  to  whom  a  grand  prize  was  awarded,  is  a  licensee  of  Corliss, 
and  also  of  Jerome  Wheelock. 

He  builds  engines  of  the  Corliss  type  of  1884,  also  the  Wheelock 
engine  with  turning  valves.  (He  has  not  adopted  Wheelock's  new 
application  of  flat  sliding  valves.) 

The  valve  spindles  are  self -packing  and  separate  from  the  valves, 
to  the  ends  of  which  they  are  coupled  or  clutched. 

A  large  compound  engine  and  a  noncompound  single  cylinder  en- 
gine of  each  of  the  above  types  were  exhibited  in  operation. 

The  compound  engines  were  composed  of  two  horizontal  engines 
acting  on  a  common  shaft.  A  reheating  receiver  was  used  between 
the  high  and  low  pressure  cylinders.  The  steam  jackets  of  all  the 
cylinders  were  independent  of  the  steam  chests,  and  heated  by  steam 
at  boiler  pressure.  The  ratio  of  the  capacity  of  low-pressure  cylinder 
to  high-pressure  was  2^  to  1  in  each  case. 

The  firm  has  built  about  four  hundred  engines  of  the  two  types 
since  1880,  and  eighteen  orders  were  taken  within  the  first  six  weeks 
of  the  Exposition. 

(29)  Lecouteux  &  Garnier^s  Corliss  cut-off  gear. — This  is  the 
Corliss  gear  of  1868,  to  which  an  improvement  is  applied  which  per- 
mits the  governor  to  vary  the  point  of  cut-off  from  the  beginning  of 
the  stroke  up  to  within  three-tenths  of  the  end ;  a  much  greater  range 
of  automatic  action  than  it  is  possible  to  have  with  the  older  forms 
of  the  Corliss  gear. 

In  the  original  and  usual  forms  of  the  Corliss  motion  the  eccentric 
requires  to  be  set  more  than  90  degrees  in  advance  of  the  crank,  an 
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arrangement  which  compels  the  eccentric  rod  and  the  parts  which 
receive  motion  from  it  to  complete  their  movements  in  the  direction 
of  opening  the  valve,  and  begin  their  movements  in  the  contrary 
direction,  before  the  crank  reaches  a  vertical  position,  and  before 
the  piston  performs  half  its  stroke.  Ordinarily,  it  is  the  move- 
ment of  the  valve  rods  in  the  direction  of  opening  only  which  o(*- 
casions  the  release  and  closure  of  the  admission  valve,  by  bringing 
the  trip  gear  into  contact  with  the  stop  which  the  governor  controls: 
if,  therefore,  in  any  stroke  of  the  engine  the  governor  falls  so  low 
that  the  relefise  does  not  occur  before  the  return  movement  of  the 
valve  rod  begins,  the  valve  does  not  become  detached  at  all  in  that 
stroke  of  the  piston,  and  the  admission  of  steam  continues  to  the  end  ; 
the  range  of  variation  of  the  point  of  cut-off  which  is  within  the 
control  of  the  governor  does  not  therefore  extend  quite  up  to  half  the 
stroke,  and  usually  falls  considerably  short  of  that  extent. 


Fio.  28.— Lecouteux  &  Oamler's  (Corliss  valve  gear,  with  device  for  prolonging  the  admission  beyond 

half  stroke. 

Fig.  28,  A  and  B,  show  the  device  employed  on  the  Lecouteux  & 
Garnier  engine. 

a  is  one  of  the  two  rods  which  are  connected  with  the  steam  valves; 
b  is  one  of  the  opening  and  releasing  latches,  the  fulcrum  of  which 
is  carried  at  the  end  of  the  vertical  spring  lever  Z,  whose  spring  is  not 
shown,  and  d  is  the  tappet  lever  actuated  by  the  governor. 

All  these  parts  are  substantially  the  same  as  the  corresponding 
parts  of  the  Corliss  gear  of  1868,  modified  only  as  follows: 

The  tappet  plate,  g,  of  the  governor  lever  d,  is  provided  near  its 
lower  end  with  a  narrow  inclined  prong  whose  point  is  at  and  heel 
at/.    The  tail  of  the  latch  b  is  forked,  and  in  the  fork  a  tongue,  c.  is 
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hung,  which  tends  to  stand  erect,  being  held  upright  against  the 
bottom  of  the  slot  in  the  fork  by  the  action  of  the  spiral  spring  s; 
but  the  tongue  may  be  folded  forward  and  downward  into  the  slot, 
as  shown  in  the  figure,  by  dotted  lines,  for  several  positions  of  the 
lat<jh.  The  direction  of  the  movement  of  the  latch  in  the  act  of 
opening  the  valve  is  from  left  to  right  in  the  figure. 

If  the  tappet  plate  g  is  depressed  so  far  by  the  governor  that  the 
latch  is  detached  in  its  forward  movement,  as  in  A,  then  the  disen- 
gagement is  caused  in  the  usual  way,  by  the  plate  g  acting  on  the 
tail  of  the  latch  6,  as  shown,  the  tongue  c  being  folded  down  into  the 
slot  by  the  heel  /  of  the  tappet,  which  strikes  it  from  behind.  But 
if  the  tappet  is  raised  so  high  that  the  plate  gr  fails  to  trip  the  latch 
in  its  forward  movement,  it  then  stands  so  high  that  the  tongue  c 
can  spring  up  beneath  the  tappet  into  its  erect  position,  sometime  in 
the  forward  movement  of  the  latch,  or  else  just  when  this  movement 
is  completed,  and  the  parts  are  then  in  such  relation  that,  when  the 
return  movement  of  the  latch  occurs,  the  latch  is  tripped  by  the  ac- 


Fio.  29.— steam  jacketed  cylinder  of  the  Leoouteux  &  Oarnler  engine. 


tion  of  the  inclined  prong  efon  the  point  of  tlie  tongue  c,  which,  as 
it  is  now  acted  on  from  in  front,  will  not  be  folded  downward  by  the 
contact  of  the  prong,  as  shown  in  B.  The  higher  the  tappet  stands, 
the  later  will  the  tripping  take  place.  In  A  it  occurs  at  the  middle 
of  the  forward,  or  opening  movement;  in  B  at  the  beginning  of  the 
return  movement,  and  may  occur  even  later  than  this,  when  the  tap- 
pet is  raised  higher. 

A  safety  device  is  provided  for  stopping  the  engine  when  the  gov- 
ernor falls  too  low,  as  from  the  breaking  of  the  governor  belt  or 
other  cause.  It  consists  simply  in  forming  a  lug,  h,  on  the  tail  of  the 
lever  d,  in  such  a  position  that,  when  this  lug  is  depressed  below  the 
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point  corresponding  to  the  longest  x)eriod  of  steam  admission,  the  lug 
strikes  the  end  of  the  tail  of  the  latch  just  before  the  termination  of 
its  return  movement,  and,  by  thus  holding  the  point  of  the  latch  up, 
prevents  its  engagement  with  the  rod  a,  and  consequently  prevents 
the  opening  of  the  steam  valve. 

(30)  Fig.  29  shows  the  construction  of  the  cylinder  of  Lecouteur 
&  Garnier's  engine.  The  outer  shell,  containing  the  valve  chests,  is 
made  in  two  parts,  bolted  together  in  the  middle  of  the  length  of  the 
cylinder,  where  a  girth  joint  is  thus  formed.  The  space  between 
this  outer  shell  and  the  liner  forms  the  steam  jacket. 

Messrs.  Lecouteux  &  Garnier  received  a  gold  medal. 

(31)  Bonjour^s  engine. — The  Compagnie  des  Fonderieset  Forges 
(le  I'Horme displayed  a  number  of  single  cylinder  and  compound  en- 
gines to  which  Bonjour's  valve  systems  were  applied.  There  are  two 
types  of  valve  motions  called  Bonjour's,  both  of  which  are  automatic 
and  applied  to  driving  two  valves;  a  main  slide  valve,  and  a  piston- 
shaped  cut-off  valve  on  the  back  of  this  slide. 

It  is  not  necessary  to  give  a  description  in  detail  of  the  valve  mo- 


Fio.  80.— Side  view  of  cylinder  of  Bonjour^s  engfne,  showing  interior  of  steam  chest. 

tions  themselves,  but  an  unusual  arrangement  of  the  main  valve  and 
its  seats  in  the  steam  chest  was  exhibited,  which  deserves  notice. 

A  side  view  of  the  cylinder,  with  the  steam  chest  cover  removed, 
is  given  in  Fig.  30,  and  a  cross  section  of  cylinder,  steam  chest,  and 
valves,  in  Fig.  31. 

There  are  two  seats  in  the  steam  chest,  at  each  end;  one  on  the 
bottom  of  the  chest,  having  in  it  a  port  leading  to  the  exhaust  chest 
beneath ;  another  on  the  cylinder  wall,  perforated  by  the  cylinder 
port  and  inclined  at  an  acute  angle  with  the  chest  bottom.  The 
valve  also  has  two  working  faces  at  each  end,  one  of  which  rests  on 
the  bottom  of  the  chest,  while  the  other  finds  its  bearing  on  the  inclined 
seat.    The  valve  is  therefore  wedged  into  the  angle  between  the 
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seats  by  the  action  of  whatever  unbalanced  pressure  the  steam  in  the^ 
chest  exerts  on  its  back. 

There  is  a  steam  port  in  each  end  of  the  main  slide  which  is  closed 
by  a  piston  valve,  the  cut-ofif  valve,  which  works  in  a  small  cylinder 
contained  in  the  slide;  there  are  also  ports,  and  a  cavity,  in  the  slide, 
at  each  end  of  the  cylinder,  by  which  communication  is  opened  at  the 
proper  times  between  the  cylinder  port  and  the  port  in  the  chest 
bottom  through  which  the  exhaust  escapes. 

This  arrangement  of  a  supplementary  seat  for  the  exhaust  outlet, 
i:>ermits  the  main  valve  face  to  lie  close  to  the  bore  and  reduces  the 
waste  room  in  the  ports. 

In  the  engine  illustrated  by  the  Figs.  30  and  31  the  main  valve  and 
cut-off  valve  are  both  operated  with  positive  movements,  derived 
from  a  peculiar  kind  of  radial  valve  gear  having  a  single  eccentric 


Fig.  81.— Cross  section. 


whose  strap  has  two  points  of  attachment  at  which  the  separate  rods 
from  the  two  valves  are  jointed  to  it.  At  another  point  the  strap  is 
pivoted  to  a  pendulum  bar,  the  point  of  suspension  of  which  is  mov- 
able by  the  governor. 

In  the  other  type  of  cut-off  motion  with  which  some  of  the  Bon  jour 
engines  are  furnished,  the  main  valve  is  worked  by  a  single  eccen- 
tric made  fast  on  the  engine  shaft,  and  the  cut-off  valve  is  thrown 
periodically  by  steam,  by  means  of  a  small  steam  piston  working 
in  a  cylinder  whose  valve  is  operated  by  simple  mechanism  controlled 
by  the  governor;  an  arrangement  which  is  by  no  means  new.* 

(32)  Fricxirfa  releasing  valve  gear, — The  '*Soci^t^  Alsacienne  de 
constructions  m&aniques,"  of  Belfort,  France,  andMulhouse,  Alsace, 
received  a  grand  prize  for  their  exhibit,  which  included  an  excellent 

*An  automatic  steam  actuated  cut-oif  was  patented  in  the  United  States  in 
by  Babcock  &  Wilcox,  who  introduced  quite  extensively  engines  having  this  fea- 
ture.  Illustrated  descriptions  of  their  system  can  be  found  in  Engineering,  of  Jan- 
uary 1,  im,  and  August  26,  1870. 
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compound  engine  to  which  the  Fricart  releasing  valve  gear,  shown 
by  Figs.  32  to  36,  was  applied.  This  is  a  modification  of  the  Corliss 
gears  of  1851  and  1879 ;  the  wrist  plate,  which  is  in  the  form  of  a 
rocking  five-armed  frame,  being  placed  at  the  side  of  the  cylinder, 
centrally  between  the  four  valves,  which  are  of  the  Corliss  type  with 
Wheelock's  self -packing  stems. 

The  motion  of  the  wrist  plate  is  derived  from  a  single  eccentric,  6, 
w^hich  is  keyed  on  the  main  shaft  of  the  engine  nearly  at  right  angles 

with  tlie  crank  ;  an  interme- 
diate lever,  c,  being  inter- 
posed between  the  eccentric 
and  the  wrist  plate  near  the 
place  where  the  governor 
stands.  (See  Fig.  32.) 

The  exhaust  valves,  at  cf, 
are  opened  and  closed  with 
positive  movements  derived 
from  the  wrist  plate  in  the 
usual  manner,  while  the 
wrist  plate  also  gives  posi- 
tive rocking  movements  to 
two  levers,  e,  one  at  each 
steam  valve,  which  turn  on 
the  sleeves  which  support 
the  valve  spindles. 

The  description  which  im- 
mediately f()llo\vs  refers  to 
the  mechanism  connecte<l 
with  the  forward  admission 
valve.  A  pawl  or  latch,/, 
is  pivoted  to  a  branch  of 
tlie  rocking  lever  e,  and  the 
end  of  this  pawl  pushes  the 
steam  valve  open  by  abut-" 
ting  against  a  toe,  gr,  keyed 
fast  on  the  valve  spindle. 
(See  also  Figs.  33  to  36.) 

To  effect  the  discontinu- 
ance of  steam  admission  be- 
fore the  end  of  the  stroke, 
the  pawl  is  caused  to  swing 
outward  from  the  spindle  so 
far  as  to  clear  the  end  of  the 
toe  g,  and  the  valve  thus  re- 
leased is  pulled  shut  by  the 
action  of  a  weight,  vacuum 
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spring,  and  dash  pot,  in  the  usual  way.  The  weight  and  dash  pot 
are  suspended  from  a  lever,  h,  forming  one  piece  with  the  toe  g. 

The  peculiar  and  distinctive  feature  of  Fricart's  gear  is  an  ingen- 
ious arrangement  by  which  positive  movements  are  given  to  the  pawl 
/,  in  such  a  way  that  its  engagement  with  the  toe  for  opei^ing  the 
valve  will  occur  at  the  proper  instant,  and  yet  so  that  the  action  of 
the  governor  will  vary  the  point  of  cut-ofif  through  the  desired  range; 
namely,  from  no  steam  admission  whatever,  up  to  an  admission 
which  continues  during  three-fourths  of  the  piston's  stroke. 

The  arrangement  is  as  follows :  An  arm,  i,  which  is  in  one  piece 
with  the  pawl/,  is  connected,  through  a  rod,  fc,  to  the  lower  one  of 
two  short  vertical  arms  of  a  three-armed  lever,  I,  the  extremity  of 
whose  horizontal  arm  is  connected  by  a  rod,  w,  wi^h  the  sleeve  of  the 
governor  n.  The  fulcrum  of  the  three-armed  lever  is  carried  by 
the  vertical  arm  of  a  bell-crauk,  o,  the  horizontal  arm  of  which  is 
coupled  by  a  link,  p,  to  the  eccentric  rod  r,  at  a  place  where  the  rod 
has  a  certain  extent  of  vertical  vibration.  This  vibration  commu- 
nicates horizontal  reciprocating  movements  to  the  three-armed  lever 
and  the  rod  fc,  by  means  of  which  the  pawl  is  made  to  swing  to  and 
fro  about  the  pivot  by  which  it  is  hinged  to  the  lever  e. 

This  swinging  motion  of  the  pawl  carries  its  point  inward  and 
outward,  toward  and  away  from  the  valve  spindle,  while  at  the  same 
time  the  oscillation  communicated  by  the  wrist  plate  to  the  lever  e 
carries  the  whole  pawl  back  and  forth  around  the  spindle,  and  the 
combination  of  these  movements  causes  the  point  of  the  pawl  to 
traverse  peculiarly  shaped  curved  paths,  shown  in  Figs.  33  to  36. 

The  paths  that  the  pawl  point  traverses  and  the  shape  of  the  toe 
are  such  that  the  valve  always  begins  to  open  a  little  before  the 
commencement  of  the  piston's  stroke,  and  the  path  of  the  pawl  point 
may  be  such  that  the  point  of  the  pawl  will  remain  in  contact  with 
the  toe  until  after  its  return  motion  in  the  direction  of  closing  the 
valve  has  commenced;  but  whenever  the  path  carries  the  pawl 
point  so  far  outward  from  the  valve  spindle  that  the  point  clears 
the  end  of  the  toe,  the  valve,  which  is  thus  liberated,  is  suddenly 
closed  by  the  action  of  the  weight  and  dash  pot.  The  time  of  con- 
tinuance of  the  steam  admission  is  determined  by  tlie  continuance 
of  the  contact  of  the  pawl  with  the  toe  after  the  valve  begins  to 
open,  and  this  is  regulated  by  the  governor  in  the  following  way  : 
As  has  been  explained,  the  rod  is  connected  with  the  governor  sleeve 
by  means  of  the  three-armed  lever  o.  When  the  governor  rises*  or 
falls,  from  changes  of  the  engine's  speed,  the  lever  is  tipped,  and  this 
has  the  same  effect  that  shortening  or  lengthening  the  rod  k  would 
have.  When  the  governor  rises  the  efifect  is  as  if  the  rod  were  short- 
ened, so  that  the  whole  path  which  the  pawl  point  follows  is  dis- 
placed outward  from  the  spindle,  and  may  be  carried  so  far  outward 
that  the  pawl  fails  to  continue  in  contact  with  the  toe  long  enough 
H.  Ex.  410— VOL  III  8 


Digitized  by  Google 


114 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


to  open  the  valve  at  all,  or  else  ceases  contact  soon  after  it  begins  to 
open.  When,  on  the  other  hand,  the  governor  falls,  the  path  of  the 
pawl  point  is  brought  nearer  to  the  spindle,  and  in  consequence  of 
this  the  continuance  of  the  contact  of  the  pawl  with  the  toe  is  pro- 
longed, so  that  the  release  is  delayed  more  or  less,  or  indeed  may  be 
postponed  until  after  the  pawl  has  begun  its  return  movement,  or 


Fio.  38.— Valve  being  released  at  0. 1  of  Fio.  84.— Valve  being  released  at  0.4  of 

the  stroke.  the  s&oke. 


Fia.  36.— Valve  being  released  at  0.7  of  Fio.  86.— Valve  beginning  to  open  when 

the  stroke.  cut-off  occurs  at  0.7  of  the  stroke. 

even  until  it  has  returned  to  any  desired  point.  When  the  governor 
is  at  its  lowest  point  the  valve  will  not  be  released  at  all,  but  will 
follow  the  retrograde  movement  of  the  pawl  in  closing. 

Figs.  33,  34,  and  35  show  the  relations  of  the  parts  connected  with 
the  valve  spindle,  and  the  paths  which  the  pawl  point  follows,  when 
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the  cut-off  of  steam  occurs  at  0.1,  0.4,  and  0.7  of  the  stroke,  respect- 
ively, the  pawl  point  being  shown  in  the  position  where  it  is  about 
to  release  the  toe  g  ;  and  Fig.  36  shows  the  parts  in  the  position 
where  the  valve  begins  to  open  when  the  cut-off  takes  place  at  0. 7 
of  the  stroke.  The  several  paths  of  the  i)oint  of  the  pawl  shown 
in  the  other  figures  are  also  all  shown  in  this  one. 

As  the  action  of  the  rear  admission  valve  is  the  same  as  that  of 
the  front  valve,  no  further  explanation  is  needed. 

fbicart's  releasing  valve-obar. 

Fig.  37  is  a  diagram  showing  the  position  of  the  rear  steam  valve 
relatively  to  its  port,  for  different  positions  of  the  piston  in  the  for- 
ward and  return  stroke,  when  the  conditions  are  such  that  the  valve 
is  not  released  by  the  pawl;  and  Fig,  38  is  a  similar  diagram  for  the 
rear  exhaust  valve.  The  numbers  from  0  to  10  indicate  consecutive 
equidistant  positions  of  the  piston  in  the  forward  stroke,  and  those 
from  10  to  20  consecutive  positions  in  the  return  stroke.  The  edges 
of  the  ports  are  shown  by  the  horizontal  straight  lines,  while  the 

H  /2  /5 14  tS  m  17    19 sa 


Fio.  117.— Steam  valve  diagram.  Fio.  88.— Ebchaust  valve  diagram. 

curves  show  the  positions  of  the  opening  edges  of  the  valves.  The 
opening  movement  is  upward  in  these  diagrams.  It  will  be  seen 
that  the  full  opening  of  the  valve  is  promptly  obtained. 

(33)  DeVille-ChaM  &  Co,^s  compound  engine^  with  FricarVs  posi- 
tive movement  valve  gear  and  balanced  valves. — H.  DeVille-Chatel 
&  Co.,  of  Brussels,  exhibited  a  small  high-speed  tandem  condensing 
engine,  of  80  horse-power,  fitted  with  a  positive  movement  valve 
^ear  and  balanced  turning  valves;  also  Fricart's  invention. 

The  cylinder  diameters  were  8.7  and  15.75  inches,  with  15|-inch 
stroke,  and  the  speed  175  revolutions  per  minute. 

Four  turning  valves  are  used  for  each  cylinder,  worked  by  a  Cor- 
liss wrist  frame  on  the  side  of  the  cylinder,  and  all  the  valves  receive 
positive  movements  from  the  wrist  frame  in  the  same  way  that  the 
exhaust  valves  derive  their  movements  in  the  Corliss  gear.  The 
wrist  plates  for  both  cylinders  are  vibrated  by  a  single  movable 
eccentric  on  the  main  shaft  of  the  engine,  in  the  fly  wheel  of  which 


Digitized  by  Google 


V 


116 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


is  the  governor,  which  regulates  the  engine  by  shifting  the  eccen- 
tric SO  that  its  eccentricity  and  angular  advance  are  changed  to  vary 
the  steam  distribution;  an  arrangement  of  eccentric  and  g^ovemor 
now  seen  on  nearly  every  form  of  small  high-speed  engines. 

The  valves  of  the  high-pressure  engine  are  balanced  and  give  four 
openings  simultaneously  for  the  admission  or  escape  of  steam,  as  the 
case  may  be.  In  this  last  respect  these  cylindrical  valves  resemble 
the  flat  balanced  valves  of  the  Porter- Allen  engine. 

A  section  of  one  of  the  valves  and  its  seat  is  given  in  Fig.  39. 

The  valve  shown  is  one  of  the  exhaust  valves,  which  are  placed  at 
the  top  of  the  high-pressure  cylinder.  The  valve  has  a  port,  B,  ex- 
tending from  end  to  end  and  passing  directly  through  it.  The  two 
cups  or  cavities,  S,  are  also  connected  by  a  port,  shown  in  dotted 
lines.  D  is  the  cylinder  port,  and  E  a  port  leading  into  the  exhaust 
chest.  Two  cavities,  d  and  corresponding  in  width  to  the  ports 
D  and  E,  respectively,  are  made  in  the  seat,  diametrically  opposite 


those  ports.  The  valve  is  shown  as  if  m'oving  in  the  direction  indi- 
cated by  the  arrows  and  in  the  act  of  opening.  It  will  be  seen  that 
communication  will  be  opened  between  the  ports  D  and  E,  through 
the  ports  in  the  valve  and  cavities  in  the  seat,  at  the  four  edges  of 
the  valve  marked  a.  The  form  of  the  valves  and  their  relation  to 
the  seat  are  such  that  the  valves  are  placed  in  perfect  equilibrium. 

The  quadruple  opening  admits  of  the  use  of  short  valves,  and 
secures  liberal  opening  even  when  the  valve  moves  only  a  short  dis- 
tance, as,  when  the  throw  of  the  eccentric  is  shortened  by  the  gov- 
ernor action  to  diminish  the  power  of  the  engine. 

Ordinary  Corliss  valves  with  self-packing  stems,  Wheelock's,  are 
applied  to  the  low-pressure  cylinder. 

(34)  The  Svlzer  engines, — The  establishment  of  the  Messrs.  Sulzer 
Brothers,  of  Winterthur,  Switzerland,  whose  exhibit  was  one  of  the 
most  striking  in  Class  52.  affords  a  notable  example  of  the  growth 
in  prosperity  which  the  fostering  of  the  mechanic  arts  by  the  Gov- 
ernment has  made  [.ossible  in  Switzerland. 


Fio.  89.— Frlcart'8  balanced  valve,  by  DeVille-Chatel  &  Co.,  Belgium. 
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Founded  in  1834,  this  firm  commenced  with  a  small  machine  shop, 
employing  12  workmen.  In  1850  the  number  was  increased  to  136, 
and  in  1860  the  reputation  established  by  the  Sulzer  Brothers  for 
well-designed  and  well-built  machinery  had  increased  the  business 
to  an  extent  which  warranted  the  employment  of  450  men.  The 
manufacture  of  the  type  of  automatic  engine  which  is  now  one  of  the 
chief  specialties  produced  by  this  firm,  was  taken  up  in  1867,  and 
this,  with  the  collateral  branches  of  industry  it  brought,  furnished 
employment  in  1870  to  1,000  men,  increased  to  1,250  in  1880.  A 
branch  establishment  has  been  opened  at  Ludwig  Shafen,  on  the 
Rhine,  and  to-day  over  2,000  operatives  are  employed,  1,300  in  the 
machine  shops,  and  750  in  the  foundries. 

The  ground  covered  by  the  establishments  amounts  to  about  25 
acres,  of  which  over  8  acres  are  under  roof.  The  product  for  1888 
included  213  steam  [engines,  representing  18,500  horse-power,  and 
weighing  2,800  tons;  237  boilers,  representing  66,000  square  feet  of 
heating  surface,  and  weighing  1,100  tons;  and  steam-heating  appa- 
ratus weighing  700  tons. 

In  1877  the  Messrs.  Sulzer  were  among  pioneers  in  the  introduc- 
tion of  compound  stationary  engines,  and  of  late  have  been  forward 
in  introducing  triple  expansion  engines  for  use  in  shops  and  manu- 
factories. 

The  award  of  the  jury  was  a  grand  prize;  well  deserved. 
(35)  The  engines  exhibited  by  Sulzer  Brothers  were : 
First.  A  compound  horizontal  condensing  engine,  of  400  effec- 
tive Horse-power,  consisting  of  two  engines  of  equal  stroke  standing 
side  by  side,  and  having  a  common  shaft  with  the  cranks  set  90  de- 
uces apart. 

The  diameters  of  the  high-pressure  and  low-pressure  cylinders  are 
19.7  and  31.5  inches,  respectively,  and  the  stroke  is  55  inches;  the 
speed  75  revolutions  per  minute.  The  steam  pressure  with  which 
the  engine  is  intended  to  work  is  100  pounds. 

The  diameter  of  the  fly-wheel  pulley  is  14i  feet,  and  its  face,  which 
is  37  inches  wide,  is  grooved  for  14  ropes  of  2'i  inches  diameter. 

Both  cylinders  of  this  engine  are  steam  jacketed.  The  steam  from 
the  boiler  flows  through  the  high-pressure  jacket  on  its  way  to  the 
admission  valves,  and  the  exhaust  steam  of  the  high-pressure  cylin- 
der heats  the  low-pressure  cylinder  before  entering  the  valve  cham- 
bers. The  Messrs.  Sulzer  claim  that  their  experiments  indicate  this 
to  be  the  best  system  of  jacketing.  They  have  also  dispensed  with 
a  "receiver,"  the  exhaust  pipe  from  the  high-pressure  cylinder  and 
the  low-pressure  jacket  forming  the  only  intermediate  reservoir. 
The  governor  is  of  the  Porter  type. 

As  the  balanced  puppet  valves  and  the  peculiar  valve  gear  of  the 
Sulzer  engine  have  been  described  in  United  States  reports  of  former 
expositions  (Vienna,  1873,  and  Paris,  1878)  a  description  will  be 
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omitted  here.  They  have  been  applied  to  more  than  1,000  engines 
built  by  Sulzer  Brothers.  Valves  and  seats  were  exhibited  which 
had  been  in  use  14  years  without  refitting  and  were  tight. 

(36)  A  certificate  was  furnished  to  the  jury,  showing  that  the 
results  of  a  trial  of  one  of  these  engines  in  Milan  demonstrated  a 
steam  consumption  of  14.06  pounds  per  hour  and  per  indicated  horse- 
power, when  the  engine  was  working  with  steam  at  90  pounds  boiler 
pressure  and  developing  267  horse-power.  The  statement  was  al§o 
made  that  one  of  their  triple  expansion  engines  running  in  Hungary 
developed  on  trial  results  as  follows: 

Boiler  pressure  152      151      152      ix)und8  per  square  inch. 

Power  developed  383      887      816      indicated  horse-power. 

Consumption  of  steam  per  indicated  \ 

horse-power  per  hour,  condensa- >  11.66   11.86   11.95  pounds. 

tion  in  jackets  included.  ) 

A  certified  official  report  of  this  test  could  not  be  obtained;  and  no 
particulars  of  the  engine  or  trial  were  given.  The  results  stated  are 
extraordinary,  though  possible. 


Fia.  40.— Sectional  view  of  the  cylinders  of  Sulzer  Brothers'  tandem  triple-expansion  horizontal  engine. 


(37)  Second.  The  Messrs.  Sulzer  also  exhibited  a  new  type  of 
tandem  triple-expansion  compound  engine  haWng  only  one  piston 
rod,  one  connecting  rod,  and  one  crank.  It  is  composed  of  a  single- 
acting  high-pressure  cylinder  13.8  inches  in  diameter,  a  single-acting 
medium-pressure  cylinder  of  20.7  inches,  and  a  double-acting  low- 
pressure  cylinder  of  27.6-inch  bore,  all  having  a  piston  stroke  of 
29^^  inches.    The  speed  of  the  engine  was  85  revolutions  per  minute. 

Fig.  40  is  a  longitudinal  section  through  the  common  axis  of  the 
cylinders  and  shows  their  arrangement. 

Steam  from  the  boiler  is  admitted  to  cylinder  I  after  having  trav- 
ersed the  jacket  of  this  cylinder;  after  doing  its  work  in  I  the  steam  is 
exhausted  into  the  jacket  of  cylinder  II,  around  which  it  first  passes 
and  then  enters  the  cylinder  through  the  admission  valve;  after  act- 
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ing  on  the  piston  in  cylinder  II  the  steam  is  discharged  into  the 
jacket  of  cylinder  III,  which  serves  as  a  reservoir  from  which  the 
steam  passes  alternately  into  the  annular  spaces  in  the  back  and 
front  ends  of  cylinder  III,  as  the  admission  valves  for  that  cylinder 
are  opened.    From  cylinder  III  the  steam  passes  to  the  condenser. 

It  will  be  seen  that  there  are  eight  valves  for  the  three  cylinders; 
they  are  double-beat  puppet  valves  of  the  Sulzer  type.  The  engine 
is  intended  to  work  with  steam  at  150  pounds  pressure,  and  when 
cutting  off  at  0.3  of  the  stroke  in  the  first  cylinder  gives  a  power  of 
118  indicated  horse-power.    Porter's  governor  is  used. 

Fig.  41  shows  the  indicator  diagrams  obtained  from  the  three  cyl- 
inders of  this  engine,  and  Fig.  42  the  tangential  pressures  on  the 
crank  pin  for  the  forward  and  return  strokes,  under  4;he  conditions 
stated  above. 


Fio.4S.~Dlagram  of  tangential  pressures  on  the  crank  pin  of  Sulzer's  tandem  engine. 

The  rotative  effect  is  not  so  uniform  as  with  triple-expansion 
engines  of  the  usual  type,  and  the  effect  in  the  forward  stroke  is 
different  from  that  in  the  return  stroke,  but  this  irregularity  is 
compensated  for  by  a  heavy  flywheel.  The  engine  is  comparatively 
cheap  to  build. 

(38)  Third.  Another  engine  in  this  exhibit  was  a  large  vertical 
triple-expansion  engine  with  three  cranks  set  120  degrees  apart. 
The  cylinders  were  16,  24,  and  36  inches  diameter,  the  stroke  was  2 
feet,  and  the  speed  100  to  125  revolutions  per  minute,  giving  300  to 
350  effective  horse-power. 


Fio.  41.— Indicator  diagrams  from  all  three  cylinders  of  Sulzer's  tandem  engine. 
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The  frame  wapS  of  the  marine  type,  the  valves  of  the  Sulzer 
double-beat  type,  and  the  governor.  Porter's.  The  valve  gear  and 
appliances  were  complicated,  but  the  appearance  of  the  engine  was 
fine  and  the  workmanship  could  hardly  be  excelled. 

Two  well  finished  high-speed  vertical  compound  engines  of  100 
horse-power  and  40  horse-power,  respectively,  which  it  is  unnecessary 
to  describe,  completed  the  exhibit  of  steam  engines  made  by  this 
firm. 

{d9)  Escher,  Wyss  &  Co's  engines. — Escher,  Wyss  &  Co.,  of 
Zurich,  Switzerland,  showed  a  compound  engine  of  160  horse- 
power, consisting  of  a  pair  of  single-cylinder  horizontal  engines, 
having  cylinders  of  unequal  diameters  but  equal  stroke,  with  a 
shaft  in  common,  and  cranks  set  90  degrees  apart. 

The  diameters  of  the  high-pressure  and  low-pressure  cylinders  are 
14.6  and  21.7  inches,  respectively,  the  stroke  31^  inches,  and  the 
normal  speed  80  revolutions  per  minute. 

The  jacket  for  the  high-pressure  cylinder  forms  part  of  the  steam 
chest  of  that  cylinder,  and  consequently  is  filled  with  steam  coming 
from  the  boiler.  The  low-pressure  cylinder  has  two  jackets,  one 
entirely  encircling  the  cylinder  and  containing  steam  at  boiler  pres- 
sure, the  other  partly  surrounding  the  inner  jacket,  forming  part 
of  the  low-pressure  steam  chest,  and  receiving  steam  exhausted  from 
the  high-pressure  cylinder. 

The  exhaust  steam  from  the  first  cylinder  passes  through  a  steam- 
jacketed  horizontal  tubular  reheater,  located  between  the  engines 
and  beneath  the  floor.  The  steam  is  partly  dried  in  circulating 
through  this  reheater,  the  tubes  of  which  are  filled  with  steam  at 
boiler  pressure,  and  it  is  still  further  dried  on  its  way  to  the  second 
cylinder,  by  passing  through  the  outer  jacket  of  that  cylinder, 
where  it  is  warmed  by  contact  with  the  outside  of  the  heated  inner 
jacket.  The  capacity  of  the  reheater  is  about  three-quarters  that 
of  the  low-pressure  cylinder,  and  this  space,  added  to  that  which 
is  in  the  pipes  forming  the  connections  with  the  two  cylinders,  and 
in  the  low-pressure  steam  chest,  gives  a  total  receiver  capacity  about 
five  times  the  piston  displacement  of  the  high-pressure  piston  per 
stroke.  The  area  of  the  heated  surface  thus  provided  for  drying  the 
steam  amounts  to  about  60  square  feet. 

The  four  valves  are  of  the  Corliss  type,  with  Jerome  Wheelock's 
self-tightening  stems.  The  valve  gear  for  both  cylinders  is  of  the 
Fricart-Corliss  type,  which  is  described  elsewhere, 

A  Porter  governor,  with  a  spring  inside  the  sleeve  to  increase  its 
preponderance,  is  used  to  regulate  the  point  of  cut-oflE  for  the  high- 
pressure  engine,  the  low-pressure  valve  gear  being  adjustable  by 
hand. 

The  low-pressure  steam  chest  is  furnished  with  a  safety  valve,  by 
which  the  pressure  of  the  steam  admitted  to  the  cylinder  is  limited. 
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The  diameter  of  the  fly-wheel  pulley  is  12  feet,  and  its  face,  which 
is  grooved  for  the  reception  of  eight  ropes  of  about  2  inches  diame- 
ter, is  21  inches  wide. 

The  general  form  of  the  engine  frame  resembles  the  Corliss  some- 
what, but  is  cylindrical  from  the  steam  cylinder  to  the  end  of  the 
guides,  and  the  back  brace  is  tubular,  of  rectangular  cross  section. 
Beneath  the  guides  there  is  a  stand  resting  on  the  foundations. 


This  engine  presented  a  fine  appearance,  and  as  there  are  some  pe- 
culiarities in  the  design  and  outside  finish  of  the  cylinders  and 
frame,  a  perspective  view  is  given  in  Fig.  43. 
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(40)  A  25  horse-power  single-cylinder  self-contained  engine,  with 
the  Ryder  cut-off  gear,  regulated  by  a  governor  the  axis  of  which 
was  horizontal,  was  exhibited  by  this  firm.  It  had  a  10-inch  cylin- 
der, a  stroke  of  16  inches,  and  a  speed  of  150  revolutions  per  minute. 

A  yet  smaller  plain  slide-valve  horizontal  engine,  running  at  a 
high  speed  for  driving  dynamos,  was  also  seen  in  their  space ;  the 
speed  was  regulated  by  a  throttle  valve  actuated  by  a  governor  in  the 
fly  wheel  of  the  engine,  through  very  direct  mechanism.  It  had  a 
cylinder  6  by  6  inches,  and  ran  at  250  revolutions  per  minute.  The 
estimated  effective  capacity  was  6  horse-power. 

Messrs.  Escher,  Wyss  &  Co.  made  numerous  exhibits  in  other 
classes  than  Class  52,  and  all  the  machines  they  displayed  were  inter- 
esting and  admirable;  a  fact  attested  by  the  award  of  a  grand  prize 
by  the  jury. 

(41)  Carels  Brothers^  compound  engine. — The  large  compound 
engine  (350  horse-power)  exhibited  by  the  Messrs.  Carels  Brothers, 
of  Gand,  Belgium,  presented  the  most  elegant  appearance  of  any 
engine  in  the  Exposition,  and  is  particularly  interesting  because  of 
the  exceptionally  good  economical  results  which  have  been  obtained 
from  a  similar  engine  of  their  construction. 

This  firm  is  a  licensee  of  the  Sulzer  Brothers,  and  the  engine  is  a 
pair  of  horizontal  single-cylinder  engines  arranged  like  the  Sulzer 
compound  engine  in  nearly  all  particulars. 

The  low-pressure  cylinder  had  the  usual  Sulzer  gear,  set  to  cut  off 
at  half  the  stroke.  The  valve  motion  of  the  high-pressure  cylinder 
was  a  simplified  mcxiification  of  the  Sulzer  gear,  producing  an  un- 
usually rajjid  opening  of  the  valves,  which  were  of  the  Sulzer  double- 
beat  type.  The  diameters  of  the  cylind«rs  were  20.7  and  32.5  inches, 
and  the  stroke  47^  inches  :  speed  65  revolutions  per  minute. 

The  steam  was  cut  off  at  one-fifth  of  the  stroke  in  the  high-pressure 
cylinder  and  at  two-fifths  in  the  low-pressure,  making  the  number 
of  expansions  12^. 

The  finish  of  the  engine  was  plain,  and  entirely  in  black  and 
white.  The  lagging  of  the  cylinders  was  covered  with  planished  iron 
without  bands;  all  fittings  were  nickel-plated,  and  where  the  connect- 
ing rod  brasses  showed,  they  also  were  plated.  Nothing  could  be 
more  elegant  than  the  ai)pearance  of  simplicity  this  finish  gave. 

(42)  As  the  following  certified  report  of  a  careful  test  of  one  of  the 
Messrs.  Carels'  engines  by  Mr.  R.  Vincotte,  engineer  of  a  Belgian  As- 
sociation for  the  Inspection  and  Care  of  Steam  Apparatus,  shows  a 
remarkable  result,  it  is  given  nearly  in  full  with  Mr.  Vincotte's 
remarks: 

Brussels,  June  9, 1888. 

Monsieur  Vertonqen-GtOENS,  d  Termonde  : 

I  have  the  honor  to  send  you  the  results  of  tests  made  of  your  Sulzer  engine 
Dec-ember  19,  1887,  and  January  10,  1888. 

The  test  of  the  19th  of  December  is  the  only  official  one,  and  that  only  ought  to 
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senre  as  a  basis  for  the  payment  for  die  engine.  The  trial  of  January  10  was  only 
made  as  a  check  upon  the  preceding  one. 

As  I  have  explained  to  you,  this  is  the  first  time  that  a  steam  engine  has  given  me 
30  favorable  a  result,  and  although  the  experiments  of  December  19  left  nothing  to 
be  ilesired  it  seemed  to  me  useful  to  repeat  it  and  to  verify  it  anew  in  all  respects. 
The  second  experiment  gave  the  same  results  as  the  first.  I,  however,  thought 
it  best  to  undertake  lengthy  theoretical  verifications  before  admitting  such  novel 
lesolts. 

Having  reviewed  the  question  from  all  sides,  I  believe  the  following  results  to  be 
very  accurate,  and,  if  they  do  necessitate  the  payment  of  a  large  bonus  to  the  con- 
structors, they  afford  a  guaranty  that  you  have  the  most  economical  engine  in  Bel- 
gium. 

Size  of  engine. 

Inches. 

Diameter  of  laige  cylinder   35.4 

Diameter  of  small  cylinder   22. 7 

Stroke  of  pistons   59. 0 

Chief  results  of  the  trials. 


Daration  of  first  test— from  8^  40i"  a.  m.  to  7"  O^a  p.  m.,  with  stops  from  1»  1» 
to  1*  *■  and  from  »» 5^"  to  80»  

Duration  of  second  test— from  9>  80"  a.  m.  to  6i>  69"  p.  m.,  with  stops  from  lli> 
3Tt»  to     67*  and  from  8^  58»  to  4>»  27i»  

Mean  pressure  of  steam  Pounds. . 

Weiifbt  of  water  pumped  into  the  boiler  do  . 

Correction  for  difference  of  water  level  In  boiler  do  — 

Otrrection  for  water  of  condensation  in  the  steam  pipe,  which  was  collected, 

pOODdR  


Total  weight  of  steam  used  In  the  engine  Pounds. 

WatercoUeeted  from  the  steam  Jackets  of  thesmall  cylinder  and  the  receiver, 
pounds  


deg.  F. 
...do... 


Temperature  of  this  water  

Temperature  of  the  condensing  water    

Mean  horse-power  developed  (hidicated)  

Total  number  of  horse-power  hours  

Coosamption  of  steam  per  indicated  horse-power  per  hour  Pounds. . 

Weight  of  steam  to  be  deducted  from  the  consumption,  In  taking  account  of 
the  benefit  derived  from  the  water  from  the  steam  Jackets  used  in  a  small 
pomp  Pounds.. 

Oooaimption  per  indicated  horse-power  per  hour  when  this  correction  is  taken 
into  soooont  Pounds . . 


Dec.  19. 
1887. 


86.8 
29,710.1 
—158.1 

—980.1 
88,507.9 

8,006.1 
806.8 
78.4 
S48.1 
8,148.0 
18.8 


-«17.7 
18.0 


Jan.  10, 
1888. 


9i«0«» 
88.8 
29,428.1 
-f  146.1 

—1137.2 
28,487.0 

8,191.6 
806.3 
73.4 
235.8 
2,121.9 
18.4 


—651.4 
13.1 


FVom  a  scientific  standpoint  the  consumption  is  13.3  and  13.4  poimds. 
Prom  the  standpoint  of  the  contract  the  consumption  is  18  and  13.1  pounds. 
•  •*••*» 

R.  ViNCOTTE. 

The  Carels  Brothers  received  a  grand  prize  as  their  award. 

(43)  Engines  in  the  United  States  section, — The  steam  engines  in 
our  own  section  were  all  noncompound.  Messrs.  C.  H.  Brown  & 
Co.  of  Fitchburg,  Massachusetts,  exhibited  an  engine  of  100  horse- 
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power  of  the  well-known  type  manufactured  by  this  firm.    It  was 
employed  nearly  up  to  its  full  capacity  in  driving  one  of  the  main 
lines  for  the  section,  and  did  its  duty  well  without  signs  of  laboring. 
A  gold  medal  was  awarded  for  this  engine. 

The  Straight  Line  Engine  Company,  of  Syracuse,  New  York,  to 
whom  a  gold  medal  was  also  awarded,  showed  a  100  horse-power 
Sweet  straight  line  engine  of  new  pattern,  in  which  a  separate  slide 
valve  worked  by  an  independent  eccentric  was  used  for  the  exhaust, 
the  two  valves,  steam  and  exhaust,  being  placed  on  opposite  sides  of 
the  cylinder;  otherwise  the  engine  was  essentially  like  the  smallei 
engines  hitherto  built  by  the  company.  Another  of  their  engines,  of 
35  horse-power,  was  employed  to  drive  the  J.  A.  Fay  &  Co.'s  wood- 
working machinery;  and  Messrs.  Steinlen  &  Co.  of  Mulhouse,  Alsace, 
who  have  taken  a  license  to  build  the  straight  line  engine,  exhibited 
four,  of  100  horse-power  each,  which  were  employed  in  driving  large 
dynamos  for  lighting  a  portion  of  the  Exposition. 

An  Arnington  &  Sims  engine  of  75  horse-power,  for  which  a  gold 
medal  was  awarded,  was  used  to  drive  the  dynamos  of  the  Thomson 
Electric  Welding  Company,  and  a  25  horse-power  Westinghouse 
engine  for  driving  another  dynamo.  French  and  Belgian  firms  are 
manufacturing  both  these  last-named  engines  under  licenses. 

The  Colt's  Patent  Firearms  Manufacturing  Company,  of  Hart- 
ford, Connecticut,  displayed  a  Baxter  engine  of  5  horse-power. 

As  all  the  engines  just  named  are  well  known  in  the  United  States, 
and  have  been  extensively  published  in  the  technical  papers  and 
business  circulars,  they  will  not  be  described. 

(44)  Jerome  Wheelock  of  Worcester,  Massachusetts,  who  received 
a  gold  medal,  did  not  exhibit  an  engine,  because  there  are  several 
prominent  French  manufacturers  working  under  his  licenses  who 
displayed  the  engines. 

He  did,  however,  show  in  the  United  States  section  a  new  system 
of  valves,  adapted  for  substitution  in  the  place  of  the  Corliss  turning 
valve,  particularly  in  engines  of  the  Wheelock  type.  This  system 
is  comparatively  recent,  and  will  therefore  be  illustrated. 

Fig.  44*  shows  a  section  of  the  lower  part  of  one  end  of  a  steam 
cylinder  with  the  valve  seats  and  valves  in  place,  and  Fig.  45  a  per- 
spective view  of  one  of  the  plug-shaped  seats,  having  the  valve,  its 
stem,  and  their  connections  applied  to  it,  the  whole  apparatus  being 
in  condition  for  insertion  into  the  bored  hole  which  is  provided  in 
the  cylinder  end  for  its  reception. 

The  seat  plug  is  long  aild  tapering,  and  is  cut  away  at  one  side  so 
as  to  form  a  flat  face  which  is  perforated  with  several  ports.  A  flat 
slide  valve,  also  having  several  ports,  rests  on  this  face  and  receives 
motion  from  the  valve  stem,  which  has  a  bearing  in  each  end  of  the 
plug.  Short  cranks,  with  links  coupling  them  to  lugs  on  the  back 
*This  figure  is  copied  from  Engineering. 
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of  the  valve,  give  sliding  movements  to  the  latter  when  the  stems 
are  turned  back  and  forth.  The  plugs  occupy  the  places  filled  by 
the  turning  valves  in  the  Corliss  engine,  and  are  driven  into  holes 
in  the  cylinder  which  correspond  to  the  holes  made  for  the  seats  of 
the  turning  valves,  but  are  bored  with  a  slight  taper  corresponding 
tothat  of  the  plugs.  The  plug  fits  tightly  in  the  hole  and  is  fastened 
so  as  to  be  made  steam  tight  by  driving.  There  are  no  bolts  to  hold 
the  seats  in,  and  no  bonnets  to  cover  them. 

The  valve  stems  are  turned  back  and  forth  by  the  valve  gear  in 
essentially  the  same  manner  as  that  hitherto  employed  in  the  Wheel- 
ock  engine,  and  the  steam  valves  are  tripped  and  closed  in  the  usual 
manner. 


Fio.  44.— Section  of  end  of  cylinder,  showing  Wheelock's  new  system  of  valye& 


Fio.  45.— Wheelock's  valve  seat  and  valve. 


This  new  valve  arrangement  is  manufactured  under  license  by  De 
Quillacq,  of  Anzin,  France,  who  manufactures  largely  the  older  type 
of  Wheelock  engines. 

(45)  Steam  engines  in  the  British  section. — Several  quite  small  en- 
gines for  steam  launches,  air  compressors,  etc.,  were  shown  by  Brit- 
ish exhibitors,  but  Messrs.  Davey,  Paxman  &  Co.  of  Colchester, 
England,  exhibited  the  only  engines  of  large  size;  two  of  about 
140  horse-power  each,  one  of  which  was  compound,  gave  motion  to 
sections  of  the  shafting  in  Machinery  Hall.  Three  compound  en- 
gines, of  360,  200,  and  120  horse-power,  respectively,  were  employed 
for  driving  dynamos  in  the  ''Central  Electrical  Station  of  the  Syndi- 
cate."   All  these  engines  were  furnished  with  the  Paxman  auto- 
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matic  expansion  gear,  in  which  a  cut-off  valve  works  on  a  plate,  per- 
forated with  ports,  which  lies  upon  the  back  of  the  main  slide  valve 
and  is  prevented  from  endwise  movement.  The  main  valve  is  oper- 
ated by  a  single  eccentric,  and  the  cut-off  valve  by  two  other  eccen- 
trics and  a  shifting  (Stevenson)  link,  the  position  of  which  is  ad- 
justed by  the  governor,  which  thus  regulates  the  point  of  cut-off. 

(46)  Parsons's  compound  steam  turbine. — One  of  the  most  interest- 
ing novelties  in  the  Exposition  was  Parsons's  steam  turbine,  an  En- 
glish invention  exhibited  in  the  French  section  by  Messrs.  Weyher 
&  Richemond. 

It  is  shown  in  Figs.  46  to  48,  which,  with  the  greater  part  of  the 
following  description,  are  taken  from  a  paper  presented  by  the  in- 
ventor to  the  Institution  of  Mechanical  Engineers,  London,  October 
25,  1888. 

The  steam  turbine  is  combined  with  a  dynamo  of  small  diameter, 
and  the  whole  apparatus  is  called  a  "  Turbo-Electric  Generator. "  Its 
high  speed  adapts  it  peculiarly  well  for  driving  dynamos  directly, 
and,  while  the  turbine  is  useful  for  other  purposes,  its  applications 
hitherto  have  been  made  chiefly  in  this  way. 

The  machine  shown  in  the  Exposition  ran  at  about  10,000  revolu- 
tions per  minute  with  perfect  silence  and  steadiness.  In  fact,  except 
for  the  slight  sparking  shown  at  the  commutators  of  the  dynamo,  it 
would  have  been  diflicult  to  tell  whether  the  machine  was  running  or 
not. 

In  1888  the  inventor  made  the  following  statement  : 

The  first  turbo-electric  generator,  completed  in  1882,  ran  at  18,000  revolutions 
X)er  minute,  and  gave  6  electrical  horse-power ;  it  has  been  in  almost  constant  use 
since  that  time,  and  has  done  a  large  amount  of  work.  The  second,  made  shortly 
afterwards,  runs  at  10,000  revolutions  per  minute ;  it  was  placed  on  the  Tyne  Steam 
Shipping  Company's  steamer  Earl  Percy y  and  has  worked  her  60  lamps  ever  since 
to  their  entire  satisfaction ;  the  cost  of  fuel  and  maintenance  is  very  small,  and  the 
light  remarkably  steady. 

Theory  based  on  the  authenticated  performances  of  water  turbines  and  the  laws  of 
the  flow  of  steam  and  gases  showed  that  the  turbo-electric  generator  possessed  the 
elements  of  the  highest  economy,  not  merely  comparable  with  the  best-known  per- 
formances, but  even  superior  to  them.  How  far  practice  has  come  up  to  theory 
may  be  judged  by  the  results  given  at  the  end  of  this  extract,  and  it  will  be  seen  that 
they  approach  nearly  the  best  results  of  ordinary  engines  working  with  the  same 
steam  pressures. 

The  compound  steam  turbine  T,  Figs.  47  and  48  consists  of  two  series  of  parallel- 
flow  or  Jonval  turbines,  set  one  after  the  other  on  the  same  spindle  S,  so  that  each 
turbine  takes  steam  from  the  preceding  one  and  passes  it  on  to  the  next.  In  this 
way  the  steam  entering  all  round  spindle  from  the  centi*al  inlet  I,  Fig.  47,  passes 
right  and  left  through  the  whole  of  each  series  of  turbines  to  the  exhaust  E  at  each 
end.  The  steam  expands  as  it  loses  pressure  at  each  turbine ,  and  by  successive 
steps  the  turbines  are  increased  in  size  or  area  of  passage-way,  so  as  to  accommo- 
date the  increase  of  volume,  and  to  maintain  a  suitable  distribution  of  pressure  and 
velocity  throughout  the  whole  series  of  turbin<>s.  The  areas  of  the  successive  tur- 
bines are  so  arranged  that  the  Telocity  of  the  flow  of  steam  shall  have  throughout 
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the  series  a  nearly  constant  ratio  to  the  speed  of  the  blades ;  and  as  far  as  possible 
this  ratio  of  velocities  is  so  fixed  as  to  give  each  turbine  of  the  series  its  maximum 
efficiency.  The  two  equal  series  of  turbines  on  each  side  of  the  central  steam  inlet 
I  balance  each  other  as  regards  any  end  pressure  on  the  spindle  of  the  motor,  and 
thus  remove  any  tendency  to  undue  wear  on  the  collars  of  the  bearings  B. 

The  turbines  are  constructed  of -alternate  revolving  and  stationary  rings  of  blades. 
The  revolving  blades  r,  Fig.  48,  are  cut  with  right  or  left  hand  obliquity  on  the  out- 
side of  a  seiies  of  brass  rings,  which  are  threaded  upon  the  horizontal  steel  driving 
spindle  S,  and  secured  upon  it  by  feathers ;  the  end  rings  form  nuts,  which  are 
screwed  upon  the  spindle  and  hold  the  rest  of  the  rings  upon  it.  The  stationary  or 
guide  blades  gf  are  cut  with  opposite  obliquity  on  the  inside  of  another  series  of  larger 
brass  rings,  which  are  cut  in  halves,  and  are  held  in  the  top  and  bottom  halves  of 
the  cylindrical  casing  by  feathers.  The  set  of  blades  on  each  revolving  ring  runs 
between  a  pair  of  sets  of  the  stationary  or  guide  blades.  The  passages  between  the 
blades  in  the  alternating  rings  form  a  longitudinal  series  of  zigzag  channels  when 
the  machine  is  standing  still,  as  seen  at  Z  in  Fig.  48. 

Bearings. — As  it  is  impossible  to  secure  absolute  accuracy  of  balance,  the  bearings 
are  of  special  construction  so  as  to  allow  of  a  certain  very  small  amount  of  lateral 
freedom.  For  this  purpose  the  bearing  is  surrounded  by  two  sets  of  steel  washers 
one-sixteenth  of  an  inch  thick  and  of  different  diameters,  the  larger  fitting  close  in 
the  casing  C  and  about  one  thirty-second  of  an  inch  clear  of  the  bearing,  and  the 
smaller  fitting  close  on  the  bearing  and  about  one  thirty-second  of  an  inch  clear  of 
the  casing  C.  These  are  arranged  alternately,  and  are  pressed  together  by  the  spiral 
spring  N.  Consequently  any  lateral  movement  of  the  bearing  causes  them  to  slide 
mutually  against  one  another,  and  by  their  friction  to  check  or  damp  any  vibrations 
that  may  be  set  up  in  the  spindle.  The  tendency  of  the  spindle  is,  then,  to  rotate 
about  its  axis  of  mass,  or  principal  axis  as  it  is  called ;  and  the  bearings  are  thereby 
relieved  from  excessive  pressure,  and  the  machine  from  undue  vibration.  The  auto- 
lAatic  oiling  of  the  bearings  by  the  screw  J  almost  entirely  prevents  friction  and 
wear.  The  circulation  is  continuous,  the  oil  being  used  over  and  over  again ;  and 
as  it  deteriorates  very  slowly  and  there  is  little  waste,  the  consumption  may  be  said 
to  be  unusually  small.  The  oil  is  raised  up  to  the  screw  J  by  the  suction  of  the  fan 
F  acting  upon  its  free  surface  in  the  standpipe  P.  By  the  screw  J  it  is  fed  into  the 
adjoining  bearing,  and  is  also  forced  along  a  pipe  to  the  two  other  bearings  of  the 
spindle.  After  passing  through  the  bearings  the  oil  flows  back  along  a  pipe  to  a 
reservoir,  to  be  again  drawn  up  thence  through  another  pipe  by  the  fan  and  fed  into 
the  bearings  by  the  screw.  The  throttle  valve  is  worked  by  the  movement  of  a 
leather  diaphragm  L,  which  the  suction  of  the  fan  F  tends  to  close  against  the  ten- 
sion of  the  spring  A. 

Durabilfy, — After  8  years'  working,  10  hours  daily,  the  wear  on  the  bearings  has 
been  found  to  be  very  small,  in  some  cases  almost  inappreciable.  The  blades  or 
vanes  of  the  turbines  show  no  cutting  action  from  the  steam.  The  conmiutators 
in  the  larger  sizes  have  stood  this  amount  of  work  well,  and  when  carefully  looked 
after  have  suffered  very  little  wear. 

Steam  consumption.— As  the  result  of  careful  tests,  made  when  exhausting  into 
the  atmosphere  and  giving  off  32,000  watts,  the  consumption  of  steam  per  electrical 
horse-power  per  hour  has  been  found  to  be  42  pounds  with  a  steam  pressure  of  61 
pounds  at  the  inlet;  and  35. 1  pounds  with  a  steam  pressure  of  92  pounds  at  the 
inlet.  Tests  made  at  Portsmouth  Dockyard,  and  at  Messrs.  Weyher  &  Richemond's, 
in  Paris,  have  agreed  closely  with  the  tests  made  on  the  same  turbo  generators  be- 
fore they  left  the  works  at  Gateshead.  These  tests  have  therefore  confirmed  the 
accuracy  of  the  figures  above  given. 
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IV.— Gas  engines. 

(47)  It  is  interesting  to  note  the  great  development  in  the  use  of 
gas  engines  which  has  taken  place  within  the  last  few  years,  as 
shown  by  the  large  number  displayed  in  the  Exposition  of  1889,  in 
contrast  to  the  scarcity  of  such  engines  in  the  French  exhibition  of 
1878.  The  character  of  the  engines  shown  at  the  Exposition  of  1889  is 
also  remarkable.  For  a  long  time  after  Otto  by  his  practical  invent- 
ive genius  and  his  researches  had  developed  a  useful  and  economical 
motor,  gas  engines  were  used  only  for  small  powers,  their  appli- 
cation being  limited  to  from  1  to  10  horse-power  for  many  years;  and 
the  en^jineer  would  have  been  bold  indeed,  in  1878,  who  had  advo- 
cated building,  or  predicted  the  use  of,  gas  engines  of  such  great 
power  as  some  of  those  exhibited  on  the  Champs  de  Mars  ten  years 
later.  Single  gas  engines  of  25  horse-power  followed  a  long  trial  of 
the  smaller  sizes ;  those  of  50  horse-power  were  ventured  upon  later, 
and  in  the  Exposition  of  1889  we  find  two  different  engines  capable 
of  exerting  100  horse-power.  One  of  these  was  of  the  greatest  sim- 
plicity, having  a  single  cylinder  only  and  yet  being  in  every  way  a 
thoroughly  practical  operative  machine ;  the  other  consisted  of  a 
group  of  four  engines  of  25  horse-power  each,  combined  on  one  bed 
and  actuating  a  single  crank  shaft ;  an  arrangement  adopted  in 
order  to  secure  great  uniformity  of  motion. 

(48)  Although  there  are  several  classes  of  gas  engines  and  hot  air 
engines — for  both  these  belong  to  the  same  general  group  of  motors — 
and  although  each  class  has  from  a  theoretical  standpoint  its  dis- 
tinctive advantages,  yet  only  two  kinds  have  proved  successful  for 
general  application  and  for  the  production  of  power  on  a  consider- 
able scale.    They  are : 

I.  Gas  engines  in  which  a  mixture  of  gas  and  air,  previously  com- 
pressed, is  heated  by  the  ignition  of  the  mixture,  and  produces  power 
by  its  expansive  action ; 

II.  Gas  engines  in  which  the  mixture  of  gas  and  air  is  exploded 
without  previous  compression. 

Motors  of  the  last  class  are  not  economical,  but  are  simple  and 
strong,  and  serviceable  for  moderate  powers. 

The  first  class  is,  then,  the  one  which,  because  of  its  practicability 
as  a  motor  of  considerable  power,  has  been  introduced  into  a  field 
which,  until  very  recently,  was  occupied  by  the  steam  engine  only. 

Of  the  second  class  there  were  four  types  exhibited;  of  the  first 
class,  more  than  twenty. 

It  is  the  first  class  only  which  will  be  considered  here.  Of  these 
there  were  three  distinct  systems  represented. 

First.  That  in  which  a  cycle,  constituting  one  complete  operation, 
consists  of  four  distinct  processes  performed  in  a  single  cylinder. 

Second.  A  kind  in  which  two  processes  complete  the  cycle. 
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Third.  One  in  which  two  cycles  are  completed  by  three  processes. 

(49)  The  first  of  these  systems  includes  the  well-known  Otto  en- 
gine, which  takes  its  name  from  its  inventor,  who  discovered  and 
applied  the  system  it  embodies.  It  has,  however,  been  found  that 
the  four-process  cycle  employed  by  Otto  was  previously,  though  in- 
dependently, invented  and  fully  discussed  by  another  scientist,* 
and  this  system,  formerly  attributed  only  to  Otto,is  therefore  known 
as  the  cycle  of  Beau  de  Rochas,  the  earlier  discoverer. 

The  four  processes  may  be  described  as  follows  : 

First.  The  drawing  of  the  explosive  mixture  into  the  cylinder 
during  the  whole  of  the  first  forward  stroke  of  the  piston. 

Second.  The  compression  of  the  mixture  by  the  piston's  first  re- 
turn stroke. 

Third.  The  ignition  of  the  mixture  and  its  expansive  action  in 
producing  the  power  in  the  second  forward  stroke. 

Fourth.  The  expulsion  of  the  products  of  combustion  and  other 
contents  of  the  cylinder  during  the  second  return  stroke  of  the 
piston. 

As  the  cylinder  in  this  kind  of  engine  is  only  single  acting,  the 
ignition  of  the  mixture  and  exertion  of  power  in  the  cylinder  can 
occur  only  once  in  every  two  revolutions  of  the  crank  shaft,  and 
consequently  a  heavy  fly-wheel  must  be  used  to  obtain  regularity  of 
motion. 

Beau  de  Rochas  specified  certain  conditions  as  essential  for  obtain- 
ing the  best  results  from  the  use  of  the  gas  ;  these  are,  substantially  : 

1.  That  the  admission  of  the  explosive  mixture  must  be  cut  off 
after  the  least  practicable  proportion  of  the  filling  stroke  has  been 
performed,  so  that  after  the  ignition  in  the  acting  stroke  the  expan- 
sion may  be  as  great  as  possible. 

2.  That  the  pressure  of  the  mixture  at  the  moment  of  ignition, 
and  consequently  at  the  beginning  of  the  acting  stroke,  must  be  as 
great  as  practicable,  by  which  a  high  initial  pressure  resulting  from 
the  ignition  is  obtained;  a  condition  implied  by  the  first  if  consid- 
erable power  is  required. 

3.  That  the  speed  must  be  as  high  as  possible. 

4.  That,  for  a  given  power  and  speed,  the  cylinder  diameter  should 
be  as  great  as  possible. 

The  last  two  conditions  bear  upon  the  loss  of  heat  by  conduction 
through  the  cylinder  walls,  which  must  necessarily  be  kept  cool 
enough  to  permit  of  lubricants  being  used  effectively,  this  cooling 
being  usually  effected  by  a  circulation  of  water  around  the  cylinder. 

Beau  de  Rochas  concludes  that  all  these  conditions  are  more  nearly 
realized  in  a  single-acting  single-cylinder  engine  than  in  any  other 
form  of  motor.  The  grand  success  which  resulted  from  the  em- 
bodiment of  these  ideas  in  a  useful  form  by  Otto,  and  the  experi- 

*See  Beau  de  Rochas^s  French  patent  of  1862. 
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mental  investigations  which  have  followed,  show  this  form  to  be 
quite  as  economical  as  any  that  has  thus  far  been  produced,  and 
the  conclusions  Beau  de  Rochas  reached  to  be  well  founded. 

No  greater  proof  of  the  success  of  this  system  can  be  presented 
than  the  fact  that  within  10  or  15  years  30,000  engines  of  this  type, 
representing  an  aggregate  of  over  100,000  horse-power,  have  been 
sold.  Seventeen  different  varieties  of  engines  embodying  this  sys- 
tem were  exhibited. 

(50)  The  second  system  referred  to  was  represented  by  three  varie- 
ties of  engines  only.  The  system  is  carried  out  by  drawing  in  and 
partly  compressing  the  air  by  means  of  a  piston  working  in  a  cylin- 
der separate  from  and  auxiliary  to  the  working  cylinder,  or  else 
by  employing  one  end  of  the  working  cylinder  for  these  processes, 
while  the  compression  of  the  mixture  is  completed,  and  the  power 
developed,  in  the  opposite  end  of  the  same  cylinder.  This  last  plan 
is  the  one  which  is  adopted  for  the  three  varieties  of  engines  just 
referred  to. 

Air,  and  usually  gas  also,  is  drawn  into  the  front  end  of  the 
working  cylinder  by  the  backward  or  inward  motion  of  the  piston, 
the  contents  of  the  opposite  end  of  the  cylinder  escaping  at  the  be- 
ginning of  this  stroke,  or  being  expelled  during  the  stroke.  At  the 
beginning  of  the  forward  stroke  a  charge  of  compressed  air  and  gas 
is  admitted  behind  the  piston  and  ignited,  by  which  the  piston  is 
propelled  forward  and  the  contents  of  the  front  end  of  the  cylinder 
compressed  into  a  receptacle  from  which  the  charge  is  delivered  into 
the  back  end  of  the  working  cylinder  as  needed.  One  ignition,  there- 
fore, takes  place  at  each  revolution  of  the  engine,  and  for  this  reason 
more  power  can  be  obtained  from  an  engine  of  this  kind  than  from 
one  of  the  same  size  and  weight  of  the  first  system. 

The  third  system  was  represented  by  a  single  example  only.*  In 
this  the  engine  is  double  acting,  and  the  ignition  and  motive  effect 
occur  twice  in  six  strokes,  that  is,  twice  in  three  revolutions  of  the 
crank  shaft.  Let  us  consider  one  end  of  the  cylinder  only — for  the 
processes  are  the  same  in  both  ends:  The  mixture  is  drawn  in  by  the 
first  direct  stroke  of  the  piston,  compressed  by  the  first  return  stroke, 
ignited  in  the  second  direct,  and  expelled  in  the  second  return  stroke; 
a  charge  of  fresh  cool  air,  to  clear  out  the  products  of  combustion 
and  cool  the  cylinder,  is  drawn  in  by  the  third  direct  stroke,  and 
expelled  in  the  third  return  stroke,  which  completes  the  cycle  of 
processes. 

A  number  of  the  gas  engines  exhibited  were  adapted  for  working 
with  the  vapor  of  petroleum,  a  few  of  them  being  fitted  specially 
with  vaporizers  for  producing  the  inflammable  vapor  in  the  quantity 
required,  as  regulated  by  the  action  of  the  engine. 


*The  Griffin  engine,  exhibited  in  the  British  section. 

Digitized  by  Google 


134 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


(51)  In  a  number  of  the  Otto  engines  the  ignition  of  the  charge 
was  effected  by  the  transfer  of  a  small  portion  of  the  flaming  gas 
from  an  igniting  burner  to  the  interior  of  the  cylinder  containing 
the  charge,  a  plan  which  has  long  been  in  use;  in  other  cases  a  tube 
heated  to  incandescence  fired  the  charge,  a  portion  of  which  found 
entrance  to  the  tube;  but  in  the  greater  number  of  engines  exhibited, 
other  than  the  Otto,  the  ignition  was  produced  by  an  electric  spark. 
The  various  devices  for  producing  and  regulating  the  spark  are  de- 
scribed in  the  report  on  Class  62. 

(52)  The  improvement  which  has  been  made  in  the  economical 
efficiency  of  the  gas  engine  since  its  introduction  is  noteworthy. 

In  1881  a  test  of  the  Lenoir  gas  engine,  of  one-half  horse-power, 
one  of  the  first  brought  into  practical  service,  gave  a  consumption 
of  124  cubic  feet  of  gas  per  effective  (brake)  horse-power  per  hour. 
In  another  trial  of  the  same  kind  of  engine,  of  1  horse-power,  the 
consumption  was  reduced  to  95  cubic  feet.  In  1878  the  consumption 
in  the  Otto  engine  had  been  reduced  to  36  cubic  feet  per  hour  per 
effective  horse-power.  The  practical  working  results  of  the  Otto 
engine  may  now  be  estimated  at  30  cubic  feet,  although  recent  exper- 
iments, in  which  rich  gas  was  used,  have  shown  that  the  consump- 
tion may  be  reduced  to  24.5  cubic  feet  or  less;  A  10  horse-power 
"  simplex"  gas  engine,  when  tested  in  1885  by  M.  Wirtz,  gave  each 
horse-power  with  a  consumption  per  hour  of  20  cubic  feet  of  gas 
having  a  heating  power  of  605  heat  units  per  cubic  foot.  A  §mall 
Charron  engine,  according  to  the  same  engineer,  consumed  19. 5  cubic 
feet  of  gas  per  hour  per  brake  horse-power,  with  gas  having  a  heat- 
ing power  of  670  heat  units  per  cubic  foot.  This  last  test  was  made 
in  1889. 

Results  are  published  giving  a  working  performance  of  a  50  horse- 
power Simplex"  engine,  using  Dowson  gas  which  was  made  and 
used  for  the  supply  of  gas  to  the  engine  only.  Less  than  1. 3  pounds 
of  anthracite  coal  were  consumed  per  hour,  per  effective  horse-power; 
a  better  performance  than  this  is,  however,  claimed  in  England  for 
the  Crossley  Otto  engines  of  large  power. 

The  engines  employed  during  the  Exposition  do  not  seem  to  have 
given  good  economical  results,  if  the  performance  of  all  is  considered, 
and  if  the  statements  of  the  gas  consumption  are  correct.   About  300' 
horse-power  is  said  to  have  been  supplied  by  gas  engines,  and  the* 
hourly  supply  of  gas  for  these  to  have  been  14,000  cubic  feet.  The 
price  charged  for  the  gas  was  $1.10  per  thousand  cubic  feet. 

(53)  Compagnie  Fran^aise  des  Mofeurs  A  Oaz, — This  company, 
which  controls  the  Otto  patents,  showed  a  new  small  vertical  engine 
of  admirably  simple  design,  in  whixjh  the  distribution  is  effected 
through  puppet  valves  instead  of  by  a  sliding  bar,  and  in  which  the 
ignition  is  produced  by  means  of  a  red-hot  tube  instead  of  by  the 
transfer  of  a  portion  of  flaming  gas.    The  whole  apparatus  is  sup- 
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ported  by  a  large  hollow  frame  which  envelopes  the  cylinder  and 
allows  the  circulation  of  water  for  cooling.    See  Figs.  49  and  50. 

One  of  the  novel  features  is  a  regulator  which  operates  by  the  in- 
ertia of  a  weight  in  the  following  manner:  For  opening  the  exhaust 
valve  and  the  gas  supply  valve  there  is  a  cam  rod,  a,  which  is  sup- 
ported by  the  spring  s,  which  also  bears  up  the  exhaust  valve  m; 
this  rod  is  driven  down  at  every  alternate  revolution  of  the  engine 
by  a  cam  and  lifted  to  place  again  by  the  spring.  At  the  lower 
end  of  the  rod  a  is  an  arm,  6,  which  carries  the  regulator  proper. 
This  latter  is  composed  of  a  right-angled  lever  pivoted  to  the  arm  at 
c.  The  horizontal  branch  of  the  lever  carries  a  weight,  d,  counter- 
balanced by  the  spring     and  the  vertical  branch  ends  in  a  hook. 


Fio.  49.— Sectional  view  of  a  TertJcal  Otto  gas  Fio.  riO.— Vertical  ki«  rn^ne.  Otto  type, 

engine. 

This  whole  system  moves  up  and  aown  with  the  rod  a,  and,  when  the 
engine  runs  at  the  normal  speed,  the  admission  valve  o  is  opened 
during  every  sucking  stroke  of  the  piston  by  means  of  the  hook  h  on 
the  arm  e  of  the  regulator  lever,  which  engages  with  a  hook  on  the 
top  of  the  valve  stem/  when  the  rod  a  rises,  the  valve  being  closed 
when  the  rod  descends. 

If  the  speed  of  the  engine  increases,  the  weight  d  is,  by  virtue  of 
its  inertia,  retarded  in  the  upward  motion  of  the  cam  rod,  and  the 
fulcrum  c  rises  in  advance  of  the  weight,  thus  causing  the  vertical 
arm  e  to  swing  away  from  the  rod  /  of  the  admission  valve,  which 
it  therefore  fails  to  lift.  As  soon  as  the  speed  is  reduced,  the  lever 
returns  to  its  place  and  raises  the  valve  on  the  up  stroke  of  the  rod. 
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The  gas  valve  o  is  therefore  closed  only  during  the  period  of  exhaust, 
or  whenever  the  cam  rod  in  ascending  fails  to  lift  it.  The  mixture 
from  the  cylinder  can  not,  however,  escape  through  the  valve  o 
daring  the  period  of  compression,  because  the  automatic  valve  i 
is  then  closed  and  covers  the  holes  with  which  the  seat  is  perforated — 
for  these  are  uncovered  only  while  the  valve  i  is  lifted  automatically, 
that  is,  during  the  period  when  air  (or  air  and  gas)  is  being  sucked 
through  it  into  the  cylinder  by  every  alternate  upward  stroke  of  the 
piston.  The  ignition  is  effected  by  means  of  a  heated  tube,  placed 
in  front  of  the  cylinder,  into  which  the  compressed  explosive  mix- 
ture penetrates  at  the  proper  time  and  is  ignited. 

One  form  of  this  ignition  tube  is  shown  in  the  views  of  the  engine. 
Figs.  49  and  50,  but  an  improved  arrangement  has  been  adopted 
which  is  very  satisfactory  in  its  operation,  and  has  been  applied  to 
the  larger  engines  manufactured  by  this  company.  It  consists  of  a 
vertical  iron  tube  heated  nearly  to  incandescence,  so  applied  to 
the  cylinder  that  it  receives  a  portion  of  the  explosive  gas  and  ignites 
it,  whenever  the  tube  is  brought  into  connection  with  the  interior  of 
the  cylinder  by  means  of  a  valve  or  slide  which  opens  the  commu- 
nication when  the  moment  for  ignition  arrives. 

The  iron  tube  is  heated  by  a  Bunsen  burner,  in  the  flame  of  which 
it  is  entirely  immersed.  The  burner  is  not,  however,  sufficiently 
supplied  with  air  to  produce  its  full  oxidizing  effect,  being  sur- 
rounded with  a  concentric  chimney  perforated  in  such  a  manner 
that  the  air  supply  is  directed  to  the  outside  of  the  flame,  producing 
perfect  combustion  and  intense  heat  at  the  surface,  but  leaving  the 
interior  of  the  flame  lacking  in  oxygen.  The  tube  is  in  some  cases 
protected  with  a  fire-clay  coating.  It  lasts  about  6  weeks  and  then 
costs  but  little  for  renewal,  being  a  piece  of  half -inch  pipe  5  inches 
long,  capped  at  the  end. 

The  action  of  this  igniter  is  very  sure  and  regular.  The  tube  is 
screwed  into  the  channel  which  forms  the  communication  with  the 
cylinder,  but  not  at  the  end  of  this  channel;  the  part  of  the  channel 
beyond  the  tube  forms  a  small  reservoir,  which  first  receives  the 
products  of  combustion  of  the  previous  ignition,  after  which  the  pure 
mixture  follows  and  enters  the  tube,  where  it  is  ignited;  the  explo- 
sion producing  a  reaction  in  the  reservoir  formed  by  the  channel, 
which  throws  the  flame  into  the  cylinder  and  insures  ignition  of  the 
main  charge. 

The  length  and  arrangement  of  the  tube  have  such  an  effect  upon 
the  time  required  for  the  reception  of  the  gas,  its  ignition,  and  the 
travel  of  the  flame  to  the  cylinder,  that,  in  the  small  engines,  the 
igniting  tube  can  be  so  adjusted  that  neither  valve  nor  slide  is 
needed  between  it  and  the  cylinder  to  regulate  the  instant  of  ignition. 

An  illustration  of  a  similar  igniter,  used  in  the  Crossley  engine,  is 
given  on  page  150. 
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(54)  The  Compagnie  Frangaise  exhibited  also  the  well-known  hori- 
zontal Otto  motors  of  moderate  size,  and  a  few  40  and  50  horse-power 
engines  specially  built  for  electric  light  purposes  and  used  for  driv- 
ing dynamos;  these  last  consist  of  a  pair  of  coupled  engines,  an  ar- 
rangement which  is  preferred  because  regularity  of  speed  is  obtained 
without  running  the  engines  rapidly. 

The  same  company  also  shows  a  100  horse-power  engine.  It  is 
really  four  25  horse-power  engines  united  on  the  same  frame;  there 
are  four  cylinders  just  alike,  each  with  its  special  distributers  and 
regulators,  all  working  under  the  same  conditions.  The  cylinders 
are  placed  in  pairs  on  either  side  of  the  main  shaft.  There  are  but 
two  cranks  on  the  shaft,  to  each  of  which  is  attached  two  of  the  en- 
gines, and  these  cranks  are  set  opposite  each  other.  Slide  valves  of 
the  necessary  size  being  too  large,  they  were  replaced  by  puppet 
valves,  the  slide  being  retained  only  for  the  ignition,  which  is  pro- 
duced as  in  the  common  engines,  by  a  transfer  of  the  flame.  A 
small  engine  is  used  to  start  the  large  one  by  means  of  a  pulley  on 
the  flywheel  shaft,  a  loose  pulley  being  provided  to  receive  the  belt 
as  soon  as  the  large  engine  is  running.  A  transverse  section  through 
the  breech  of  the  cylinder  of 
one  of  the  horizontal  engines 
having  an  arrangement  of  pup- 
pet valves  is  shown  in  Fig.  51. 

The  company  had  twenty- 
seven  motors,  representing  360 
horse-power,  working  in  diflEer- 
€nt  parts  of  the  Exposition. 
Since  1878  it  has  built  3,018 
Otto  engines  of  8,252  total 
horse-power.  It  received  a  gold 
medal,  as  high  an  award  as  was 
given  for  this  class  of  exhibits. 

(55)  Delamare-Deboutteville  &  Malandin's  simplex"  engine. — 
This  engine  was  exhibited  by  Mr.  Thomas  Powell,  of  Rouen,  France. 
Its  operation  is  on  the  Beau  de  Rochas  system  of  four  processes  in  one 
cycle,  and  the  engine  is  provided  with  a  slide  through  which  the  gas 
and  air  are  admitted  to  the  cylinder.  In  these  respects  it  resembles 
the  Otto  engine  of  the  usual  form,  but  it  differs  from  the  latter  con- 
siderably in  several  features  of  arrangement  and  detail,  and  is  par- 
ticularly interesting  because  the  largest  single  cylinder  gas  engine 
ever  exhibited  is  of  this  kind  and  was  shown  in  operation  in  the 
Exposition. 

This  was  a  motor  of  100  horse-power  with  a  cylinder  22.6  inches 
in  diameter  and  a  stroke  of  37i  inches. 

Fig.  52  shows  a  side  view,  and  Fig.  53  an  end  view  of  the  large  en- 
gine.* 

*  These- figures  were  taken  from  Industries,  London,  Aug.  2,  1889. 
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Fio.  61.— Vertical  transverse  sectiovof  breech  of 
a  horizontal  Otto  gas  engine  with  puppet  valves. 
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The  mixture  of  air  and  gas  occurs  in  a  receptacle  fixed  on  the 
cover  of  the  slide,  instead  of  in  the  interior  of  the  slide  where  mixture 
is  made  in  the  Otto  engine.  The  air  enters  at  one  side  of  this  re- 
ceptacle, which  is  globular,  and  meets  the  gas  as  it  enters  through  a 
valve  on  the  opposite  side.  At  the  proper  time  a  port  in  the  slide 
opens  communication  between  the  mixing  receptacle  and  the  breech 
of  the  cylinder,  and  the  mixture  is  then  drawn  rapidly  thi'ough  a 
passage  way  of  varying  cross  section  into  the  cylinder  by  the  ad- 


Fio.58.— End  view  of  100  horae-power   Simplex''  gas  engine. 

vancing  movement  of  the  piston,  a  complete  mingling  of  the  air 
and  gas  being  thus  produced. 

The  quantity  of  mixture  admitted  is  constant,  and  its  quality 
always  the  same  whenever  gas  is  admitted  at  all;  the  power  of  the 
engine  being  regulated,  as  in  the  Otto  engine,  by  entirely  suppressing 
the  admission  of  gas,  and  admitting  air  only,  during  one  or  more 
revolutions,  at  times  when  an  increased  speed  indicates  that  less 
effort  upon  the  .piston  is  required.  The  construction  and  action  of 
the  pendulum  governor  which  determines  the  periods  of  opening  the 
gas  valve  are  novel  and  will  be  described  further  on.  The  exhaust 
takes  place  through  a  puppet  valve  lifted  by  a  lever  which  has  a 
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creeping  fulcrum,  so  that  the  valve  is  raised  slowly  and  forcibly  at 
first,  but  is  lifted  rapidly  and  widely  after  the  pressure  which  holds 
it  shut  is  relieved,  and  thus  occasions  but  little  resistance  to  the 
outflowing  gases. 

The  ignition  is  by  an  electric  spark  produced  in  the  interior  of  the 
admission  slide,  in  a  chamber  which  comes  in  communication  with 
the  cylinder  port  at  the  proper  moment  for  ignition.  The  ignition 
does  not  take  place  at  the  instant  the  acting  stroke  of  the  piston 
begins,  but  at  a  point  somewhat  later,  as  shown  by  the  indicator 
diagram  in  Fig.  54. 

The  first  inch  or  two  of  the  stroke  is  made  under  the  pressure  of 
the  mixture  in  expanding  from  a  condition  of  overcompression  pro- 
duced by  the  previous  return  stroke,  and  the  mixture  is  then  ignited; 
by  this  means  a  less  violent  shock  is  given  to  the  joints  of  the  con- 
necting rod  and  shaft  journals,  while  but  little  if  any  diminution 
of  power  is  occasioned  by  the  retarded  ignition. 


Fig.  55  shows  the  arrangement  of  the  governor  and  the  parts  con- 
nected with  it  by  which  the  gas  valve  is  opened. 

The  pendulum  is  a  rod,  a,  with  a  heavy  bob,  6,  near  its  lower  end,  and 
having  at  its  upper  end  a  counterweight  the  distance  of  which  from 
the  point  of  suspension  is  adjustable,  so  that  the  period  of  oscillation 
of  the  compound  pendulum  thus  formed  can  be  made  to  coincide 
with  that  of  the  reciprocating  movement  of  the  admission  slide. 
The  fulcrum  of  the  pendulum  is  between  the  two  weights,  and  is 
upheld  by  a  fixed  arm  attached  to  the  cover  of  the  slide.  The  gas 
valve,  whose  stem  is  shown  at  d,  is  on  the  side  of  the  cover  nearest 
the  pendulum,  and  is  kept  closed  by  a  spring,  but  is  opened  at  times 
by  a  dog,  e,  which  is  pivoted  near  the  middle  of  its  length  to  the 
slide/,  and  travels  back  and  forth  with  the  slide.  The  dog  e  is  so 
acted  upon  by  a  spring  that  it  is  held  nearly  horizontal  with  its  point 


Fio.  M.— Indicator  card  from  the   Simplex gas  engine. 


Fio.  65.— Pendulum  governor  of  the 
**SimpIex gas  engine. 
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falling  somewliat  below  the  valve  stem  d,  so  that,  unless  its  point  is 
tipped  upward  when  it  is  carried  forward  by  the  inward  movement 
of  the  slide,  the  point  will  clear  the  end  of  the  valve  stem  and  fail 
to  engage  with  it;  but  if  when  the  slide  moves  inward  the  tail  of  the 
dog  e  is  slightly  depressed,  the  point  comes  in  range  with  the  end  of 
the  stem,  and,  engaging  with  a  notch  which  is  in  the  end,  pushes  the 
gas  valve  open. 

When  the  engine  is  running  at  its  normal  speed — that  is  at  the 
speed  for  which  the  oscillations  of  the  pendulum  are  adjusted — or 
at  a  slower  speed  than  that,  the  tail  of  the  dog  e,  by  which  the  pen- 
dulum is  pushed  backward  in  the  outward  movement  of  the  slide/, 
remains  in  contact  with  the  lower  end  of  the  rod  of  the  pendulum 
during  all  the  time  that  the  slide  is  moving  inward  and  the  pen- 
dulum swinging  forward,  or  at  least  during  the  greater  part  of  that 
time.  In  this  condition  of  affairs  a  small  shoulder,  gr,  on  the  pendu- 
lum rod  comes  in  contact  with  the  tail  of  the  dog  some  time  before 
the  pendulum  has  reached  a  vertical  position,  and  depresses  the  tail 
so  that  the  point  of  the  dog  engages  the  valve  stem  and  pushes  the 
valve  oi)en.  If,  however,  the  speed  of  the  engine  is  so  great  that 
the  strokes  of  the  admission  slide  are  more  rapid  than  the  opcillations 
of  the  pendulum  would  be  if  unchecked,  the  inward  movement  of 
the  slide  will  carry  the  dog  forward  so  rapidly  that  the  pendulum 
will  lag  behind  and  the  projection  g  of  the  pendulum  fail  to  strike 
the  tail,  so  that  the  point  of  the  dog  will  not  be  lifted  but  will  pass 
beneath  the  gas-valve  stem,  and  the  valve  will  consequently  remain 
closed  for  that  stroke  of  the  engine. 

(56)  The  great  difficulty  usually  experienced  in  starting  large  gas 
engines  has  been  overcome  in  this  engine  by  very  simple  means, 
made  possible  by  the  peculiar  method  of  ignition  employed.  The 
inventor's  own  description  of  the  arrangement  is  given: 

The  arrangement  for  engines  of  20  horse-power  and  under  will  first  be  described, 
and  its  increased  simplicity  for  engi  les  of  larger  power  will  then  be  pointed  out. 
For  an  engine  of  16  horse-power,  for  example,  a  small  gas  pipe  furnished  with  a 
three-way  cock  is  fitted  on  the  igniting  apparatus;  an  admission  passage  for  gas 
traverses  the  barrel  of  the  cock,  and  a  small  hole  of  suitable  section  communicating 
with  the  outer  air  is  pierced  in  this  passage.  An  india-rubber  tube  connects  this 
gas  pii)e  with  the  gas  supply  of  the  engine,  and  at  the  point  of  junction  is  fixed  a 
small  graduated  cock  (which  may  be  called  the  gas  cock),  the  degree  of  opening  of 
which  regulates  the  proportions  of  the  explosive  mixture.  The  method  of  starting 
is  as  follows:  The  engine  must  previously  have  been  stopped  at  the  ignition  point, 
which  is  easily  done  by  means  of  the  three-way  cock.  The  induction  coil  is 
fitted  with  a  contact  breaker,  which  interrupts  the  fiow  of  sparks  between  the 
platinum'points.  When  this  is  done  the  three-way  cock  is  first  opened,  and  then  the 
gas  cock  to  the  marked  position.  The  fly  wheel  is  now  slowly  turned  to  draw  in  the 
explosive  mixture,  and  when  the  piston  has  made  two-thirds  of  its  stroke,  the  three- 
way  cock  and  gas  cock  are  closed;  then  the  plug  of  the  large  gas  cock  used  when  the 
engine  is  running  is  turned,  and  set  at  the  position  convenient  for  starting;  tlie  fly 
wheel  is  turned  backward  to  compress  the  charge,  the  electric  current  switched  on, 
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the  spark  produced,  the  charge  ignited,  and  the  fly  wheel  receives  an  impetus  sufifi- 
cient  to  start  it.  For  motors  of  20  horse-power  and  under,  it  is  necessary  to  com- 
press the  charge  slightly  (as  just  described),  because  the  passive  resistances  are  pro- 
portionately great;  but  with  larger  engines  this  is  not  necessary,  and  the  operation  is 
as  follows:  A  small  pet  cock  is  fixed  on  the  cylinder  above  the  compression  chamber, 
forming  a  communication  between  its  interior  and  the  outer  air.  The  engine  must 
be  stopped,  not  at  the  point  of  ignition,  but  somewhat  in  advance,  with  the  crank 
at  an  angle  of  90  degrees,- which,  as  before  described,  is  easily  done  by  means  of  the 
three-way  cock.  The  piston  has  then  made  about  half  its  stroke;  the  gas  cock  is 
opened  to  the  marked  position  as  before,  as  is  also  the  three-way  cock.  As  the  gas 
is  imder  slight  pressure,  it  enters  the  cylinder  through  the  seating,  and  draws  in 
air  with  it  by  the  small  oblique  hole.  The  explosive  mixture  thus  formed  gradually 
fills  the  space  behind  the  piston,  expelling  the  burnt  gas  by  the  cock  at  the  top  of 
the  cylinder,  which  must  be  opened  previously  to  that  ftir  the  admission  of  the  gas. 
In  about  a  minute  (for  a  50  horse-power  engine)  the  cylinder  is  full  of  explosive  gas, 
and  the  cock  above  the  cylinder,  the  gas  cock,  and  the  three-way  cock  are  then 
closed.  As  before,  the  large  gas  cock  is  opened  to  the  starting  position,  the  electric 
current  switched  on,  the  charge  ignited,  and  sufficient  impetus  thus  given  to  the 
fly  wheel  to  start  the  engine. 

(57)  In  using  petroleum  vapor  instead  of  gas,  a  peculiar  carbu- 
retter is  used,  which  is  described  by  M.  Delamare-Deboutteville  as 
follows: 

A  receiver  containing  products  of  low  density  is  placed  immediately  above  a 
spiral  horsehair  brush,  fixed  in  a  jacketed  chamber  heated  by  the  hot  water  from 
the  motor,  which  neutralizes  the  refrigeration  due  to  evaporation.  Below  this  re- 
ceiver is  fixed  a  cock,  with  a  graduated  disk,  by  which  the  supply  of  the  liquid  is 
regulated  according  to  the  consumption  of  the  engine.  Close  to  this  is  another 
cock,  admitting  the  hot  water  coming  from  the  cooling  jacket  of  the  engine,  and 
this  water,  at  a  temperature  of  about  122.  degrees  F. ,  mixes  intimately  with  the 
petroleum  vapor,  which  it  carries  along  with  it  in  its  fall  on  to  the  brush,  and  by 
the  time  that  it  reaches  the  lower  receiver  the  complete  evaporation  of  the  light 
essence  has  been  effected.  A  safety  valve,  through  which  the  gas  is  admitted  to 
the  motor,  obviates  any  backward  ignition.  It  might  be  thought  that  the  water 
would  ab8(»*b  a  part  of  the  light  essence,  and  so  cause  a  considerable  loss;  but  this 
is  not  the  case,  and  experience  shows  that  the  whole  of  the  carburetted  vapor  is 
volatilized.  The  only  constituents  absorbed  by  the  water  are  the  mineral  and  vege- 
table substances  before  named,  and  all  incrustation  from  this  cause  is  completely 
prevented.  After  several  months'  working  the  engine  is  in  as  good  condition  as 
on  the  first  day.  Moreover,  there  is  no  fear  of  the  gradual  impoverishment  of  the 
liquid,  as  the  whole  of  the  volatile  constituents  are  evaporated  from  each  part  as  it 
flows  through;  so  that  the  working  is  always  regular  ftrom  beginning  to  end,  and 
the  power  given'off  is  always  the  same. 

(58)  Tests  of  gas  consumption. — Trials  have  been  made  by  Dr. 
Aim^  Witz,  of  Lille,  the  data  and  results  of  which,  certified  to  by  him, 
were  as  follows: 

Leading  dimensions  of  the  engine:  Diameter  of  cylinder,  7i  inches; 
stroke,  15i  inches;  speed,  160  revolutions  per  minute.  The  eflFective 
work  given  off  by  the  motor  was  measured  by  a  Prony  brake.  The 
ordinary  lighting  gas  used  contsiined  about  600  heat  units  per  cubic 
foot  at  constant  volume;  the  Dowson  gas,  comparatively  rich  in  car- 
bonic oxide,  about  one- fourth  of  that  quantity.   Mean  pressure  of  the 
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town  gas,  three-fourths  of  an  inch  of  water;  of  the  Dowson  gas, 
2i  inches.    Trials  of  November  7,  1885:  Duration  of  trial,  1  hour; 
effective  horse-power,  6.70;  consumption  of  town  gas  per  effective 
horse-power  per  hour,  22.09  cubic  feet;  reduced  to  32**  F.  and  30 
inches  barometer,  consumption  21.55  cubic  feet;  water  per  effective 
horse-power  -per  hour,  5.47  gallons;  temperatures,  entering  51°  F., 
effluent  ISS*'  F.    Duration  of  trial,  2  hours;  effective  horse-power, 
8.67;  consumption,  20.66  and  20.12  cubic  feet;  water  per  effective 
horse-power  per  hour,  4.44  gallons;  temperatures,  51°  F.  and  144°  F. 
Duration  of  trial,  1  hour;  horse-power,  9.28;  consumption,  21.23 
and  20.7.3  cubic  feet;  water,  4.38  gallons;  temperatures,  50°  F.  and 
172°  F.  Trials  of  November  8, 1885:  Dowson  gas;  duration  of  trial,  2 
hours;  horse-power,  7.12;  consumption,  89.97  and  88.03  cubic  feet ; 
water,  5.83  gallons;  temperatures,  48°  F.  and  144°  F.    Duration  of 
trial,  30  minutes;  horse-power,  3.61;  consumption,  188.14  and  114.85 
cubic  feet.    Duration  of  trial,  30  minutes;  horse-power  5.26;  con- 
sumption, 100.71  and  97.88  cubic  feet;  consumption  of  oil  (Moehring), 
5. 68  ounces  per  hour.  The  inventor  states  that  other  trials  of  the  Sim- 
plex motor  have  given  the  following  results:  A  50  horse-power  engine, 
working  with  a  load  of  35  to  40  effective  horse-power,  consumes  daily, 
with  a  Dowson  generator  rather  underpowered,  51  pounds  of  English 
anthracite  coal  per  hour,  equivalent  to  a  consumption  of  from  1. 148 
to  1.30  pounds  per  effective  horse-power  per  hour,  inclusive  of  every- 
thing.  A  16  horse-power  engine,  supplied  with  coal  gas  and  work- 
ing with  a  load  of  12  effective  horse-power,  uses  2,327  cubic  feet  per 
day  of  ten  hours,  or  19.4  cubic  feet  per  effective  horse-power  per 
hour.   These  two  engines  are  in  constant  work,  aad  their  consump- 
tion is  calculated  from  the  daily  records  kept  for  several  months, 
and  not  from  experiments. 

(59)  Louis  CharorCs  engine. — Messrs.  L.  Charon  &  Co.,  of  Solre- 
le-Chateau,  France,  exhibited  a  small  motor  which  has  interesting 
features,  although  the  engine  has  as  yet  attracted  but  little  notice. 

It  is  a  horizontal  engine  with  a  four-process  cycle,  but  differs  from 
others  of  that  kind  in  that  the  compression  of  the  explosive  mixture, 
aud,  consequently,  the  expansion  of  the  ignited  gases,  are  varied  by 
the  action  of  the  regulator;  an  advantage  which  has  been  attained 
without  complicated  mechanism. 

The  admissioii  of  the  mixture  and  its  ignition  are  never  omitted, 
tod  its  (Quality  remains  nearly  the  same,  but  the  quantity  is  graduated 
according  to  the  power  required.  Two  puppet  valves,  regulated  by 
the  governor,  control  this  admission;  the  first  is  the  valve  for  admit- 
ting the  gas,  and  the  second  a  valve  through  which  the  air  mixed 
with  the  gas  passes.  This  second  valve,  which  serves  also  for  retain- 
ing the  mixture  in  the  cylinder,  remains  open  during  the  entire 
forward  or  suction  stroke  of  the  piston,  and  also  during  a  certain  part 
of  the  time  when  the  piston  is  returning  to  coinpress  the  mixture, 
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SO  that  a  portion  of  the  mixture  is  then  allowed  to  escape.  The 
quantity  which  thus  escapes  is  regulated  by  the  governor,  which  con-, 
trols  the  time  of  closure  of  the  valve,  this  closure  taking  place  early 
when  the  engine  runs  too  slowly,  and  late  when  the  speed  is  greater 
than  necessary.  The  compression  is  therefore  feeble,  and  the  explo- 
sive force  consequently  comparatively  small,  when  but  little  power  is 
required,  but  becomes  increased  when  there  is  a  greater  demand  for 
power,  because  the  earlier  closure  of  the  retaining  valve  causes  a 
greater  quantity  of  the  mixture  to  be  retained  in  the  cylinder  and 
subjected  to  greater  compression,  which  determines  a  much  higher 
acting  pressure  and  greater  development  of  power  when  the  ignition 
takes  place.  The  portion  of  the  explosive  contents  of  the  cylinder 
which  is  thus  ejected  by  reason  of  the  delay  of  the  retaining  valve  in 
closing  is  not  wasted,  for  this  portion  of  the  mixture  is  forced  into 
a  coil  of  pipe  through  which  the  air  supply  for  the  cylinder  is  drawn, 
and  the  rejected  gaseous  mixture  which  the  coil  receives  is  again 
taken  into  the  cylinder,  unchanged  in  quality,  when  a  supply  is 
needed  for  subsequent  strokes  of  the  piston.  The  coil  thus  serves  as 
a  temporary  reservoir  for  the  supply  of  explosive  mixture  whenever 
it  contains  any,  and  also  acts  as  a  pipe  for  conveying  air  to  mix  with 
the  gas  whenever  there  is  no  mixture  remaining  in  the  coil.  The 
gaseous  mixture  received  by  the  coil  does  not  escape  at  the  lower  end, 
which  is  open  to  the  air;  the  stratification  of  the  gas  and  air  seems 
to  remain  undisturbed,  and  diffusion  does  not  take  place  to  a  degree 
sufficient  to  permit  the  odor  of  gas  to  be  perceived  at  the  open  end  of 
the  coil. 

The  governor  regulates  the  extent  or  time  of  opening  of  the  gas 
valve  in  such  a  manner  that  the  gas  supply  is  proportioned  to  the 
quantity  of  air  drawn  through  the  coil,  so  as  to  maintain  the  quality 
of  the  mixture  practically  constant. 

The  arrangement  of  the  exhaust  valve  is  essentially  the  same  as 
in  the  Otto  engine.  The  ignition  is  produced  in  a  small  chamber  in 
the  breech  of  the  cylinder  by  means  of  an  electric  spark,  by  an  inge- 
nious arrangement  described  elsewhere.* 

A  4  horse-power  engine  tested  by  M.  Witz  gave  the  exceedingly 
good  economical  results  stated  in  the  introduction  to  this  chapter; 
namely,  a  consumption  of  19i  cubic  feet  of  gas  per  hour  per  effective 
horse-power. 

(60)  The  Lenoir  engine, — The  Parisian  Company  for  lighting  and 
heating  by  gas,  and  Messrs.  Rouart  Bros.  &  Co.  made  a  very  exten- 
sive exhibit  of  Lenoir  engines  of  an  improved  type. 

Lenoir  was  one  of  the  early  inventors  of  the  gas  engine.  The  en- 
gine which  now  bears  his  name  is  of  the  four- process  cycle  type  with 
a  few  peculiarities.  The  rear  part  of  the  cylinder  in  which  the  com- 
pression is  effected  is  surrounded  with  broad  thin  circular  wings 

*Seo  the  refwrt  on  Electricity,  by  Mr.  Carl  Hering,  in  this  volume, 
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which  form  extended  cooling  surface  in  contact  with  the  outside  air, 
while  the  front  part  of  the  cylinder  has  a  water  jacket  or  reservoir 
in  which,  in  some  cases,  no  provision  is  made  for  the  circulation  of 
water,  a  quantity  of  the  water  contained  in  the  jacket  being  boiled 


away  by  the  heat  generated  in  the  cylinder;  and,  although  the  water 
remains  at  212°  enough  heat  is  absorbed  by  the  vaporization  to  keep 
the  cylinder  sufficiently  cool. 

Puppet  valves  are  used  for  the  distribution.    The  ignition  is  by 
means  of  a  spark  from  an  induction  coil. 
H.  Ex.  410— VOL  III  10 
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In  some  of  the  engines  a  device  is  provided  for  calling  attention  to 
a  neglect  to  regulate  the  gas  admission  cock  properly.  It  is  an  elec- 
tric alarm  placed  over  the  gas  bag  and  so  adjusted  for  a  gas  i>ressure 
of  about  five-eighths  of  an  inch  of  water  as  to  continue  ringing  a  bell 
whenever  the  pressure  is  of  the  desired  degree  or  greater  than  that. 
If,  then,  the  bell  rings  continuously  the  gas  cock  must  be  closed 
slightly,  but  if  the  ringing  ceases  entirely  the  cock  must  be  opened 
by  degrees  until  the  ringing  is  intermittent,  in  which  condition  the 
adjustment  is  correct. 


Fio.  67.— Ravel's  gas  engine. 


Fio.  58.— Horizontal  section  of  the  cylinder  of  Ravel's  gas  engine. 

(61)  The  Messrs.  Rouart  employ  carburizers  and  apparatus  for 
petroleum  vapor  in  connection  with  these  engines,  and  adapt  them 
for  agricultural  use.  They  showed  an  engine  and  apparatus  of  this 
kind  mounted  on  wheels  for  use  in  the  field  (Fig.  56),  and  also  ex- 
hibited a  petroleum  launch^  in  the  Seine  river. 

The  economy  of  these  engines  is  good,  a  2  horse-power  engine 
having  consumed  about  25  cubic  feet  of  gas  per  effective  horse-power 
per  hour  during  a  test  made  by  M.  Tresca  in  1885. 

(62)  The  Ravel  gas  engine, — This  is  exhibited  by  the  Socidt^  des 
Moteurs  i  Gaz  Prangais,  Paris. 

Fig.  57  shows  a  side  view  of  the  engine,  and  Fig.  58,  a  horizontal 
section  of  the  cylinder. 
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It  works  upon  essentially  the  same  principle  as  the  Baldwin  en- 
gine, of  which  a  full  description  is  given,  receiving  an  impulse  at 
every  revolution  of  the  shaft.  There  are  some  differences  which 
will  be  noticed.  Air  is  drawn  into  the  front  end  of  the  cylinder 
through  a  puppet  valve,  the  chamber  of  which  is  at  C,  and  is  forced 
at  a  pressure  of  4  or  5  pounds  per  square  inch  into  a  reservoir,  E,  in 
the  sub-base  of  the  engine.  Gas  is  taken  through  the  governor  valve 
V  into  a  small  pump,  F,  worked  from  the  crosshead  G,  and  is  forced 
into  the  reservoir,  I,  in  the  frame  of  the  engine,  where  it  is  kept  sepa- 
rate from  the  compressed  air  and  maintained  at  about  the  same  pres- 
sure as  the  air.  Puppet  valves  in  the  valve  box  M  admit  the  air 
and  gas  to  the  rear  end  of  cylinder  whenever  they  are  opened  by  the 
eccentric  rod  N.  The  exhaust  takes  place  through  ports,  R,  in  the 
cylinder  walls,  which  are  uncovered  by  the  piston  at  the  end  of  the 
forward  stroke,  but,  as  the  piston  is  made  quite  short,  a  puppet  valve, 
the  chamber  of  which  is  at  r,  is  used  to  prevent  the  escape  of  the 
compressed  air  from  the  front  end  of  the  cylinder,  and  this  valve 
has  to  be  raised  by  a  lever  worked  from  the  shaft  just  before  the 
poiijs  R  are  uncovered,  in  order  that  the  exhaust  from  the  back  end 
may  take  place.  The  products  of  combustion  are  expelled  from  the 
cylinder  by  the  entrance  of  the  mixture,  which  takes  place  at  the  end 
of  the  forward  stroke  through  a  passageway  leading  from  the  box 
M  and  entering  the  cylinder  breech  tangentially,  so  that  the  mixture 
shall  not  be  projected  toward  the  exhaust  ports  and  wasted  by  escap- 
ing from  them.  The  mixture  is  compressed  by  the  returning  stroke 
of  the  piston  and  then  ignited  by  an  electric  spark.  The  gas  pump, 
and  separate  reservoirs  for  gas  and  air,  are  the  features  which  attract 
attention.  The  consumption  of  gas  in  this  kind  of  engine  is  some- 
what large. 

(63)  Hie  Ragot  petroleum  engine, — This  engine  was  exhibited  in 
the  Belgian  section  by  the  Socidt^  Anonyme  des  Moteurs  Inexplosi- 
bles,  of  Brussels.    It  is  shown  in  Fig.  59. 

The  engine  is  of  5  horse-power,  is  on  the  same  general  principle  as 
the  Otto  gas  engine,  has  puppet  valves  by  means  of  which  the  distri- 
bution is  effected,  and  the  ignition  is  by  an  electric  spark. 

It  is  fed  with  liquid  petroleum  of  ordinary  density,  which  is  vapor- 
ized in  a  generator,  shown  at  A  in  the  figure,  consisting  of  a  conical 
casing  of  cast  iron  which  incloses  a  smaller  concentric  cone  of  copper 
provided  with  wings  to  increase  the  heating  surface.  The  interior 
of  the  copper  cone  receives  the  hot  gases  exhausted  from  the  engine 
cylinder,  and  is  thus  heated,  while  the  space  between  the  cones  com- 
municates by  a  pipe  with  tlie  governor  valve,  through  which  the  air 
and  inflammable  vapor  are  drawn  into  the  cylinder  of  the  engine.  A 
small  pipe  at  the  apex  of  the  outer  cone  admits  petroleum  from  a 
reservoir  to  an  atomizer,  through  which  drops  of  petroleum  and  a 
small  current  of  air  are  drawn  by  the  vacuum  produced  in  the  space 
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between  the  cones  by  each  suction  stroke  of  the  piston.  The  petro- 
leum, which  is  thus  converted  into  a  fine  spray,  is  vaporized  by  con- 
tact with  the  copper  cone,  and  permeates  the  air  which  has  entered 
with  it  and  become  highly  heated.  The  necessary  quantity  of  this 
mixture  of  air  and  vapor,  which  is  inflammable  but  not  explosive, 
passes  to  the  governor  valve,  through  which  it  is  drawn  into  the  cyl- 
inder together  with  additional  air  in  quantity  sufficient  to  make  an 
explosive  mixture.  The  mixture  thus  introduced  into  the  cylinder  is 
compressed  by  the  return  stroke  of  the  piston  and  ignited  in  the 
next  outward  stroke. 


Fio.  50.— Ragot's  petroleum  vapor  engine. 


To  start  the  engine  the  vapor  is  produced  by  heating  the  copper 
cone  by  the  flame  of  an  oil  lamp  placed  beneath  the  vaporizer. 

From  300  to  500  grams,  say  about  a  pint,  of  petroleum  per  hour  is 
required  for  the  production  of  each  horse-power. 

(64)  The  Taylor  engine, — Messrs.  John  Taylor  &  Son,  of  Notting- 
ham, England,  exhibited  horizontal  and  vertical  gas  engines  with 
two  cylinders  side  by  side,  one  of  which  acts  as  a  pump  to  transfer 
the  gas  and  air  to  the  other  cylinder,  in  which  the  ignition  occurs 
once  in  every  revolution  of  the  shaft. 

The  engines  are  compact  and  exceedingly  well  built.  They  run  at 
a  high  speed. 
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(65)  The  Griffin  engine. — This  was  exhibited  by  G.  C.  Bingham, 
of  Loudon,  England. 

The  peculiar  cycle  of  processes  employed  in  this  engine  has  been 
described  in  the  introduction  to  this  chapter,  and  a  farther  notice  is 
unnecessary. 


Fig.  60.— General  view  of  the  (Jiiffln  kiw  mi^inH. 


Flo.  61.— Crossley'sgas  en^De,  Otto  type,  with  puppet  valves  and  tube  igniter. 

The  general  appearance  of  the  engine  and  the  arrangement  of  the 
valve  gear  can  be  seen  in  Fig.  GO. 
(66)   Tlw  Crossley  Brothers^  Olio  engines. — In  the  British  section 
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Messrs.  Crossley  Brothers,  of  Manchester,  England,  made  a  very 
striking  display  of  gas  engines  of  the  Otto  type,  for  which  they  re- 
ceived a  gold  medal.  They  exhibited  eight  engines,  some  horizon- 
tal, others  vertical,  varying  from  one-half  horse-power  to  25  eflfec- 
tive  horse-power. 

These  engines  do  not  diflFer,  in  any  of  the  essential  principles  of 
operation,  from  the  Otto  engines  manufactured  on  the  continent. 
Their  design,  however,  is  much  more  elegant,  and  some  of  the  ar- 
rangements are  more  convenient.  The  general  appearance  of  the 
25  horse-power  engine  is  shown  by  Fig.  61. 

Puppet  valves  were  emi^loyed  for  the  distribution  and  the  slide 
was  dispensed  with  in  one  or  two  of  the  engines  exhibited. 


Fio.  02.— It^ting  apparatus  used  in  the  Crossley  Otto  engines. 


Fig.  62  shows  the  arrangement  of  the  tube  by  which  the  ignition 
is  produced.  A  similar  method  of  ignition  has  been  described  in 
connection  with  the  Otto  engines  manufactured  by  the  Compagnie 
Frangaise. 

C  is  the  port  from  the  cylinder,  Q  the  chamber  for  the  reception 
of  the  burned  gas  from  C;  E  a  small  puppet  valve  which  is  worked 
by  a  lever  and  determines  the  instant  of  ignition  by  opening  and 
closing  the  passage  D  and  outlet  A  alternately;  T  the  igniting  tube 
kept  hot  by  a  Bunsen  burner;  and  F  a  pocket  to  receive  a  portion 
of  the  inflammable  gas  which,  when  ignited,  blows  the  flame  into  the 
cylinder.    An  asbestus  chimney  surrounds  the  burner  flame. 

It  was  stated  that  the  Messrs.  Crossley  had  built  a  vertical  gas 
engine  of  120  horse-power  which  was  working  with  the  remarkably 
snuiU  consumption  of  15  cubic  feet  of  gas  per  hour  per  horse- power. 
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This  engine  was  not  exhibited  and  no  official  certificate  of  its  per- 
formance was  presented. 

(67)  The  Baldwin  gas  engine. — Two  of  these  engines  Mere  ex- 
hibited in  the  United  States  section  by  Messrs.  Otis  Brothers  &  Co., 
of  New  York,  who  received  a  gold  me<lal. 

The  engines  are  of  very  neat  form,  are  simple  in  construction, 
and  run  with  great  regularity  and  steadiness. 

This  motor  belongs  to  the  second  of  the  classes  into  which  the  gas 
engines  have  been  divided;  namely,  to  that  class  in  which  an  ignition 
occurs  once  in  every  revolution  of  the  shaft.  In  the  Baldwin  en- 
gine, as  in  most  engines  of  this  kind,  the  gas  and  air  are  taken  into 
the  front  end  of  the  working  cylinder  by  the  backward  movement 
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FiQ.  64. — (3enpral  view  of  the  Baldwin  j^aa  enfiriDe. 

of  the  piston,  and  are  transferred  to  a  reservoir  from  which  a  supply 
is  taken  into  the  rear  end,  which  is  the  working  end  of  the  cylinder, 
as  needed  ;  but  it  differs  from  most,  in  that  the  inflammable  mixture 
enters  the  working  end  of  the  cylinder  at  the  end  of  the  piston's  for- 
ward stroke,  and  is  compressed  by  the  piston  on  its  return. 

A  longitudinal  section  of  this  motor  is  shown  in  Fig.  63,  and  the 
general  appearance  of  one  of  the  earlier  forms  of  the  engine  by  Fig. 
64. 

The  gas  and  air  are  drawn  into  the  front  end  of  the  cylinder, 
through  a  valve  box.  A,  in  the  engine  bed,  by  the  backward  move- 
ment of  the  piston,  the  forward  movomont  of  which  compresses  the 
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mixture  in  the  reservoir  B  which  lies  beneath  the  cylinder.  .  The 
mixture  passes  from  the  reservoir  through  the  valve  C  into  the  rear 
of  the  cylinder,  where  it  is  ignited.  The  exhaust  takes  place  through 
a  port.,  D,  which  is  located  nearly  midway  between  the  ends  of  the 
cylinder,  and  is  uncovered  by  the  piston  just  before  the  forward 
stroke  is  completed.  At  the  instant  the  pressure  in  the  cylinder  is 
relieved  by  the  opening  of  the  exhaust  ports,  the  valve  C  is  lifted 
automatically  by  the  excess  of  pressure  which  then  exists  in  the 
reservoir  B,  and  the  inflammable  mixture  enters  the  back  end  of  the 
cylinder  and  displaces  tlie  burned  gases,  without,  however,  having 
time  to  escape  through  the  exhaust  ports,  which  are  covered  by  the 
piston  as  soon  as  the  return  stroke  begins.  The  backward  stroke  of 
the  piston  compresses  the  mixture  in  the  back  end  of  the  cylinder 
to  prepare  it  for  ignition,  and  at  the  same  time  draws  fresh  mixture 
into  the  front  end  for  transfer  to  the  reservoir  in  the  next  revolution 
of  the  shaft. 

The  ignition  is  produced  by  sparks  from  a  small  dynamo,  E,  driven 
by  the  contact  of  its  pulley  with  the  periphery  of  the  engine  fly  wheel. 

The  speed  of  the  engine  is  controlled  when  too  rapid,  not  by  omit- 
ting the  admission  of  gas,  nor,  generally,  by  reducing  the  quality  of 
the  inflammable  mixture,  but  by  limiting  the  quantity  admitted.  To 
accomplish  this  the  lift  of  the  valve  C  is  regulated  by  the  action 
of  the  governor  in  the  following  way:  The  valve  C  is  held  down  to 
its  seat  by  a  spring  which  is  not  too  stiff  to  prevent  the  pressure  of 
the  mixtute  in  the  reservoir  B  from  lifting  it ;  the  height  to  which 
the  valve  can  rise  is,  however,  limited  by  a  curved  wedge  against 
which  a  head  on  the  lower  end  of  the  valve  stem  strikes  when  the 
valve  lifts.  When  the  engine  runs  more  slowly  than  its  normal 
speed  the  thin  edge  of  the  wedge  permits  the  valve  to  rise  to  its  great- 
est extent,  but  if  the  speed  increases,  the  thicker  part  of  the  wedge  is 
drawn  forward  so  that  the  valve  rises  less  and  less,  and  the  mixture 
enters  the  cylinder  at  a  lower  tension,  and  consequently  in  less  quan- 
tity than  before.  This  method  of  regulation  is  applied  alone  for 
moderate  changes  of  speed,  but  when  greater  increase  takes  place  an 
attachment  to  the  governor,  which  tlien  comes  into  play,  closes  by 
degrees  a  throttle  valve  in  the  gas  pipe,  and  reduces  the  inflammability 
of  the  mixture  as  well  as  its  quantity.  To  prevent  the  mixture  from 
entering  the  acting  end  of  the  cylinder  in  such  a  way  that  it  will  flow 
directly  to  the  exhaust  port  and  escape  with  the  products  of  combus- 
tion, the  port  into  the  cylinder  breech  is  located  in  the  axis  of  the 
cylinder,  and  a  deflector,  or  ^'retarder,"  as  it  is  called,  consisting  of 
a  plate  perforated  with  circular  rows  of  holes  near  its  outer  edge,  is 
placed  in  front  of  the  entrance  port  to  produce  a  uniform  distribu- 
tion of  the  mixture  in  the  cross  section  of  the  cylinder. 

The  regulator  is  an  ingenious  application  of  a  shaft  governor, 
which  moves  an  oscillating  lever  laterally  in  such  a  way  that  one 
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or  the  other  of  two  pawls  at  the  end  of  the  lever  engages  with  a 
ratch  on  either  side  of  the  rod  by  which  the  curved  wedge  isi 
moved,  so  that  the  rod  is  worked  one  way  or  the  other,  or  left  stand- 
ing still,  according  to  the  change  or  uniformity  of  the  speed  of  the 
engine,  the  teeth  of  the  ratches  on  the  opposite  sides  of  the  rod  being" 
inclined  in  opposite  directions. 

The  engines  worked  exceedingly  well  and  quietly  during  the  Ex- 
position. One  of  them  was  used  for  driving  a  dynamo,  and  produced 
light  from  incandescent  lamps  remarkable  for  its  steadiness;  the 
other  was  a  self-contained  pumping  engine.  As  the  engines  have  an 
ignition  every  revolution,  they  exert  large  ^power  in  proportion  to 
their  dimensions. 

v.— Hydraulic  machinery. 

(68)  Although  no  inventions  of  marked  importance  relating  to 
hydraulic  apparatus  were  presented,  yet  there  were  many  exhibits 
in  this  class  of  machinery  that  were  interesting  either  for  boldne^ss 
or  skill  in  conception,  or  as  examples  of  the  application  of  hy- 
draulic power  on  a  very  large  scale.  Others  were  noticeable  for 
neat  design  and  good  execution. 

More  than  50  years  ago  France  was  the  birthplace  of  the  modern  tur- 
bine,— that  type  of  hydraulic  motor  which  has  practically  displaced 
all  that  preceded  it.  It  was  interesting  on  this  account  to  look  for 
the  evidence  the  Exposition  afforded  of  improvement  in  the  form  of 
this  remarkably  efficient  and  convenient  machine  for  utilizing  the 
power  of  water,  and  to  learn  which  of  its  numerous  forms  is  standing 
highest  in  popular  favor,  or  whether  any  one  form  is  asserting  a 
marked  superiority  over  others.  This  class  of  machinery,  then, 
deserves  the  first  consideration. 

TURBINES. 

France  and  Switzerland  were  the  two  nations  which  vied  with  eacli 
other  in  the  display  of  turbines,  and  it  is  just  to  say  that  the  Swiss 
section  contained  the  most  extensive  and  most  interesting  exhibits 
of  this  kind. 

(69)  Notably  there  were  only  two  general  types  of  turbines  exten- 
sively shown;  the  Jonval  or  Fontaine  parallel  flow  pressure  turbine, 
and  the  Qirard  turbine.  Both  varieties  are  of  French  origin,  and 
are  held  in  nearly  equal  favor,  the  former  kind  for  low  falls  where 
the  wheel  is  submerged  and  the  head  variable,  the  latter  for  higher 
falls  or  great  heads,  and  where  the  variation  of  head  is  slight,  but 
where  the  resistance,  and  consequently  the  quantity  of  water  used, 
is  variable.  The  pressure  turbine  is  extensively  used  in  the  United 
States,  in  a  great  variety  of  forms.  The  Girard  turbine  is  less 
known  here.  It  is  essentially  an  impulse  turbine,  and  diff ere  from 
the  pressure  turbine  in  that  the  water,  which  is  delivered  to  tlie 
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TP^heel  through  a  series  of  guides  or  spouts,  as  in  all  other  turbines,  does 
not  fill  the  buckets  of  the  wheel  after  entering  them,  as  it  does  in 
the  pressure  turbine,  and  is  not  confined  by  the  backs  and  sides  of 
the  buckets,  which,  in  the  Qirard  turbine,  are  expanded  so  as  to  per- 
mit the  streams  from  the  spouts  to  spread  laterally  in  the  buckets 
with  perfect  freedom.  The  water  imparts  its  energy  to  the  wheel  by 
t  he  continuous  (ieviation  in  the  direction  of  its  motion  which  it  suf- 
fers in  gliding  over  the  front  curved  surface  of  the  bucket  against 
which  it  is  impelled  through  the  guide  curves  or  spouts.  The  sur- 
faces of  the  buckets  which  receive  the  impulse  are  so  curved,  and  so 
directed  in  relation  to  the  spouts  and  to  the  circular  path  in  which 
the  buckets  travel,  that  the  water  leaves  the  wheel  with  a  velocity 
only  sufficient  for  its  removal,  as  is  the  case  with  the  water  in  all 
well-designed  turbines.  This  kind  of  turbine,  because  of  the  free- 
dom from  confinement  under  which  the  water  acts  in  the  wheel 
bucket,  is  called  a  turbine  of  free  deviation"  to  distinguish  it  from 
the  pressure  turbine,  in  which  the  water  is  forced  through  the  buckets, 
the  cross  sections  of  which  are  contracted  so  as  to  completely  regu- 
late the  shape  of  the  streams  which  pass  through  them,  and  slightly 
restrain  the  outflow  of  the  water  when  the  wheel  is  fully  supplied 
with  water.  The  Qirard  turbine  is  nearly,  if  not  quite,  as  efficient 
when  exerting  its  full  power  under  a  constant  head,  as  the  best  pres- 
sure turbines  are  when  they  also  are  placed  under  the  conditions  of 
water  supply  and  resistance  for  which  they  are  designed,  and  is  far 
more  efficient  than  these  when  a  varying  resistance  demands  a  dim- 
inution of  the  quantity  of  water  supplied  to  the  wheel;  that  is  to 
flay,  the  regulation  of  the  Qirard  turbine  is  effected  with  little  or 
no  loss  of  economical  efficiency,  while  the  regulation  of  the  pressure 
turbine,  the  buckets  of  which  must  be  full  in  order  to  act  efficiently, 
is  attended  with  diminished  economy.  While  the  power  of  a  Qirard 
turbine  may  be  reduced  one-half,  by  a  reduction  of  its  water  supply, 
without  a  diminution  of  its  economical  efficiency,  a  similar  reduc- 
tion of  power  in  the  best  pressure  turbines  lessens  the  economy  in 
the  application  of  the  water  by  10  or  15  per  cent.,  and  in  the  case  of 
a  still  greater  reduction  of  power  a  greater  proportional  loss  occurs. 

It  has  been  said  that  the  Qirard  turbine  is  better  adapted  for  high 
heads  than  for  low.  This  is  true,  because  in  order  to  secure  a  good 
performance  of  this  wheel  it  is  necessary  to  place  it  so  that  the  water 
shall  issue  freely  from  the  buckets  into  the  air,  and  the  wheel  ought 
therefore  to  stand  above  the  level  of  the  highest  back  water  in  the 
tailrace.'  This  condition  involves  a  small  loss  of  head,  which  is  not 
suffered  in  the  use  of  a  submerged,  or  drowned  wheel,  and  it  is  only 
when  the  head  becomes  considerable  that  this  loss  is  insignificant. 
The  same  condition  makes  it  impracticable  to  place  the  wheel  at  the 
upper  level  of  the  fall  or  at  an  intermediate  level,  and  prevents  the 
use  of  a  draft  tube. 
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It  is  a  distinctive  feature  of  the  Girard  turbine  that  the  eflBciency  of 
the  wheel  is  not  diminished  materially  by  limiting  the  admission  of 
the  water  to  a  few  of  the  buckets  instead  of  applying  it  to  the  entire 
circumference.  The  series  of  guide  spouts  for  delivering  the  water 
to  the  buckets  may  advantageously  be  limited  to  a  short  segment  of 
the  circle  which  a  complete  series  of  guide  blades  would  form,  and 
some  of  the  spouts  may  be  closed  while  others  are  lift  open,  without 
a  material  reduction  in  the  economy  with  which  the  water  is  applied. 
There  were  numerous  examples  of  these  partial  delivery"  or  "par- 
tial injection"  turbines,  in  which  a  single  set  of  inlets  consisting  of  a 
few  guide  spouts  are  used  on  one  side  of  the  wheel,  or  two  sets,  one 
on  either  side  of  the  axis;  in  fact,  this  is  the  favorite  form  of  tur- 
bine for  very  high  heads,  or  for  motors  of  small  power,  for  it  admits 
of  the  use  of  a  wheel  of  large  diameter  with  a  proportionally  slow 
speed  of  rotation,  and  yet  the  stream  of  water  required  for  its  eco- 
nomical supply  is  not  large. 

(70)  A  few  tangential  wheels  were  shown,  in  which  a  single  stream 
from  a  spout  outside  the  wheel  is  directed  against  spoon-shaped,  or 
inward-curved  buckets.  This  form  has  been  extensively  used  in 
Europe  for  small  powers  where  the  head  of  water  is  great,  but 
it  is  uneconomical  as  usually  constructed,  and  is  being  abandoned 
in  favor  of  the  Girard  wheel.  In, the  westera  regions  of  the  United 
States,  however,  the  Pelton  wheel,  which  is  a  peculiar  form  of  tan- 
gential wheel,  is  successfully  used  for  obtaining  power  under  very 
great  heads,  with  satisfactory  economy  of  water.  This  wheel,  which 
is  of  large  diameter,  is  driven  by  a  jet  of  water  from  a  round  nozzle, 
and  the  shape  of  the  buckets  is  such  that  the  impulse  of  the  water  is 
utilized  with  but  little  loss. 

The  variety  in  the  forms  of  the  Girard  turbines  exhibited  was  con- 
siderable. They  were  represented  by  horizontal  wheels  with  paral- 
lel or  axial  flow  of  the  water,  and  by  horizontal  wheels  with  an  out- 
ward flow ;  also  by  vertical  wheels  with  an  outward  flow. 

The  pressure  turbines  were  all,  or  nearly  all,  horizontal,  with  par- 
allel flow,  or,  as  has  been  said  before,  they  were  of  the  Jonval  or  Fon- 
taine type.  They  differed  from  each  other  chiefly  in  the  arrange- 
ments for  regulating  the  admission  of  the  water ;  that  is,  in  the  ap- 
paratus for  opening  and  closing  the  inlets. 

(71)  Several  interesting  applications  of  turbine  wheels  to  pumps 
for  city  waterworks  were  exhibited.  Two  of  these,  with  the  systems 
of  water  supply  of  which  they  form  a  part,  will  be  described  here. 

Messrs.  Escher,  Wyss  &  Co.,  of  Zurich.  Switzerland,  exhibited  a 
large  Girard  turbine  coupled  to  a  pair  of  pumps,  all  complete  and  in 
working  condition.  This  exhibit  was  one  of  a  set  of  seven  pumping 
turbines,  three  of  which  are  already  in  operation  for  supplying  water 
to  the  town  of  Chaux-de-Fonds  for  domestic  use  and.  to  a  limited 
extent,  for  motive  power.  The  arrangement  of  this  whole  system 
of  water  supply  is  so  interesting  that  it  deserves  special  attention. 
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Chaux-de-Fonds  is  a  town  with  a  population  of  about  25,000  in- 
habitants, in  the.  Jura  Mountains,  near  Neufchatel,  at  a  level  of 
nearly  3,000  feet  above  tide,  1,000  feet  above  the  part  of  the  river 
Reuse  from  which  the  water  power  for  driving  the  pumping 
machinery  is  derived,  and  about  1,200  feet  above  the  pumping  sta- 
tion. The  receiving  and  distributing  reservoir  into  which  the  pumps 
deliver  is  at  a  height  of  400  feet  above  the  lowest  parts  of  the  town. 
The  supply  obtained  from  the  three  pumps  which  are  now  working 
is  at  the  rate  of  something  over  1,000,000  gallons  in  24  hours,  and, 
with  the  four  additional  turbines  which  will  complete  the  works,  the 
supply  will  be  increased  to  more  than  2,500,000.  The  water  that  is 
pumped  is  collected  from  springs  which  formerly  emptied  into  the 
river,  but  are  now  intercepted  and  diverted  into  the  pump  pit  by 
means  of  four  horizontal  galleries  or  tunnels  driven  through  the 
clayey  soil  through  which  the  water  percolates. 

For  driving  the  turbines  water  is  taken  from  the  Reuse  at  a  place 
above  the  falls  of  that  river,  and  about  a  mile  upstream  from  the 
pumping  station,  where  a  head  of  170  feet  above  the  tailrace  of  the 
turbines  is  obtained. 

The  rising  main,  leading  from  the  pumps  to  a  receiving  canal  which 
is  at  an  elevation  of  1,600  feet  above  the  pumping  station,  is  a  galvan- 
ized welded  pipe  about  10  inches  in  diameter  and  4,000  feet  long.  The 
canal  into  which  this  pipe  discharges,  and  the  conduits  with  which 
the  canal  is  connected,  carry  the  water  about  10  miles  to  the  reservoir, 
which  is  still  distant  three-fifths  of  a  mile  from  the  town.  It  will 
be  seen  that  the  work  was  an  important  engineering  undertaking. 

The  whole  cost  was  about  1,800,000  francs,  or,  say,  $360,000. 

(72)  The  turbines  are  of  the  Girard  type,  with  horizontal  axes, 
partial  injection,  and  outward  flow.  At  each  end  of  the  turbine  shaft 
is  a  disk  crank  which  actuates  a  double-acting  plunger  pump  with  a 
plunger  4.4  inches  in  diameter  and  a  stroke  of  19.7  inches.  The 
plungers  are  pointed;  they  work  in  opposite  ends  of  pump  barrels 
which  are  placed  back  to  back,  and  are  coupled  with  each  other  by 
crossheads  and  side  rods.  Metallic  packing  is  used  in  the  stuflBng 
boxes  to  reduce  the  friction  to  a  minimum.  The  frames  on  which  the 
pumps  lie,  and  at  the  ends  of  which  the  turbine  shaft  is  supported 
in  bearing  boxes,  resemble  the  bedplates  of  the  Porter- Allen  engines. 

The  diameter  of  the  turbine  is  15  feet  8  inches,  its  speed  fifty-six 
revolutions  per  minute,  and  the  power  demanded  of  it  140  horse- 
power. 

The  water  is  delivered  to  the  wheel  at  its  lowest  part,  and  on  the 
inside  of  its  rim  of  buckets. 

The  guide  curves,  or  properly  the  guide  spouts,  are  only  eight  in 
number. 

The  dimensions  of  the  parts  of  such  a  turbine  wheel  under  these 
jMtrticular  conditions  are  computed  in  the  following  way: 

The  total  quantity  of  water  the  wheel  receives  is  about  10  cubic 
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feet  per  second,  and  the  head  170  feet.  Assuming  a  coefl&cient 
of  discharge  of  83  per  cent.,  the  velocity  of  discharge  will  be 
0.83\/64.4  X  170  =  86.3  feet  per  second,  and  with  this  velocity  the  cross 
section  of  the  orifices  required  to  deliver  the  10  cubic  feet  will  be, 

collectively,  ^^  =  0.115  of  a  square  foot,  or  16.6  square  inches 
86.  o 

nearly.  There  are  eight  guide  spouts,  the  mouths  of  which  are  ac- 
tually each  2.36  inches  across  the  face,  and  0.944  of  an  inch  wide  in 
the  direction  of  the  circumference  of  the  wheel;  their  collective  area 
is  therefore  8  X  2.36  x  0.944  =  17.8  square  inches,  which  is  but  little 
larger  than  the  computed  size  of  opening.  The  most  advantageous 
speed  of  the  inside  edge  of  the  wheel  bucket  which  receives  the 
water  is  one-half  that  of  the  water  which  strikes  it,  and  should 

therefore  be         =  43.15  feet  per  second.    The  wheel  makes  56 

turns  per  minute,  or  0.933  of  a  turn  per  second;  the  circumference 

of  the  inside  of  the  crown  of  buckets  should  therefore  be  ^r^w  = 

46.25  feet,  and  its  diameter  14f  feet.  The  inside  of  the  crown  is 
made  16  feet,  and  the  outside  diameter  of  the  wheel  very  nearly  15 
feet  8  inches. 

There  are  280  buckets.  Their  width  across  the  inside  of  the  crown 
of  the  wheel  is  3^  inches,  somewhat  greater  than  the  width  of  the 
guide  spouts,  so  that  the  water  will  not  come  in  contact  with  the 
shrouding  of  the  buckets  in  entering  them,  and  the  shrouding  is 
made  flaring,  so  that  the  width  of  the  bucket  at  the  outside  face  of 
the  wheel  is  increased  to  nearly  8  inches,  in  order  to  permit  the  lateral 
spreading  of  the  water  to  take  place  without  restraint,  on  the  curved 
surface  on  which  it  acts. 

Fig.  65  is  a  vertical  section  of  the  lower  part  of  the  wheel,  show- 
ing also  the  guide  spouts  and  penstock. 

The  pumps  are  well  designed  for  working  under  the  great  pressure 
they  are  subjected  to  from  the  lift  of  1,600  feet  which  they  have  to 
overcome.  A  section  of  one  pair  of  the  pump  barrels,  showing  the 
valve  chest  also,  is  given  in  Fig.  66. 

The  valves  are  direct-lifting,  like  puppet  valves,  and  consist  of  two 
concentric  flat  annular  plates  connected  with  each  other  and  with  a 
central  hub  by  radial  wings.  The  hub  is  guided  on  a  post  project- 
ing upward  from  the  center  of  the  valve  seat,  which  is  flat  and  per- 
forated with  two  concentric  annular  ports  that  are  covered  by  the 
concentric  plates  of  the  valve.  The  mean  diameter  of  the  outer  port, 
is  6  inches,  that  of  the  inner,  3^  inches,  and  the  width  of  each  port, 
0.4  of  an  inch.  The  lift  of  the  delivery  valve  is  less  than  0,1  of  an 
inch,  that  of  the  suction  valves  about  one-eighth  of  an  inch.  The 
valves  and  seats  are  of  bronze,  and  springs  are  provided  to  press  the 
valves  to  their  seats.    The  mean  velocity  of  the  water  in  escaping 
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between  the  delivery  valve  and  its  seat  is  somewhat  over  10  feet  per 
second. 

.As  a  safeguard  against  serious  damage,  which,  on  account  of  the 
length  of  the  rising  main  and  the  great  head,  would  be  liable  to 


Fio.  65. — Sectional  view  of  the  penstock  and  lower  part  of  one  of  theyertical  Qirard  turbines  of  the 
Chaiix-de-FondK  waterworks. 

occur  if  there  were  a  rupture  of  this  pipe  through  which  the  pumps 
deliver  the  water  to  the  canal  1,600  feet  above  them,  the  main  is 
divided  into  four  sections  of  equal  length  by  means  of  three  swing- 
ing check  valves,  which  are  pressed  toward  their  seats  by  springs  of 
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small  tension,  and  are  kept  continually  in  slight  motion  by  the  pas- 
sage of  the  water,  so  as  always  to  be  in  good  working  condition. 

The  high  economical  eflSciency  obtained  from  this  pumping  ma- 
chinery is  by  no  means  the  least  interesting  feature. 

The  test  made  by  the  engineers  for  the  town  showed  that  67  per 
cent,  of  the  power  due  to  the  quantity  of  water  delivered  to  the 
wheels  under  the  head  obtainable  from  the  fall  was  returned  in 
water  delivered  by  the  pumps  into  the  reservoir.  As  it  is  improbable 
that  the  eflBciency  of  the  crank  pumps  is  higher  than  85  per  cent., 
the  economical  effect  of  the  turbine  itself  must  be  very  nearly,  if 
not  quite,  80  per  cent. ;  an  excellent  working  eflSciency,  which  demon- 
strates the  truth  of  what  has  been  claimed  for  the  Girard  turbine; 
namely,  that  its  economy  is  excellent  even  when  the  water  is  dis- 
tributed to  only  a  small  segment  of  the  wheel. 

All  the  machinery  for  this  important  work  was  designed  and  exe- 
cuted by  Messrs.  Escher,  Wyss  &  Co. 

(73)  The  same  firm  also  exhibited  a  model,  on  a  small  scale,  of 
one  turbine  and  a  set  of  pumps  of  the  kind  that  are  in  use  at  Geneva 
for  utilizing  power  derived  from  the  river  Rhone,  and  for  distributing 
it  to  the  manufactories  and  the  small  shops  in  the  city  where  power 
is  required,  as  well  as  for  supplying  water  for  ordinary  uses. 

These  waterworks  are  interesting  and  instructive  as  an  example 
of  an  extensive  and  successful  system  for  the  distribution  of  power. 

(74)  Before  deciding  upon  the  method  of  distributing  the  power 
various  plans  were  considered  ;  particularly,  wire-rope  transmission, 
transmission  by  electricity,  by  compressed  air,  and  by  water  under 
pressure.  In  the  report  on  this  subject  by  Col.  Turettini,  the  con- 
sulting engineer  for  the  city,  three  tabular  analyses  of  the  cost  of 
transmitting  power  by  these  various  means  were  presented.  They 
are  given  here  with  the  costs  in  francs,  as  the  figures  are  only  com- 
parative.* 

Tabus  L—Effleieru^  of  different  systems  of  transmission  of  power  for  different 

distances. 


Distanoe 
of 

tnosmiB- 
aion  In 
yards. 

Kind  of  traDsmiflsion. 

Eleo- 
trical. 

Hydraulic. 

Pneumatic. 

wire 
rope. 

100 

o.eo 

0.50  to  0.65 

0.56  to  0.60 

0.96 

fiOO 

0.08 

0.60  to  0.65 

0.55  to  0.60 

0.98 

1,000 

0.66 

0.50  to  0.65 

0.55  to  0.60 

6.90 

5,000 

0.00 

0.40  to  0.55 

0.50  to  0.55 

0.80 

10,000 

0.61 

0.85  to  0.45 

0.50  to  0.66 

0.86 

90,000 

0.82 

0.90  to  0.25 

0.40  to  0.66 

0. 18 

*Theee  tables  were  taken  from  a  work  by  Beringer:    Ejritische  Vergleichung  der 
clectriflchen  Kraftnbertragung."  The  costs,  which  were  given  in  marks,  were  con- 
ceited into  francs,  and  the  tables  published  in  the  G^nie  Civil  of  February  2, 1889. 
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Table  II. — Price  to  the  consumer  for  each  horse-power  per  hour  for  different  sys- 
tems of  transmission  and  different  quantities  of  potoer. 


System  of  transmis- 
sion. 


Electric.... 
Hydraulic  . 
Pneumatic. 
Wire  rope  . 
Electric... 
Hydraulic . 
Pneumatic 
Wire  rope 
Electric... 
Hydraulic . 
Pneumatic 
Wire  rope  . 
Electric  ... 
Hydraulic . 
Pneumatic 
Wire  rope  . 


A.— If  steam  is  the  original  source  of  power. 


Distance  of  the  engine  from  the  consumer's  premises,  in 
yards. 


100. 


Franca. 
0.28 
0.86 
0.28 
0.12 
0.21 
0.85 
0.80 
0.12 
0.19 
0.17 
0.81 
0.11 
0.19 
0. 17 
0.81 
0.11 


600.        1,000.       6,000.      10,000.  80,000. 


France. 
0.84 
0.89 
0.81 
0.16 
0.81 
0.86 
0.28 
0.14 
0.80 
0.18 
0.28 
0. 18 
0.19 
0.18 
0.88 
0.18 


FrancB. 
0.85 
0.88 
0.34 
0.19 
0.88 
0.89 
0.80 
0.18 
0.31 
0.19 
0.88 
0.18 
0. 19 
0.18 
0.88 
0.18 


Francs. 
0.80 
0.66 
0.66 
0.67 
0.26 
0.58 
0.47 
0.47 
0.84 
0.80 
0.80 
0.86 
0.88 
0.80 
0.87 
0.83 


Francs. 
0.84 
1.09 
0.99 
1.08 
0.82 
0.80 
0.66 
0.89 
0.28 
0.44 
0.37 
0.47 
0.87 
0.43 
0.82 
0.40 


Francs. 
O.M 
8.07 
1.75 
8.87 
0.60 
1.49 
1.06 
1.99 
0.44 
0.81 
0.55 
1.16 
0.48 
0.71 
0.47 
1.02 


Ooet  in  the 
case  of  a 
steam  en- 
gine used 

on  the 
premises. 


Francs. 
0.395 


0.873 


0.106 


0.106 


System  of  transmission. 


Electric  ... 
Hydraulic . 
Pneumatic 
Wire  rope  . 
Electric  ... 
Hydraulic  . 
Pneumatic 
Wire  rope  . 
Electric  ... 
Hydraulic . 
Pneumatic. 
Wire  rope  , 
Electric  ... 
Hydraulic . 
Pneumatic 
Wire  rope  . 


B.— If  water-power  is  the  original  source. 


Distance  of  the  wheels  from  the  consumer's  premises,  in 
yards. 


100. 

600. 

1,000. 

6.000. 

10,000. 

80,000. 

Francs. 

Francs. 

Fkuncs. 

Francs. 

Fhxtnes. 

Francs, 

0.066 

0.037 

0.068 

0.046 

0.054 

0.087 

0.090 

Q.m 

O.OGO 

0.144 

0.260 

0.499 

0.041 

0.048 

0.060 

0.188 

O.2S0 

0.464 

0.011 

0.080 

0.081 

0.180 

0.859 

0.507 

0.027 

0.029 

0.060 

O.OW 

0.049 

0.074 

0.086 

0.081 

0.089 

0.009 

0.172 

0.890 

0.096 

0.040 

0.046 

0.091 

0. 147 

0.414 

0.010 

0.017 

0.086 

0. 100 

0.199 

0.416 

0.028 

0.025 

0.027 

0.080 

0.038 

0.067 

0.016 

0.019 

0.022 

0.047 

0.080 

0.149 

0.082 

0.0^ 

0.029 

0.(M6 

0.067 

o.m 

0.010 

0.011 

0.014 

0.040 

0.075 

0.167 

0.021 

0.022 

0.081 

0.027 

0.084 

O.OfiS 

0.016 

0.017 

0.080 

0.045 

0.075 

0.119 

0.022 

0.028 

0.085 

O.OST 

0.(^2 

0.087 

0.008 

0.010 

0.011 

0.089 

0.058 

0.112 
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TiBU  nL — Co9t  per  horse-power  of  a  plant  for  transmitting  power  to  different 

distances. 


Hara»- 
pover. 

Qyatem  of  tranamiaaioiL 

Distanoe  of  transmission  in  yards. 

100. 

600. 

1,000. 

5,000. 

10,000. 

20,000. 

FrancB, 

Francs. 

Frann, 

Francs, 

Francs, 

1,017 

1,087 

2,075 

2,775 

8,645 

5,045 

Hydraulic   

1,058 

1,698 

2,482 

8,808 

16,898 

82,898 

1,876 

2,482 

6,882 

12,887 

27,887 

52,887 
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708 

1,575 

7,886 

10,407 

81,310 

Etectrlc  

1,265 

1,877 

1,448 

1,962 

2,625 

3,987 

787 

1,167 

1,667 

6,667 

10,642 

20.667 

10 

1,687 

1,850 

3,267 

5,457 

9,467 

17,457 

126 

687 

1,195 

5,825 

11.887 

28,662 

Electric  

1,015 

1,088 

1,076 

1,882 

1,757 

2,507 

80 

882 

652 

766 

2,827 

4,352 

8,362 

806 

925 

1,076 

2,260 

3,775 

6,776 

46 

185 

860 

1,766 

8,600 

6,966 

818 

845 

882 

1,145 

1,512 

2,212 

100 

861 

516 

710 

2,260 

4,197 

7,947 

677 

762 

868 

1,718 

2.781 

4,806 

27 

111 

215 

1,043 

2,080 

4,152 

(75)  Although  the  cost  of  the  hydraulic  transmission  is  shown  by 
these  tables  to  be  greater  than  by  other  methods,  yet,  under  the  cir- 
cumstances, this  system  was  recommended  by  Col.  Turettini  on  the 
following  grounds;  namely,  that  the  dependence  which  can  be  placed 
on  the  continuous  working  of  the  hydraulic  system,  the  conven- 
ience of  the  service  it  affords,  and  its  perfect  safety  in  use,  place  it 
in  the  foremost  rank  when  the  transmission  and  distribution  of 
power  in  a  city  are  in  question.  The  fact  that  a  portion  of  the  ma- 
chinery and  of  the  new  works  would  in  any  event  be  required  for 
the  proper  supply  of  water  for  domestic  and  public  uses,  afforded 
another  reason  for  the  adoption  of  this  system  in  Geneva. 

(76)  The  work  was  begun  more  than  10  years  ago,  and  the  pumps 
that  are  now  in  operation,  together  with  the  additions  that  are  pro- 
vided for,  contemplate  the  utilization  of  the  full  power  that  can  be 
obtained  from  the  river  at  its  low-water  stage;  namely,  nearly  6,000 
horse-power.  Twenty  turbines  of  300  horse-power  each  will  then  be 
used.   Of  these,  8  are  already  in  full  operation. 

The  turbines  are  pressure  wheels  of  the  Jonval  type  with  vertical 
axes.  Each  turbine,  the  diameter  of  which  is  14  feet,  and  the  speed 
26  turns  per  minute,  drives  two  double-acting  pumps,  through  a  single 
crank  keyed  fast  to  the  upper  end  of  the  turbine  shaft;  the  two  pumps 
heing  set  at  an  angle  of  90°  vnth  each  other  in  a  horizontal  plane. 

Pig.  67  is  a  view  of  a  sectional  model  exhibited  by  Escher,  Wyss 
&  Co.,  showing  the  general  arrangement  of  a  single  turbine  and  set 
of  pumps. 


Digitized  by  Google 


164  UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


The  dam  used  at  Geneva  for  holding  back  the  water  of  the  Rhone 
is  adjustable,  so  that,  when  the  water  is  at  any  particular  stage,  the 
dam  may  be  so  adjusted  that  as  great  a  fall  as  possible  may  be  ob- 
tained, and  yet  the  flooding  of  the  low  banks  of  the  country  about 
Lake  Geneva  be  avoided. 

The  dam  is  in  sections  consisting  of  curtains  formed  of  beams 
hinged  together  and  resting  against  abutments,  arranged  in  such  a 
manner  that  the  curtains  may  be  unrolled  downward  to  close  the  dam, 
or  rolled  up  to  open  it.  The  dam  may  be  wholly  closed  so  as  to  di- 
rect all  the  water  into  the  flume  leading  to  the  turbines,  when  the 


Fio.  67.— Sectional  view  of  one  of  the  Jonval  turbines  and  a  pair  of  the  pumpe  used  for  the  Gtoceva 
waterworks,  Switzerland  ;  showing  the  general  arrangement. 

water  is  low  and  the  flow  small ;  but  when  the  flow  of  the  river  is 
great,  as  many  sections  of  the  dam  may  be  opened  as  are  necessary 
in  order  to  let  the  surplus  water  flow  away,  and  thus  keep  the  level 
of  the  water  in  the  lake  from  rising  higher  than  before.  At  the 
time  when  the  dam  is  thus  opened  the  backwater  below  it  is  neces- 
sarily very  much  higher  than  at  other  times,  because  of  the  great 
quantity  of  water  to  be  carried  off  by  the  river  channel.  The  head 
available  for  the  turbines  is  therefore  much  greater  in  low  water 
than  in  high,  and  the  quantity  of  water  taken  is  inversely  propor- 
tional to  this  head. 

At  low  water  the  head  is  somewhat  greater  than  12  feet,  but  at 
high  water  is  6^  feet  only;  while  the  quantity  of  water  which  flows 
is  4,300  cubic  feet  per  second  under  the  former  condition,  and  9,500 
cubic  feet  under  the  latter. 
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The  turbines  are  so  constructed  that  the  number  of  buckets  to 
which  the  water  is  admitted -may  be  varied  in  a  way  that  will  permit 
the  wat^r  to  be  employed  economically  under  these  very  different 
conditions  of  supply. 


Tm.  68.— Flan  of  the  guide-blade  crown  and  annular  gates  of  one  of  the  turbines  of  the  waterworks 

at  Geneva,  Switzerland. 

Figs.  68  and  69  show  a  plan  and  section  of  the  guide-blade  crown 
and  wheel  crown  of  this  turbine. 

The  crown  of  the  wheel,  containing  the  buckets,  is  divided  into 
three  concentric  rings  of  buckets,  the  inner  and  intermediate  rings 
each  being  17i  inches  wide,  measured  radially,  and  the  outer  ring  11 
inches,  while  the  outside  diameter  of  the  wheel  is  13  feet  11  inches. 
Three  concentric  rings  of  guide-blade  channels,  Z>,  Ey  and  F,  form 
the  guide-blade  crown,  and  correspond  to  the  rings  of  buckets. 


Fio.  60.— Section  of  the  guide-blade  crown  and  wheel-bucket  crown  of  the  turbine  shown  in  Fig.  68. 

The  outer  ring  F  of  guide  blades  is  not  provided  with  means  for  ex- 
cluding the  water  from  the  buckets,  but  the  intermediate  and  inner 
rings  can  be  entirely  and  independently  closed  by  an  arrangement 
which  will  be  understood  by  the  aid  of  Figs.  68  and  69.  Half  the  chan- 
nels between  the  guide  blades,  namely,  those  occupying  a  semicircle 
of  the  ring,  are  extended  directly  upward  to  the  flat  top  of  the  guide 
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blade  crown,  where  the  water  enters  their  mouths,  d  and  e.  The  other 
channels,  contained  in  the  opposite  semicircle,  are  extended  in  the 
form  of  a  quarter  bend,  so  that  their  mouths,  d!  and  e',  are  at  the  side 
or  periphery  of  the  crown;  the  mouths  d'  of  the  channels  for  the  inner 
ring  being  found  in  the  inner  periphery  of  the  crown,  while  the 
mouths  e'  of  the  corresponding  channels  for  the  intermediate  ring 
are  in  the  outer  wall  or  periphery  of  that  ring.  One-half  of  the  flat 
top  surface  of  e€W5h  ring  is  therefore  continuous  and  without  open- 
ings, and  the  other  half  perforated  with  mouths,  while  the  opposite 
halves  of  the  peripheries  of  those  rings  are  also  perforated  and  con- 
tinuous, respectively.  The  gate  for  closing  the  intermediate  ring  of 
guide  channels  consists  of  a  flat  plate,  6,  in  the  form  of  a  half  ring, 
which  lies  on  the  top  of  the  crown,  and  a  semicircular  curtain,  6', 
which  hangs  from  the  ends  of  the  plate  and  completes  the  closure 
by  encircling  that  half  of  the  outer  periphery  of  the  guide-blade 
ring  which  is  opposite  the  part  of  the  ring  covered  by  the  plate. 
When  the  gate  is  turned  so  that  the  plate  h  lies  over  the  inlets  d  in 
the  upper  surface  of  the  ring,  and  the  curtain  hangs  in  front  of  the 
inlets  d'  in  the  periphery,  the  water  is  excluded  from  the  correspond- 
ing ring  of  channels.  A  half  revolution  of  the  gate  uncovers  all  the 
inlets  of  this  ring. 

The  gate  for  the  inner  ring  is  the  same  as  for  the  intermediate, 
except  that  the  curtain  a'  hangs  inside  the  ring. 

The  advantage  of  this  arrangement  is  that  one,  two,  or  all  three  of 
the  concentric  rings  of  the  guide-blade  channels  can  be  opened  to  re- 
ceive water,  as  the  condition  of  the  supply  may  warrant,  so  that  the 
power  may  be  kept  nearly  constant  without  closing  the  inlets  of  any 
single  ring  of  channels  to  an  extent  which  would  seriously  impair 
the  economical  efficiency  of  the  wheel. 

(77)  In  the  water  supply  for  Geneva  there  are  two  distinct  systems 
of  distribution :  the  low-pressure,  with  a  head  of  150  feet,  and  the 
high-pressure,  with  a  head  of  450  feet,  each  supplied  by  its  own  tur- 
bines and  pumps  independently. 

Water  is  used  from  the  low-pressure  pipes  for  general  purposes 
and  for  motors  exerting  only  small  power;  that  from  the  high-pres- 
sure system  for  power  chiefly. 

In  December,  1888,  there  were  48  miles  of  pipe  in  use  for  distrib- 
uting the  low-pressure  water,  and  46  miles  for  the  high-pressure 
water. 

The  power  is  taken  by  consumers  representing  seventy-six  diflfer- 
ent  industries. 

At  the  beginning  of  1889  there  were  135  motors,  nominally  of  320 
horse-power  in  all,  driven  from  the  low-pressure  service,  and  69 
motors,  nominally  of  1,100  horse-power,  from  the  high-pressure 
pipes.  Three  of  these  last  are  turbines  of  200  horse-power  each, 
used  in  an  electric-light  station. 
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(78)  The  charges  for  power  in  the  industrial  section  of  the  city  are 
established  according  to  a  sliding  scale,  and  depend  on  the  quantity 
of  power  and  the  tirae  during  which  it  is  used.  Curves  represent- 
ing the  system  by  which  these  charges  are  computed  are  published 
in  the  annual  report  of  the  water  department  of  Geneva,  and  the 
numbers  in  the  following  brief  table  have  been  computed  approxi- 
mately from  the  curves: 

Price  for  each  Jhorae-power.  per  year,  for  different  quantities  of  power  and  different 

hours  of  daily  running. 


Home-power. 

5. 

10. 

20. 

60. 

100. 

900. 

$94.00 

$56.00 

148.00 

184.00 

187.00 

$95.50 

106.00 

66.00 

60.00 

87.60 

81.60 

87.50 

140.00 

84.00 

65.(0 

60.00 

41.76 

87.00 

The  profits  of  the  water  department  are  considerable.  In  1888, 
after  paying  all  expenses,  including  interest  at  4  per  cent.,  and  an 
annual  assessment  of  2  per  cent,  for  a  sinking  fund  to  cancel  all  the 
indebtedness  as  it  becomes  due,  there  remained  a  net  profit  of  nearly 
$30,000. 

The  rents  received  for  water  used  during  the  year  are  as  follows  : 

Francs. 

For  public  use  by  city   110,000 

For  domestic  use  280,000 

For  sundry  industries   25,000 

For  water-power   150,000 

The  daily  water  supply  averaged  about  11,500,000  gallons,  60  per 
cent,  of  which  was  low-pressure,  and  the  remainder  high-pressure. 
The  city  used  about  40  per  cent,  of  the  low-pressure  water  for  public 
purposes,  about  30  per  cent,  was  employed  for  motive  power,  and 
the  remainder  for  domestic  and  industrial  use.  Ninety  per  cent,  of 
the  high-pressure  water  was  used  for  motive  power. 

Various  kinds  of  motors  are  used  by  the  consumers.  For  quite 
small  powers — 1  horse-power  or  less — pressure  engines  are  employed, 
but  where  considerable  power  is  required  preference  is  given  to 
small  high-speed  turbines,  either  tangential  wheels,  or  Girard  tur- 
bines with  partial  injection. 

Escher,  Wyss  &  Co.,  of  Zurich,  Switzerland,  to  whom  were  in- 
trusted the  design  and  construction  of  the  machinery  for  the  Geneva 
and  Chaux-de-Fonds  water-works,  just  described,  manufacture  all 
kinds  of  turbines,  from  the  largest  to  the  smallest.  Their  catalogue 
shows  a  list  of  over  1,800  turbines,  aggregating  more  than  100,000 
horse-power,  which  have  been  placed  by  them. 
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(79)  Fig.  70  shows  a  general  view  of  a  small  and  neat  form  of 
Girard  wheel  for  moderate  power,  manufactured  by  this  firm. 

(80)  J.  J.  Reiter,  of  Winterthur,  Switzerland^  made  a  fine  display 
of  turbines,  of  sizes  varying  from  200  horse-power  downward. 
They  were  of  various  types.  A  number  of  diflferent  arrangements 
for  controlling  the  admission  of  water  to  Girard  turbines  were 
shown.  In  one  of  these,  for  a  parallel  flow  turbine,  a  plate,  turning 
like  a  damper  on  a  spindle  pointing  to  the  axi-^  of  the  turbine,  is 
placed  in  the  mouth  of  each  guide  channel,  and  this  is  opened  or 
closed  by  means  of  a  cam  groove  in  a  ring,  placed  inside  or  outside  the 
guide  crown,  as  the  case  maybe,  which  may  be  turned  around  the 
crown  by  means  of  gearing.    The  cam  operates  a  little  crank  on  the 


Fig.  70.— Small  incased  Girard  wheel,  by  Escher,  Wyss  &  Co.,  of  Zurich,  Switzerland. 

end  of  each  damper  shaft  in  such  a  manner  that  the  dampers  are 
turned  two  at  a  time,  one  on  either  side  of  the  wheel,  successively, 
until  the  required  number  are  opened  or  closed.  By  this  arrange- 
ment very  little  strain  is  brought  upon  the  gate  mechanism,  even 
when  the  water  pressure  is  great. 

A  small,  self-contained  motor,  containing  a  tangential  tiu'bine  and 
furnished  with  a  regulator,  was  exhibited.  It  is  manufactured  in 
more  than  seventy  different  varieties,  adapted  for  heads  from  30  feet 
to  500  feet,  for  speeds  from  250  to  3,000  turns  per  minute,  and  for 
powers  from  one  half  of  a  horse-power  to  25  horse-power. 

In  general  outside  appearance  they  resemble  the  small  turbine 
shown  in  Fig.  70.  Their  efficiency  is  said  to  be  ad  great  as  75  per 
cent. ;  but  this  kind  of  wheel  is  going  out  of  use  in  Europe. 

The  opening  and  closing  of  the  spout  through  which  the  water  is 
delivered  to  the  wheel  is  produced  by  the  action  of  the  water  pres- 
sure on  a  piston  in  a  cylinder,  the  movements  of  which  are  controlled 
by  a  small  valve  moved  by  the  governor. 
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(81)  Brault,  Tisset  &  Gillet,  Paris,  extensive  manufacturers  of 
water  wheels,  turbines,  and  mill  machinery,  are  the  successors  of 
Fontaine,  one  of  the  pioneers  in  the  improvement  and  introduction 
of  the  turbine.  This  firm  has  produced  more  than  8,000  wheels, 
representing  collectively  200,000  horse-power;  also  7,500  runs  of 
stones  and  2,500  roller  mills.    They  employ  500  workmen. 

Their  exhibit  included  a  variety  of  parallel-flow  wheels,  modifi- 
cations of  the  original  type  of  Fontaine's  turbine.  The  opening  and 
closing  of  the  mouths  of  the  guide-blade  channels  is  by  means  of 
annular  segments  of  some  flexible  material,  as  leather  or  vulcanized 
rubber,  which  lie  on  the  flat  top  of  the  guide-blade  crown,  cover- 
ing the  mouths  of  the  channels.  One  end  of  a  segment  is  fastened 
to  the  crown,  the  other  end  is  rolled  upon  a  conical  roller  which 
travels  around  the  crown  and  rolls  up  the  segment,  so  as  to  uncover 
the  mouths  to  the  extent  desired.  The  bottom  of  the  leather  seg- 
ment is  armed  with  metallic  plates  which  correspond  to  the  mouths 
of  the  channels;  these  serve  to  strengthen  the  segment  while  permit- 


no.  71.— Guide-blade  crown,  and  pliable  roll-up  gate,  by  Brault,  Tisset  &  Gillet,  Fnmoe. 


Fio.  73.— Segment  and  rollers  for  the  pliable  gate  shown  in  Fig.  71. 

ting  a  tight  closure  to  be  made  by  the  contact  of  the  pliant  leather 
with  the  metal  between  the  mouths.  This  arrangement  in  general 
is  not  new.  Its  application,  as  it  was  exhibited,  was  neatly  designed, 
and  is  illustrated  by  Fig.  71,  which  shows  the  fixed  guide-blade 
crown  of  a  turbine  with  the  apparatus  for  closing  the  openings  in 
place. 

Fig.  72  shows  the  rollers  attached  to  the  segment  by  which  they 
are  worked. 

A  Qirard  turbine  with  horizontal  axis  and  partial  injection, 
adapted  for  high  falls  and  small  power,  was  also  shown  by  this  firm. 
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Fig.  73  shows  a  view  of  this  wheel,  and  Figs.  74  and  75  show  sec- 
tions of  the  water  chest,  the  guide  spouts,  and  part  of  the  wheel, 
exhibiting  the  gate  by  which  the  guide  spouts  are  covered  and  un- 
covered. 

(83)  Bergds^s  instaUcUion  of  wheels  under  very  great  heads. — A 
rather  remarkable  exhibit  was  made  in  Class  63  by  Mr.  Aristide 
Bergfes,  a  civil  engineer  of  Lancey,  a  town  in  the  department  of 
Isfere,  France,  in  the  immediate  neighborhood  of  the  Southern 


Fio.  78.— General  yiew  of  vertical  Qirard  turbine,  by  Brault,  Tisset  &  Gillet 


Fio.  74.— Section  in  plane  of  wheel.  Fig.  7B.— Section  in  plane  of  axle. 


Water  chest,  guide  buckets,  gate,  and  lower  part  of  wheel  crown  of  the  Qirard  turbine  shown  in 

Fig.  78. 

Alps.  He  showed  an  impulse  wheel  of  6  feet  diameter,  and  a  model 
in  plaster  of  the  mountainous  region  in  which  he  has  established  an 
extensive  water-power  derived  from  a  small  stream  which  is  the 
outlet  of  lakes  fed  from  the  melting  glaciers. 
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He  called  attention  to  his  enterprise  by  a  circular  with  the  fanci- 
ful title  "  White  Coal a  title  which  he  says  he  **  employs  to  strike 
the  imagination  and  to  suggest  in  a  vivid  manner  that  the  mountain 
glaciers  can,  if  exploited  for  the  development  of  motive  power,  render 
to  the  country  in  the  neighborhood  of  the  mountains  a  service  as 
important  as  that  derived  from  the  coal  extracted  from  its  depths.'' 

His  model  shows  what  he  has  done  in  obtaining  a  large  water-power 
from  a  stream  of  insignificant  volume.  In  1869,  when  Mr.  Bergfes 
began  his  works,  the  flow  of  the  stream  was  only  about  3  cubic  feet 
per  second,  and  barely  furnished  power  for  a  few  small  grist  mills. 
Now  the  same  mountain  sources  from  which  this  stream  flows,  fur- 
nish the  water-power  for  Mr.  Bergfes's  large  paper  mill,  requiring 
more  than  2,000  horse-power. 

This  gain  in  power  he  obtains  by  taking  the  water  from  the  moun- 
tain sources  instead  of  the  lower  stream.  Since  1883  his  power  has 
been  obtained  from  water  under  a  head  of  1,600  feet,  and  the  wheels, 
of  various  diameters,  from  3  feet  to  16i  feet,  have  been  working, 
some  of  them  regularly,  during  all  these  years.  One  of  the  wheels 
yields  1,200  horse-power,  and  is  employed  for  driving  wood-pulp  ma- 
chines; the  others,  varying  from  20  to  500  horse-power,  drive  rag 
engines  and  other  machinery. 

Mr.  Berges  describes  his  wheels  as  follows : 

Not  wishing  to  exceed  330  revolutions  for  my  machines  for  making  wood  fiber, 
which  are  driven  directly  by  the  wheel,  a  diameter  of  16^  feet  had  to  be  adopted.* 
After  having  witnessed  the  bursting  of  wheels  which  were  made  of  so-caUed  extra 
strong  cast  iron,  and  of  wrought-iron  wheels  made  too  light,  I  was  led  to  a  type 
composed  of  steel  plate  0.4  to  0.6  of  an  inch  thick,  forming  two  conical  disks  riv- 
eted together  at  the  edges,  and  also  riveted  to  a  cast-iron  hub.  The  crown  of  blades 
is  made  in  segments  about  8*^  inches  long  (20  segments),  strongly  bolted  fast  by  steel 
or  refined  iron  bolts.  Neither  the  crown  nor  the  disk  is  turned.  The  inevitable  ir- 
regularities of  the  plate  are  corrected  by  packings  of  dry  oak,  which  sweU  when 
wet  and  increase  the  pressure  of  the  bolts.  Extreme  care  has  been  taken  to  insure 
perfect  balance  with  respect  to  the  axis,  and  with  care  the  blades  may  be  made  to 
revolve  as  truly  as  if  the  whole  piece  had  come  from  the  lathe.  A  turbine  of  this 
kind,  weighing  10  tons,  and  capable  of  furnishing  2,000  horse-power,  has  been 
working  since  1885,  that  is,  for  4  years,  and  has  not  required  repairs  of  any  nature* 

The  6-foot  wheels  require  to  run  at  about  600  revolutions  per  minute.  I  perse- 
vered for  awhile  in  trying  cast  iron  for  these,  but  was  forced  to  abandon  it  because 
of  accidents  from  bursting.  I  can,  however,  say  that  two  turbines  of  this  type,  of 
cast  iron,  did  work  for  5  years.  They  were  two  in  which  pains  had  been  taken  to 
cast  slits  through  the  hub,  the  hub  being  afterward  secured  by  bands  to  insure  the 
absence  of  initial  strain  in  the  arms. 

In  order,  however,  to  avoid  accidents,  plate  steel  has  been  substituted  for  cast 
iron,  in  the  form  of  a  disk  with  the  edge  turned  over  to  retain  the  crown  of  blades, 
which  is  made  of  white  cast  iron  and  fastened  by  bolts. 

•The  circumferential  speed  of  a  16i-foot  wheel  at  230  turns  per  minute,  is  about 
65  per  cent,  of  the  velocity  of  flow  due,  theoretically,  to  a  head  of  1,600  feet. 
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Fig.  76  is  a  diametral  section  of  the  lower  half  of  one  of  M.  Bergfes's 
large  wheels. 

The  spout  for  delivering  the 
water  to  the  wheel  is  the  same  for 
all  sizes  of  turbine.  It  is  at  the 
end  of  a  delivery  pipe  in  which 
the  velocity  of  flow  is  6  to  10  feet 
per  second,  and  is  a  conical  nozzle, 
like  a  hose  nozzle,  usually  made 
with  a  diameter  of  about  H  inches, 
one  of  which  is  large  enough  to 
give  200  effective  horse-power. 
The  stream  plays  upon  the  inside 
of  the  crown  of  the  wheel.  For  a 
IC-foot  wheel  six  nozzles  are  used, 
each  controlled  by  a  cock  in  the 
pipe.  Phosphor  bronze  or  alumi- 
num bronze  is  the  best  material 
for  the  construction  of  the  nozzle, 
and  as  its  weight  is  small,  it  can 
be  renewed  with  but  little  expense 
when  worn  out.  Cast  iron  lasts 
but  a  short  time.  Mr.  Bergfes  says, 
It  wastes  as  butter  wastes  in  the 
sun,  and  the  water  speedily  hollows  out  caverns  in  it."  The  blades 
of  the  wheel  wear  rapidly  also,  unless  cast  thin  and  hard,  and 

unless  the  original  scale  is  left  on 
the  surface  of  the  castings.  If 
proper  metal  is  used  they  last  for 
years. 

Mr.  Bergfes  states  that  he  is  now 
constructing  works  for  a  fall  of 
6,500  feet. 

(84)  Very  high  falls  have  been 
utilized  in  the  Rocky  Mountains 
and  mining  regions  of  the  United 
States,  by  means  of  the  "  Pelton" 
wheel,  which  is  exceedingly  economical.  It  is  believed,  however, 
that  Mr.  Berg&s  is  employing,  on  a  large  scale,  a  much  higher  fall 
than  had  been  used  before  his  undertaking  was  accomplished,  and 
the  project  he  is  now  beginning  to  carry  out,  for  applying  a  fall  of 
over  a  mile  in  height,  is  certainly  remarkable  for  its  boldness. 


Tia.  76:— Section  of  lower  half  of  B6rgte''8  wheel 
for  a  high  head  of  water. 


Fio.  77.— Spout  and  short  section  of  buckets  of 
Bergds's  wheel. 
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VI.— Pumps  and  pumping  engines. 

(85)  Hand  and  Potver pumps. — Innumerable  hand  pumps  of  diflfer- 
ent  kinds  were  shown  in  the  French  sections,  and  several  exhibitors 
from  the  United  States  made  fine  displays  of  the  diflferent  kinds  of 
pumps  for  domestic  and  agricultural  service  which  are  universally 
employed  here.  The  merits  of  these  latter  were  recognized  by 
awards  to  all  the  exhibitors.  The  French  pumps  have  no  marked 
advantages  over  ours,  and  except  in  the  case  of  certain  imitations  of 
American  pumps,  they  are  inferior,  particularly  in  those  very  essen- 
tial, and  often  ingenious  minutiee  of  design,  by  which  the  manufac- 
ture is  facilitated  and  cheapened  without  diminishing  the  excellence 
of  the  finished  product  in  any  particular. 


Flo.  T8.— Horiiontal  aectioQ  of  Montrichard's  valveleM  pump. 


Fio.  70.— Vertical  section  of  Montrichard^g  pump. 


Of  power  pumps  and  steam  pumps  there  were  few  showing  nov- 
elty, and  few  kinds  that  are  not  well  known  in  the  United  States,  so 
that  little  of  interest  can  be  said  about  them. 

(86)  A  pump  without  valves,  having  a  piston  which  worked  with 
combined  movements  of  rotation  and  translation,  by  which  the  dis- 
placement of  the  water  was  produced,  and  the  inlet  and  outlet  open- 
ings opened  and  closed,  attracted  some  attention.  It  is  the  inven- 
tion of  M.  de  Montrichard,  of  Montm^dy,  France.  A  power  pump 
of  this  kind  is  shown  in  Figs.  78  and  79. 
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The  pump  is  double-acting.  Its  piston,  a,  is  a  disk  having  the 
general  form  of  an  oblique  slice  cut  from  a  solid  right  cylinder  of 
the  same  diameter  as  the  bore  of  the  pump  barrel. 

A  piston  rod  is  made  fast  to  the  center  of  the  disk,  parallel  to  the 
axis  of  the  barrel,  through  the  heads  of  which  it  passes,  where  tliere 
are  bearings  in  which  the  rod  is  free  to  slide  lengthwise  as  well  as  to 
rotate.  Two  rollers,  6,  secured  inside  the  pump  barrel,  on  one  side, 
at  about  the  middle  of  its  length,  touch  the  edge  of  the  oblique  disk, 
one  on  either  side,  and  restrain  the  movement  of  the  edge  in  such  a 
way  that  when  the  disk  rotates,  the  part  of  the  edge  opposite  the 
rollers  traverses  back  and  forth  along  the  barrel  by  a  distance 
measured  by  the  product  of  the  diameter  of  the  barrel  into  twice  the 
cosine  of  the  angle  which  the  disk  forms  with  the  axis  of  the  piston 
rod;  while  the  effective  stroke,  that  is,  the  lengthwise  movement  of 
the  piston  rod,  is  equal  to  half  the  distance  traversed  by  the  edge. 
The  capacity  of  this  pump  is  the  same  as  that  of  an  ordinary  double- 
acting  piston  pump  of  the  same  diameter  and  stroke. 

The  inlet  port,  rf,  and  outlet  port,  c,  are  peculiarly  shaped  openings 
through  the  waU  of  the  barrel,  placed  about  midway  between  the 
ends,  and  reaching  part  way  around  the  barrel  on  each  side  of  the 
guide  rollers  &.  The  oblique  edge  of  the  piston  as  it  rotates  forms  a 
movable  partition  between  the  ports,  and  alternately  opens  commimi- 
cation  between  them  and  the  opposite  ends  of  the  barrel. 

The  pump  is  driven  by  a  belt  working  on  a  pulley  keyed  to  the 
piston  rod  and  moving  laterally  back  and  forth  with  it;  the  pulley 
on  the  driving  shaft  having  a  straight  face,  wide  enough  to  permit 
the  lateral  traverse  of  the  belt. 

It  is  said  that  an  efficiency  of  72  per  cent,  was  obtained  as  the 
mean  results  of  eight  experiments  made  at  the  Conservatory  of  the 
Arts  and  Trades. 

A  steam  pump  embodying  the  same  principles  was  also  exhibited. 

(87)  Direct-acting  steam  pumps. — The  name  "direct-acting  steam 
pump"  is  usually  applied  to  steam-driven  pumps  in  which  the  power 
of  the  steam  in  the  steam  cylinder  is  transferred  to  the  piston  or  plunger 
of  the  pump  in  a  direct  line,  and  through  a  continuous  rod,  without 
the  use  of  revolving  parts,  such  as  a  crank  and  fly  wheel,  to  continue, 
arrest,  and  reverse  the  motion  of  the  piston  and  actuate  the  valves; 
and  indeed  it  may  be  said  to  be  limited  now  to  a  class  of  pumps  in 
which  the  reversal  of  the  movement  of  the  pump  is  assured,  and  dead 
points  avoided,  even  at  the  slowest  speeds,  by  the  use  of  an  auxiliary 
steam  piston  or  engine  for  throwing  the  steam  valve.  Engineers 
will  recognize  that  this  description  covers  all  the  numerous  success- 
ful steam  pumps  well  known  in  the  United  States.  In  the  earliest 
forms  of  steam  pumps,  however,  the  auxiliary  device  for  throwing 
the  valve  consisted  of  springs  or  weights  which  were  set  in  opera- 
tion by  the  movement  of  the  pump,  but  were  otherwise  independent 
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in  their  action  upon  the  valves.  It  is  probable  that  in  the  Bull 
Cornish  engine,  an  English  direct-acting  pumping  engine  of  very 
early  date,  an  auxiliary  independent  device  for  effecting  or  complet- 
ing the  movements  of  the  valve  was  first  embodied,  but  certainly 
not  in  a  form  which  suggested  the  appliances  by  which  the  modem 
steam  pump  has  been  made  so  successful. 

So  far  as  the  first  production  and  introduction  of  the  direct-acting 
steam  pump  in  a  practicable  and  successful  form  warrants  the  claim 
to  priority  of  invention,  the  late  Henry  R.  Worthington,  of  New 
York  City,  was  the  originator,  in  1840,  of  such  pumps,  and  his  inven- 
tion was  followed  immediately  in  the  United  States  by  numerous 
others;  notably,  first,  that  of  Guild  and  Garrison,  and  afterward 
Wheeler's,  under  whose  patent  the  greater  number  of  the  different 
manufacturers  paid  tribute.  These  inventions,  followed  by  that  of 
the  Worthington  duplex  pump — consisting  of  two  steam  pumps  of 
equal  size,  combined,  side  by  side,  and  arranged  so  that  the  steam 
valve  of  either  is  worked  by  the  movement  of  the  other  pump — 
formed  the  foundation  upon  which  was  built  up  the  great  business 
in  the  manufacture  of  steam  pumps  which  is  now  carried  on  in  the 
United  States,  and  has  spread  to  Europe,  where  the  types  which 
originated  here  are  introduced,  and  are  becoming  universally  known 
and  adopted. 

Although  the  number  of  steam  pumps  shown  in  the  Exposition 
was  large,  there  were  but  few  different  types.  Duplex  pumps  seem 
to  have  been  adopted  almost  to  the  exclusion  of  other  kinds.  These 
were  shown  in  the  sections  of  all  the  countries,  but  no  novel  or  inter- 
esting features  were  noticed  which  merit  a  description. 

(88)  Pumping  engines. — Four  sets  of  pumping  engines  of  consid- 
erable capacity  were  exhibited  in  operation,  and  employed  in  fur- 
nishing a  large  proportion  of  the  water  supply  for  the  Exposition. 

(89)  Undeniably  the  most  interesting  of  these  was  the  new  Worth- 
ington high  duty  direct-acting  pumping  engine  of  6,000,000  gallons 
capacity,  which  was  erected  in  a  special  engine  house  situated  on  the 
bank  of  the  river  Seine,  within  the  Exposition  grounds;  it  fur- 
nished a  good  example  of  a  modern  American  pumping  plant  for 
the  water  supply  of  a  city. 

The  highest  award  in  the  gift  of  the  authorities,  a  grand  prize, 
was  justly  given  for  this  exhibit. 

The  invention  which  is  the  characteristic  feature  of  this  engine 
has  made  it  possible  to  realize  in  the  direct-acting  pump  nearly  if 
not  quite  as  great  an  economical  efficiency  as  is  obtained  with  the 
more  complicated  and  cumbrous  crank  and  fly-wheel  engine,  and  it 
is  a  gratifying  fact  that  this  radical  improvement  in  the  direct-acting 
pump  originated  with  C.  C.  Worthington,  the  son  and  successor  of 
Henry  R.  Worthington,  and  is  applied  to  the  duplex  pump  of  his 
father's  invention. 
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Fig.  80  is  a  perspective  view  of  this  engine,  Fig.  81  a  sectional 
elevation,  and  Fig.  82  a  diagram  by  the  study  of  which  the  action 
of  the  "compensating  cylinders,"  referred  to  in  what  follows,  can  be 
understood.  The  ordinates  of  the  curved  line  in  the  upper  part  of 
Fig.  82  show  the  resisting  force  exerted  by  the  compensating  cylin- 
ders against  the  action  of  the  steam  pressure  in  the  first  half  of  the 
stroke,  and  the  assisting  force  they  yield  up  in  the  second  half.  The 
greater  part  of  the  following  remarks  upon  this  engine  is  derived 
from  a  special  pamphlet  circulated  in  the  Exposition  by  the  firm  of 
Henry  R.  Worthingtoh,  of  New  York  City,  in  whose  publications 
a  full  description  can  be  found. 

The  terms  "high  duty"  and  "low  duty,"  as  applied  to  pumping 
engines,  are  used  mainly  to  distinguish  between  two  different  grades 
of  performance  with  reference  to  the  consumption  of  fuel. 

"  Low  duty  "  is,  generally  speaking,  held  to  describe  engines  upon 
which  a  guaranty  of  duty  is  made  of  from  50,000,000  to  70,000,000 
pounds  of  water  raised  one  foot  for  each  100  pounds  of  coal  con- 
sumed. "High  duty"  describes  engines  of  a  guaranteed  duty  of 
from  95,000,000  to  110,000,000,  and  above. 

The  direct-acting  pumping  engine,  although  so  widely  used  in 
waterworks  stations  for  the  past  30  years,  was,  owing  to  peculiari- 
ties which  it  is  not  necessary  to  discuss,  comparatively  limited  in 
its  capabilities  of  expanding  steam  ;  but  even  to-day,  in  view  of  the 
fact  that  higher  duty  in  a  pumping  engine  means  higher  first  cost, 
and,  in  the  case  of  fly-wheel  engines,  increased  liability  to  derange- 
ment, it  is  more  largely  employed  than  any  other  type  in  existence. 

This  limilited  ability  to  make  use  of  high  grades  of  steam  expan- 
sion relegated  the  direct-acting  pumping  machine,  as  formerly  con- 
structed, to  the  class  of  " low  duty"  engines,  and  it  is  the  invention 
of  the  devices  by  means  of  which  the  varying  pressure  in  the  steam 
cylinder,  which  is  involved  in  the  employment  of  steam  extensively 
expanded,  is  made  to  produce  a  uniform  effect  in  the  pump,  that  has 
transferred  the  new  Worthington  pump  to  the  class  of  "high  duty'' 
engines,  without  the  sacrifice  of  the  peculiar  advantages  which  the 
direct-acting  engine  possesses  over  pumping  machinery  whose  motion 
is  controlled  by  the  crank  and  fly  wheel. 

The  problem  presented  is  this :  At  the  beginning  of  the  stroke 
the  steam,  which  is  then  at  boiler  pressure,  exerts  upon  the  pistons 
a  force  which  is  far  in  excess  of  that  required  for  overcoming  the  uni- 
form resistance  in  the  pump ;  at  the  end  of  the  stroke  the  force  of 
the  expanded  steam  is  much  less  than  that  required  for  moving  the 
load ;  the  mean  force  during  the  stroke  is  sufficient  to  do  the  work, 
but  its  inequalities  must  be  prevented  from  being  transferred  to  the 
pump  piston,  or  else  the  engine  will  start  from  the  beginning  of  the 
stroke  with  a  violent  plunge,  and  stop  short  of  the  end  of  the  stroke 


Digitized  by  Google 


Digitized 


by  Google 


Digitized 


by  Google 


Fio.  81.— Section  of  the  Worthinjrto 


Digitized  by  Google 


I 


di^h  duty  pumping  engine. 


Digitized  by  Google 


Digitized 


by  Google 


GENERAL  MECHANICS. 


177 


at  a  point  where  the  driving  force  of  the  steam  sinks  below  that 
required  to  overcome  the  resistance  of  the  pump. 

In  the  crank  and  fly-wheel  engine  the  equalization  of  the  force  in 
the  steam  cylinder  with  the  resistance  in  the  pump,  is  effected  by  the 
ponderous  fly  wheel,  which  absorbs  by  its  inertia  the  excess  of  energy 
developed  in  the  steam  cylinder  in  the  first  part  of  the  stroke,  and 
gives  this  energy  out  in  the  latter  part.  In  other  words,  in  the  early 
part  of  the  stroke  so  much  of  the  force  on  the  steam  piston  as  is  in 
excess  of  that  required  to  overcome  the  pump  resistance,  is  expended 
in  accelerating  the  movement  of  the  massive  fly  wheel,  while  in 
the  latter  part  of  the  stroke  the  deficiency  of  force,  which  occurs 
when  the  steam  pressure  is  diminished  by  expansion  below  the  point 
necessary  to  overcome  the  resistance,  is  supplied  by  the  action  of  the 
fly  wheel,  whose  momentum  is  then  available  for  this  purpose. 

In  the  Worthington  high  duty  engine  the  effects  of  steam  expan- 
sion are  utilized,  but  the  uniform  distribution  of  the  pressure  is 
secured  by  an  entirely  different  method,  simple  and  effective,  and 
embracing  none  of  the  objections  of  the  fly  wheel,  while  presenting 
many  positive  advantages. 

This  improvement  in  the  construction  of,  or  rather  attachment  to, 
the  older  form  of  the  Worthington  pumping  engine,  by  means  of 
which  the  cutting  off  and  expansion  of  the  steam  is  made  possible, 
consists,  briefly,  of  two  sm  \ll  oscillating  cylinders  attached  to  the 
plunger  rod  of  the  engine.  These  cylinders  and  their  connecting 
pipes  are  filled  with  water  cr  other  liquid  and  connected,  either  di- 
rectly or  through  the  medium  of  an  accumulator,  with  the  water  in 
the  force  main  of  the  pump.  By  this  means  a  pressure  on  the  pis- 
tons or  plungers  in  these  cylinders  is  maintained  exactly  equal  to, 
or  in  proportion  to,  that  in  the  force  main.  These  pistons  or  plungers 
act  in  such  a  way,  with  respect  to  the  motion  of  the  engine,  as  to 
resist  its  advance  at  the  commencement  of  the  stroke,  and  assist  it 
at  the  end;  the  water  in  the  force  main  meanwhile  exerting  upon 
them  a  constant  pressure  at  each  end  of  the  stroke. 

Fig.  82  shows  so  clearly  how  this  action  takes  place,  that  no  de- 
scription is  needed;  it  is  only  necessary  to  call  attention  to  the  effect 
produced. 

The  two  cylinders  act  in  concert,  and,  bein^  placed  directly  oppo- 
site each  other,  relieve  the  crosshead,  to  which  they  are  attached,  of 
any  sliding  f rictional  resistance,  and  relieve  the  engine  of  lateral 
strain. 

By  alternately  taking  up  and  exerting  power  through  the  differ- 
ence in  the  angles  at  which  their  force  is  applied  with  respect  to  the 
line  of  motion  of  the  plunger  rod,  these  two  cylinders,  in  effect,  per- 
form the  functions  of  a  fly  wheel,  but  with  the  important  mechanical 
difference,  that  they  utilize  the  pressure  in  the  force  main  instead  of 
the  energy  of  momentum.  Whatever  pressure  is  in  the  force  main 
H.  Ex.  410— VOL  III  12 
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is  directly  communioated  to  the  compensating  cylinders,  and  any  varia- 
tion in  the  force-main  pressure  is  followed  instantly  by  a  correspond- 
ing variation  in  the  cylinder  pressure.    Thus  a  uniform  relation  is 


Fxo.  82.— Diagram  showing  the  action  of  the  oompemuiting  apparatus  of  the  Worthlngton  high  duty 

pumping  engine. 

maintained  between  the  load  on  the  pump  plungers  and  the  work 
performed  by  the  compensators. 
Their  action  is  readily  controlled,  and  their  power  is  automatically 
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proportioned  to  the  work  to  be  overcome,  and  is  entirely  unaffected 
by  the  speed  of  the  engine.  The  same  amount  of  expansion  can  be 
obtained  in  the  same  engine  whether  running  at  a  piston  speed  of  10 
feet  per  minute,  or  at  150.  This  latter  feature  is  one  of  great  im- 
portance, affecting,  as  it  does  so  favorably,  the  economy  of  the  engine 
when  applied  on  any  service  where  the  demand  is  irregular  or  inter- 
mittent. 

The  value  of  the  *  *  compensating  cylinder  "  feature  in  what  is  known 
as  the  direct-service  system  of  waterworks  can  hardly  be  overesti- 
mated ;  for  it  must  be  plain  that,  as  the  momentum  of  a  fly  wheel 
rapidly  decreases  as  its  speed  decreases,  its  available  controlling 
power  is  so  diminished  that  the  grade  of  steam  expansion,  and  hence 
steam  economy,  must  be  very  materially  reduced  ;  whereas,  with  the 
Worthington  compensating  cylinders,  whatever  work  is  put  into,  and 
afterwards  derived  from  them,  does  not  vary  with  the  speed,  for  the 
reason  that  pressure  from  the  water  column,  and  not  inertia  of  mass, 
is  the  acting  principle. 

The  economy  of  this  engine  is  not  appreciably  affected  by  wide 
differences  in  its  speed,  as  the  rate  of  expansion  in  the  steam  cylin- 
ders is  constant  under  all  changes  in  the  rate  of  delivery  of  the  pump; 
the  engine  adapts  itself  exactly  to  the  load :  as  the  pressure  in  the 
compensating  cylinders  varies  proportionally  with  the  pressure  in  the 
force  main,  the  result  is  a  uniform  propulsion  of  the  water  column 
and  an  absolute  control  of  the-  speed  of  the  engine,  without  depend- 
ence being  had  upon  any  automatic  governor  or  other  complicated 
device.  Should  the  force  main  or  distributing  pipes  burst  from  any 
cause,  no  accident  can  occur  to  the  engine  itself,  as  the  loss  of  pres- 
sure in  the  main  results  in  a  corresponding  loss  of  power  in  the  com- 
pensating cylinders,  until  the  pressure  is  entirely  withdrawn  from 
them,  when  the  engine  is  unable  to  complete  its  strokes. 

This  important  feature  of  the  Worth  iugton  high  duty  engine  was 
illustrated  at  one  of  the  pumping  stations  of  the  National  Transit 
Company's  oil  pipe  lines,  at  Osborn  Hollow,  New  York.  The  pump 
was  working  under  a  resistance  of  900  pounds  per  square  inch,  and 
pumping  at  the  rate  of  26,000  barrels  of  oil  per  24  hours,  when  it 
was  observed  to  suddenly  slow  down  and  come  to  a  full  stop.  Upon 
investigation  it  was  discovered  that  the  pipe  line  had  burst  a  short 
distance  from  the  station,  thus  relieving  the  pressure  and  robbing 
the  compensating  cylinders  of  their  power.  It  was,  therefore,  impos- 
sible for  the  engine  to  make  a  stroke.  This  stoppage  occurred  not- 
withstanding the  fact  that  the  high-pressure  steam  cylinders  were 
taking  steam,  up  to  quarter  stroke,  at  a  pressure  of  about  100  pounds 
per  square  inch.  The  high-pressure  cylinders  of  this  engine  are  41 
inches  diameter,  and  the  low-pressure  cylinders  82  inches  diameter. 
The  engine,  at  the  time  the  above  accident  occurred,  was  working  up 
to  750  horse-power. 
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The  work  of  the  compensating  cylinders  can  also,  at  the  will  of 
the  attendant,  be  thrown  on  or  off  the  engine  instantaneously. 
Should  they  or  the  cut-off  mechanism  become  in  any  way  disar- 
ranged, or  require  overhauling  or  repairs,  they  can  be  quickly  dis- 
connected, so  that  the  pump  can  then  be  run  as  a  "  low  duty"  engine, 
as  satisfactorily  as  though  originally  constructed  as  such. 

Worthington  engines  with  this  attachment  have  been  fully  tested 
under  all  the  conditions  to  be  met  with  in  actual  practice,  and  have 
achieved  as  high  a  duty  as  has  heretofore  been  secured  by  an  engine 
of  any  other  type. 

A  duty  of  100,000,000  foot-pounds,  with  the  consumption  of  100 
pounds  of  coal  (equivalent  to  112,000,000  calculated  on  the  English 
basis),  can  be  considerably  exceeded  with  an  engine  developing  more 
than  100  horse-power. 

The  Worthington  firm  also  furnished  two  large  compound  duplex 
high-pressure  pumping  engines,  collectively  of  a  capacity  of  35,000 
gallons  per  hour,  which  received  water  under  a  head  of  650  feet, 
from  the  third  platform  of  the  Eiffel  Tower,  and  delivered  it  under 
a  head  of  nearly  1,000  feet  at  the  top  of  the  tower,  for  the  supply  of 
the  Edoux  hydraulic  elevators. 

(90)  De  Quillac  and  Meunier,  of  Anzin,  the  former  of  whom  is  the 
licensee  of  Jerome  Wheelock,  of  Worcester,  Massachusetts,  supplied 
water  for  the  Exposition  by  a  crank  and  fly-wheel  pumping  engine. 
The  engine  was  of  the  Wheelock  type,  and  the  pump  a  double-act- 
ing plunger  pump  situated  directly  behind  the  engine  cylinder  and 
coupled  to  the  piston  rod  of  the  engine  which  extended  rearward 
through  the  rear  cylinder  head.  The  capacity  of  this  pump  was 
about  5,000,000  gallons  in  24  hours  ;  the  lift  about  75  feet.  It  was 
placed  in  a  special  building  located  on  the  quay  near  the  Worthing- 
ton pumping  station,  and  represented  a  type  used  largely  in  France 
for  water  supply. 

The  same  firm  also  furnished  a  coupled  pair  of  pumping  engines 
of  the  same  type  to  supply  nearly  75,000  gallons  per  hour  at  a  height 
of  about  400  feet,  for  the  Otis  and  Combaluzier  elevators  in  the 
Eiffel  Tower. 

(91)  Centrifugal  pumps. — A  large  number  of  centrifugal  pumps 
were  on  exhibition,  only  a  few  of  which,  however,  possessed  fea- 
tures worthy  of  notice. 

Plans  were  exhibited  in  the  Egyptian  section  showing  a  plant  of 
very  large  centrifugal  pumps  established  at  Khatetbeh  for  taking 
water  from  the  river  Nile  for  the  irrigation  of  the  province  of  B(5- 
h^ra.  There  are  five  centrifugal  pumps  at  this  station,  each  capa- 
ble of  delivering  about  210  cubic  feet  of  water  per  second,  under  a 
head  which  varies  from  18  inches  in  high  water  of  the  river  to  10 
feet  at  low  water.  The  machinery  has  therefore  a  pumping  capacity 
of  nearly  700,000,000  gallons  every  24  hours,  which  is  more  than 
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half  the  volume  of  water  that  flows  in  the  river  Seine,  at  Paris. 
Messrs.  Farcot,  of  Paris,  were  the  designers  and  builders  of  this 
immense  pumping  apparatus,  and  Mr.  Joseph  Farcot  exhibited  a 
model  in  plaster,  of  full  size,  of  one  of  the  great  pump  casings,  which 
measures  nearly  26  feet  in  its  greatest  diameter,  that  is,  from  the 
outer  edge  of  the  flange  of  the  outlet  to  the  opposite  side  of  the 
case,  which  is  in  the  shape  of  a  snail  shell. 

The  character  of  the  foundations  which  were  available  for  the 
pumps,  the  requirement  that  the  engine  must  be  placed  above  the 
high-water  level  of  the  river,  and  other  considerations,  made  it  nec- 
essary to  place  the  axes  of  the  pumps  vertical;  the  plane  of  revolu- 
tion of  the  runner  or  fan  wheel  is  therefore  horizontal. 

The  net  power  required  to  lift  the  quantity  of  water  delivered  by 
all  the  pumps  when  the  river  is  at  the  low- water  stage  is  1,200  horse- 
power, furnished  by  five  engines,  one  for  each  pump.  Each  engine 
is  of  the  Corliss  type,  horizontal,  but  lies  upon  its  side,  so  that  the 
connecting  rod  swings  in  a  horizontal  plane  and  works  upon  a  crank 
at  the  top  of  a  vertical  main  shaft,  which  carries  a  fly  wheel  and  is 
coupled  at  its  lower  end  to  the  top  of  the  axle  of  the  pump  runner. 

Fig.  83  gives  a  general  view  of  one  of  the  pumps  as  it  appears  in 
place.  The  horizontal  fly  wheel  of  the  engine  is  shown  at  the  top 
of  the  picture  and  the  delivery  pipe  of  the  pump  may  be  seen  in  the 
foreground.  The  pipe  slopes  downward  at  first  after  leaving  the 
pump,  but  rises  afterward  so  that  its  outer  end  is  at  the  level  of  the 
canal  into  which  the  water  is  delivered,  and  is  there  higher  than  the 
pump.  A  short  bell -mouthed  suction  pipe  is  applied  to  the  central 
inlet  opening  of  the  casing,  and  can  be  seen  in  the  figure  dipping 
beneath  the  surface  of  the  water  in  the  well. 

A  few  dimensions  of  the  machinery,  and  the  weight  of  some  of  the 
parts  are  given  below: 


Diameter  of  runner,  outside  inches. .  150 

Diameter  of  central  opening  in  the  runner,  also  diameter  of  inlet  pipe . .  do   96. 4 

Width  of  runner  blades — 

At  the  inlet  do. ...  30 

At  the  periphery  do   27 

Diameter  of  the  delivery  outlet  of  the  casing  do. . .  63 

Weights : 

Pump  casing  tons. . .  30 

Runner  do   12 

Engine  shaft  and  runner  axle  do   12 

Fly  wheel  do   22 

Engine  bedplate   do   15 

Steam  cylinder  do   5.5 


The  speed  of  the  pump  can  be  varied,  or  maintained  constant  at 
any  speed  between  16  and  40  revolutions  per  minute,  the  governor 
of  the  engine  being  made  adjustable  to  meet  the  variation  of  speed 
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demanded  by  the  differences  in  the  height  of  the  lift  which  the 
pumps  are  required  to  overcome. 


ViG.  8^1— One  of  the  great  centrifugal  pumps  at  Khatetbeh,  Egypt,  built  by  Farcot.  France. 

The  weight  of  the  revolving  parts  which  the  pivot  of  the  vertical 
axle  has  to  support  amounts  to  nearly  110,000  pounds,  and  to  insure 
the  successful  lubrication  of  this  pivot  it  was  necessary  to  place  it 
above  the  level  of  the  water;  a  large  proportion  of  the  weight  the 
pivot  bears  is  therefore  suspended  below  it. 
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The  intensity  of  the  pressure  to  which  the  bearing  surface  should 
be  subjected  was  limited  to  2,850  pounds  per  square  inch,  and,  as  the 
oil  channels  required  for  the  distribution  of  the  lubrication  take 
away  from  the  area  of  the  surfaces  in  contact,  the  diameter  of  the 
pivot  was  fixed  at  8f  inches. 

If  the  coefficient  of  the  friction  of  the  lubricated  surfaces  is  taken 
at  0.05,  the  work  required  to  overcome  the  friction  of  the  pivot  when 
the  speed  is  35  turns  per  minute  may  be  estimated  at 

8  75  2 

110,000 X. 05 X-^X 3  X  3.14  X  35  4-33,000  =  8.9, 

or,  say,  9  horse-power. 

This  friction  develops  6.3  heat  units  per  second,  and,  as  the  air  in 
which  the  machinery  runs  is  warm,  the  cooling  surfaces  of  the  parts 
of  the  bearing  are  not  extensive  enough  to  enable  the  air  to  carry  off 
the  heat.  This  was  anticipated,  and  an  arrangement  was  made  for 
cooling  the  oil,  which  fills  a  reservoir  in  which  the  pivot  runs,  by 
causing  water  to  circulate  around  the  outside  of  this  reservoir;  but 


Fio.  84.— Vigreux'8  water-cooled  step  bearing  for  the  centrifugal  pumps  at  Khatetbeh. 

even  this  arrangement  proved  insufficient,  and  failed  to  prevent  the 
speedy  heating  of  the  parts,  and  the  destruction  of  the  bearing  sur- 
faces. A  different  arrangement  was  subsequently  designed  by  Mr. 
Vigreux,  the  eminent  hydraulic  engineer,  whose  advice  was  obtained, 
and  a  step  bearing  constructed  according  to  his  plans  is  perfectly  suc- 
cessful, so  that  since  its  adoption  no  heating  has  occurred. 

Mr.  Vigreux's  step  bearing,  slightly  modified  by  Messrs.  Farcot,  is 
shown  in  Fig.  84,  while  the  arrangement  of  the  principal  parts  sur- 
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rounding  the  pivot — which  were  not  changed  in  adopting  the  im- 
provements— can  be  seen  just  above  the  pump,  in  Fig.  83. 

A  is  the  runner  axle,  made  hollow  and  of  cast  iron,  the  runner  be- 
ing secured  to  its  lower  extremity;  it  is  enlarged  near  its  upper  end 
and  is  mortised  through  and  through,  so  that  an  open  chamber  is 
formed  for  the  reception  of  the  apparatus  connected  with  the  bear- 
ing. The  lower  end  of  the  engine  shaft  is  screwed  tightly  into  the 
top  of  this  hollow  axle,  so  that  the  two  are  united  as  in  one  piece, 
while  the  pivot  B  is  screwed  into  the  axle  at  the  top  of  the  mortised 
chamber,  in  which  it  hangs ;  all  these  parts  revolving  together.  C 
is  a  post  which  stands  on  the  foundation  and  is  fastened  so  that  it 
can  not  turn;  it  rises  through  the  hollow  axle,  and  at  its  top,  which 
is  at  the  level  of  the  bottom  of  the  chamber  of  the  axle,  it  carries  a 
socket  containing  a  stationary  hemispherical  bronze  cup  in  which 
the  lower  bearing  plate  is  held  free  to  rock  but  not  to  revolve.  The 
end  of  the  pivot  is  also  armed  with  a  bronze  plate  which  revolves 
with  the  pivot,  and  between  these  two  plates  is  a  third,  of  lenticu- 
lar shape,  which  is  unattached  to  either  of  the  others  and  free  to  re- 
volve or  not.  These  bearing  plates  receive  the  whole  weight  of  the 
engine  shaft,  fly-wheel  runner,  axle,  and  other  revolving  parts,  and 
the  post  C  sustains  the  load. 

The  oil  for  lubricating  the  bearing  surfaces  is  contained  in  a  reser- 
voir fixed  to  the  top  of  the  socket.  Mr.  Vigreux's  improvement  is 
a  device  for  keeping  this  oil  cool  by  causing  it  to  circulate  rapidly  in 
contact  with  surfaces  cooled  by  water,  situated  apart  from  the  reser- 
voir, the  oil  being  pumped  from  the  reservoir  by  a  small  rotary  pump 
which  forces  it  through  a  tubular  cooler  made  like  a  surface  condenser, 
shown  at  E  in  Fig.  84,  from  which  it  returns  to  the  reservoir.  The 
cooler  which  revolves  with  the  axle  is  kept  supplied  with  water,  and 
the  surplus  removed,  by  means  of  connections  with  the  annular  dishes 
F  and  Q.  As  the  cooler  is  outside  the  axle  its  dimensions  are  inde- 
pendent of  the  chamber  in  the  latter,  and  the  cooling  surfaces  can 
therefore  be  made  extensive  enough  to  produce  the  desired  result. 

The  working  of  these  great  centrifugal  pumps  has  been  entirely 
satisfactory.  They  have  exceeded  the  duty  required  of  them.  An 
ofiScial  test  of  their  efficiency  demonstrated  that  the  net  useful  work 
done,  in  water  raised,  amounted  to  65  per  cent,  of  the  work  indicated 
in  the  engine  cylinders.  No  allowance  was  made  for  the  resistance 
experienced  by  the  water  in  the  delivery  pipe  and  tunnel,  which  are 
about  60  feet  long.  The  pipe  is  about  5^  feet  in  diameter  at  the  pump, 
and  the  tunnel  expands  gradually  from  this  size  to  a  rectangular  cross 
section  11^  feet  wide  by  7  feet  high  at  the  outer  end.  Allowing  a 
head  of  1  foot  for  overcoming  the  friction  in  this  channel  when  the 
pump  delivers  250  cubic  feet  per  second  under  a  statical  head  of  10 
feet,  and  assuming  the  power  developed  at  the  pump  axle  to  be  90 
per  cent,  of  the  indicated  power  of  the  engine— which  the  Messrs. 
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Farcot  assume  to  be  true— the  efficiency  of  the  pump  alone  is  about 
76  per  cent.  The  pump  efficiency  is  estimated  by  the  Messrs.  Farcot 
to  be  79.6  percent,  but  in  their  estimate  too  much  allowance  seems  to 
have  been  made  for  the  friction  of  the  water  in  the  delivery  conduit. 
Their  estimate  of  the  engine  efficiency  is,  however,  high  for  an  engine 
working  under  the  existing  conditions,  so  that  it  is  perhaps  safe  to 
assume  that  the  efficiency  of  these  huge  pumps  approaches  80  per 
cent  very  closely.  The  consumption 
of  coal  is  3.3  pounds  per  hour,  per 
hors'e-power  of  work  performed,  meas- 
ured by  the  water  actually  pumped, 
without  any  allowance  whatever  for 
friction,  etc. 

(92)  Before  undertaking  this  great 
work,  which  involved  guaranties  of  a 
certain  economical  performance,  the 
Messrs.  Farcot  made  a  very  complete 
series  of  experiments  to  determine  the 
best  form  of  centrifugal  pump.  These 
experiments  are  interesting,  and  the 
information  derived  from  them  is  gen- 
erally useful.  Some  of  the  particulars, 
derived  from  a  description  by  Mr.  J. 
Farcot,*  are  given  below. 

The  power  required  to  drive  the  ex- 
perimental pumps  was  measured  by 
means  of  a  carefully  designed  trans- 
mission dynamometer,  while  the  use- 
ful work  done  was  ascertained  by 
measuring  the  quantity  of  water 
pumped  into  two  tanks  which  were 
filled  and  emptied  alternately.  The 
Axes  of  the  experimental  pumps  were 
vertical,  in  general,  but  experiments 
with  one  of  them,  with  the  axis  hori- 
zontal, showed  that  the  position  does 
not  affect  the  efficiency,  when  the  lifts 
are  as  low  even  as  6  feet. 

The  first  series  of  experiments,  with 
lifts  of  from  3  to  10  feet,  was  directed 
principally  to  the  determination  of  the 
best  form  for  the  passages  for  the 
water,  through  the  runner,  and  in  the 
casing  around  the  runner.    The  run- 


Fio.  85.— Different  forms  of  runners  and 
casings  for  centrifugal  pumps ;  used  in 
ezpenments  by  Joseph  Farcot. 


'Annales  dee  Fonts  et  Chaius^,  September,  1S88. 
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ners  were  composed,  as  usual,  of  blades  set  between  circular  disks  or 
side  plates.    The  entrance  for  water  was  on  one  side  only. 

The  disks  and  blades  experimented  upon  are  shown  in  Pig.  85  and 
were  as  follows : 

1.  A  runner  with  plane  radial  blades  and  flat  disks ; 

2.  Plane  radial  blades,  and  paraboloidal  disks  but  slightly  dished ; 

3.  Plane  radial  blades,  and  paraboloidal  disks  more  deeply  dished ; 

4.  Helicoidal  blades,  alternated  with  half  blades  of  the  same  shape, 
and  paraboloidal  disks ; 

5.  Helicoidal  blades,  all  alike,  and  paraboloidal  disks. 

Each  of  these  was  tried  in  six  different  casings,  in  which  the  forms 
of  the  annular  conduits  surrounding  the  runners  were  different;  as 
follows: 

(a)  Circular  conduit  of  rectangular  cross  section,  concentric  with 
the  runner;  Fig.  85  (2). 
(6)  Spiral  conduit  of  rectangular  cross  section ;  Fig.  85  (2). 

(c)  Concentric ;  cross  section  trapezoidal;  Fig.  85  (3). 

(d)  Spiral ;  cross  section  trapezoidal;  Fig.  85  (3). 

(e)  Circular  conduit,  with  cross  section  of  curvilinear  outline; 
Fig.  85  (4). 

(f)  Spiral ;  cross  section  curvilinear ;  Fig.  85  (5). 

The  efficiency  of  the  pump  improved  as  the  forms  stated  above 
were  used  in  the  order  given,  and  the  best  results  were  obtained  by 
combining  the  runner  (5)  with  the  casing  (/),  with  which  combina- 
tion an  efficiency  of  81  per  cent,  was  obtained. 

The  same  high  efficiency  was  also  obtained  from  experiments  with 
runners  shaped  on  the  same  principle  as  (5),  for  lifts  of  from  25  to 
30  feet,  and  from  60  to  70  feet. 

In  the  casings  with  spiral  conduits  the  area  of  the  cross  section 
of  the  conduit  was  nearly  proportional  to  the  angular  distance  of  the 
section  from  its  starting  place  next  the  outlet. 

In  studying  the  form  to  be  given  to  the  passages  through  the  run- 
ner, the  movements  which  it  was  sought  to  give  to  each  particle  of 
the  water  passing  through  them  were: 

First,  a  uniform  diminution  of  the  velocity  (v^)  which  it  has  in 
the  direction  of  the  axis  of  the  runner  at  entering ; 

Second,  a  constant  angular  acceleration  of  its  movement  in  a  cir- 
cular path ; 

Third,  a  radial  movement  having  a  magnitude  proportioned  to 
the  centrifugal  force  of  the  particle,  resulting  from  its  angular  move- 
ment determined  as  above. 

While  the  conditions  prescribed  by  these  principles  can  be  real- 
ized practically  only  for  those  particles  of  water  which  continue  in 
contact  with  the  blades  and  disks,  yet  they  formed  the  basis  upon 
which  the  study  of  the  problem  was  conducted. 
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Shape  of  the  blades. — The  form  of  the  blade  surface  at  each  end 
was  determined  by  the  conditions: 

(A)  That  the  direction  of  the  first  element  of  the  blade,  at  each 
point,  shall  be  the  resultant  of  the  tangential  velocity,  of  that 
point,  and  the  axial  velocity,  Vo,  of  the  particle  of  water  which  it 
picks  up ; 

(B)  That  the  last  element  of  the  blade,  whose  function  is  to  im- 
part the  velocity  of  the  tip  of  the  blade  to  the  issuing  particle  of 
water,  shall  be  in  the  direction  of  the  radius  of  the  runner,  the  object 
of  this  condition  being  to  obtain  a  maximum  lift  with  a  minimum 
speed  of  rotation  of  the  runner. 

Between  the  two  limiting  elements  just  described,  the  shape  of  the 
blades  must  be  such  as  to  make  the  passageway  between  them  of 
such  form  that  the  extent  of  their  surfaces  will  not  be  so  great  as  to 
cause  undue  friction,  while  at  the  same  time  the  flow  of  water  through 
them  will  be  free  from  eddies  and  not  throttled.  This  is  accomplished 
by  determinating  the  two  generating  curves  of  the  surface,  that  is  to 
say,  the  two  curves  formed  by  the  intersections  of  the  blade  with  the 
disks,  in  the  following  manner:  The  curve  on  the  lower  disk;  i,  e,, 
the  disk  through  which  the  water  enters,  is  the  intersection  of  the 
paraboloidal  surface  of  this  disk  with  a  helicoidal  surface — cylin- 
drical or  not — having  an  initial  angle  of  inclination  determined  by 

V 

the  equation,  tan.  0^=— .    The  trace  upon  the  surface  of  the  upper 

disk  is  the  intersection  of  its  paraboloidal  surface  with  a  helicoidal 
surface  whose  generatrix,  situated  on  the  cylinder  circumscribing 
the  runner,  satisfies  the  following  two  conditions : 
First.  That  at  its  origin,  the  angle  of  entrance,  «„  shall  be  deter- 

V 

mined  by  equation,  tan.  a,=- 

Second.  That,  through  an  angular  extent  equal  to  that  subtended 
by  the  lower  curve,  the  change  of  curvature  shall  be  as  smooth  and 
gradual  as  possible;  the  whole  of  the  terminal  element  of  the  blade 
being  on  a  line  parallel  with  the  axis  of  the  runner,  and  at  the 
periphery. 

These  two  curves,  traced  in  the  manner  described  above,  are  united 
by  a  ruled,  warped  surface,  which  will  be  the  surface  of  the  blade. 

Number  of  blades, — The  experiments  indicate  that  the  number  of 
blades,  which  should  not  be  less  than  six,  does  not  aflfect  the  efficien- 
cy materially.  It  does,  however,  produce  a  slight  effect  upon  the 
mean  velocity  of  outflow  from  the  runner,  and  therefore  causes  a 
small  difference  in  the  height  of  lift  corresponding  to  a  given  veloc- 
ity of  the  periphery  of  the  runner. 

Speed  of  the  periphery  of  the  runner. — The  experiments  demon- 
strate that  the  velocity  of  the  circumference  of  the  runner  is  great 
enough  if  it  is     =  0.88  y/2gh;  h  being  the  height  of  the  lift.  Com- 
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paring  this  expression  with  that  given  by  Professor  Rankine — de- 
rived from  his  theoretical  discussion  of  mixed  molecular  vortices 
.  constrained  and  free — which  is,  v'  =  '/gh,  =  0. 706  V^gh,  it  is  to  be  re- 

marked  that  the  ratio  -=  0.801,  and  represents  practically  the  effi- 
ciency of  these  pumps,  as  determined  by  the  experiments. 

Shape  of  the  annular  conduit  of  the  (Xbse. — In  flowing  from  the 
helicoidal  blades  of  the  runner,  the  water  issues  without  eddies  or  loss 
of  energy  if  the  annular  conduit  is  formed  as  in  e  and  /  of  Fig.  85. 
The  shape  of  the  cross  section  of  this  conduit  is  the  one  which 
avoids  abrupt  changes  in  the  direction  of  flow,  and,  while  aJffording 
a  given  capacity  of  discharge,  has  the  least  wetted  surface.  It  ap- 
proaches a  circle,  but  in  reality  its  outline  should  be  an  **  elastic 
curve  "  such  as  would  be  formed  by  an  elastic  strip  fastened  tangen- 
tially  to  the  disk  surface  of  the  runner,  as  at  AA',  Fig.  86,  and  at 
the  other  end,  as  at  B  B',  tangentially  to  a  short  circular  arc  selected 
so  as  to  secure  the  least  practicable  wetted  perimeter.  This  form 
was  not  determined  arbitrarily  and  it  contributes  much  to  the  eflB- 
Kjiency  of  the  pump.    It  forms  a  continuation  of  the  paraboloidal 


Fio.  86.— Outline  of  the  croBs  section  of  the         Fio.  87.— Showing  the  formation  of  eddies  In 
•casing  channel  in  Farcot'a  centrifugal  pumps.  a  channel  of  circular  cross  section. 

surfaces  of  the  runner  disks,  and  its  principal  advantage  is  that 
abrupt  changes  of  the  velocity  and  direction  of  the  water  in  its  flow 
do  not  occur,  and  eddies,  such  as  are  indicated  in  the  sketch,  Fig.  87, 
are  avoided. 

Mr.  Farcot  says  that  a  concentric,  inst.ead  of  a  spiral  conduit  for 
the  case,  gave  nearly  as  good  economical  results,  under  certain  con- 
ditions which  he  does  not  name.  He  says  that  the  loss  of  head  from 
the  greater  friction  occasioned  by  the  higher  mean  velocity  of  the 
water  in  the  spiral  conduit,  appears  to  compensate  nearly  for  the  loss 
occasioned  by  eddies  in  the  concentric  conduit,  but  that  an  advantage 
of  about  3  per  cent,  in  favor  of  the  spiral  case  was  usually  observa- 
ble. By  this  is  meant,  that  if  the  efficiency  of  the  pump  with  the 
spiral  case  were  80  per  cent.,  it  would  be  reduced  to  77  per  cent,  by 
using  a  concentric  case. 

(93)  Centrifugal  pumps  of  various  sizes,  in  a  series  from  small  to 
large,  are  manufactured  by  the  Messrs.  Farcot.  Their  design  is  neat 
Fig.  88  shows  a  general  view  of  one  of  them. 
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(94)  Decour^s  centrifugal  pump. — This  is  manufactured  by  the 
Soci^td  des  ateliers  et  chautiers  de  la  Loire. 

Fig.  89  shows  a  section.  The  feature  of  novelty  is  a  diflfuser,  or, 
as  it  is  called,  an  ejector,  surrounding  the  runner  and  consisting  of 


Fig.  88.— Farcot's  centrifugal  pumps. 

two  annular  plates  made  in  one  piece  with  the  case,  and  forming^ 
stationary  expansions  of  the  planes  of  the  revolving  runner  disks. 
The  passage  way  between  the  plates  expands  in  width  as  it  increases 
in  diameter,  forming  a  flaring  outlet  to  the  runner,  through  which  the 


Fig.  89.— Sectional  view  of  D^cour's  centrifugal  pump. 

water  from  the  latter  flows  into  the  large  annular  chamber  consti- 
tuting the  body  of  the  pump,  from  which  the  discharge  pipe  leads. 
The  action  of  this  flaring  annular  outletis  the  same  as  that  of  Boyden's 
diflfuser,  long  since  applied  in  the  United  States  to  turbine  wheels — 
and  the  same  as  that  of  Venturi's  tube — by  which  a  part  of  the  energy 
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of  the  water,  which  would  otherwise  be  lost  in  forming  eddies,  is  util- 
ized in  such  a  way  as  to  increase  the  discharge. 

An  official  test  of  a  4-inch  pump,  made  under  the  auspices  of  the 
Ministry  of  the  Marine,  at  Brest,  in  1886,  showed  an  efficiency  of  79 
per  cent.,  with  a  lift  of  20  feet. 

Nezeraux's  centrifugal  jet  pump. — J.  Casse  &  Sons  exhibited  this 
pump,  in  which  the  action  of  a  centrifugal  pump  and  that  of  a  jet 
pump  are  combined  in  a  novel  way.  It  is  designed  for  pumping 
water  under  a  much  greater  head  than  can  be  advantageously  over- 
come by  centrifugal  pumps  of  the  usual  construction,  without  run- 
ning them  at  excessive  speed. 

Fig.  90  is  a  section  of  one  form  of  this  pump. 


Fio.  90.— Nezeraux's  centrifugal  jet  pump  for  forcing  water  to  a  great  height. 


A  is  the  inlet  pipe,  or  suction  pipe;  this  enters  the  chamber  B, 
which  may  be  called  the  jet-chamber,  for  it  contains  a  set  of  jet  noz- 
zles, ft,  leading  from  the  chamber  F,  and  a  corresponding  set  of  guide 
tubes  i,  leading  from  B,  which,  together,  constitute  a  jet  pump  by 
means  of  which  water,  drawn  in  through  A,  is  forced  into  a  delivery 
chamber,  C,  and  thence  through  the  discharge  pipe  D  to  any  desired 
height.  From  the  chamber  C  a  large  passageway  leads  downward 
outside  the  pump  case,  on  each  side,  and  enters  the  case  again  oppo- 
site the  central  opening  of  the  runner  E,  so  that  the  two  passageways 
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form  the  inlet  pipes  of  the  centrifugal  pump,  of  which  F  is  the  de- 
livery chamber  in  which  the  runner  turns. 

By  this  arrangement,  when  the  runner  is  stationary  the  pressure 
exerted  by  the  head  of  water  in  the  discharge  pipe  D  is  communi- 
cated through  the  passageways  G  and  openings  of  the  runner  E 
to  the  water  in  the  runner  chamber  F,  and  the  pressure  is  as  great 
in  F  as  in  C.  When,  however,  the  runner  is  made  to  revolve,  the 
pressure  in  F  will  become  greater  than  in  C,  and  may  be  made  as 
much,  greater  as  is  desired,  the  increase  being  dependent  upon  the 


Fia.  01.— Application  of  Nezerauz's  centrifugal  Jet  pump  to  lifting  water  from  deep  wells. 

speed  at  which  the  runner  turns.  This  difference  of  pressure, 
when  it  becomes  great  enough,  will  produce  in  the  jet  pump  a  flow 
of  water  having  suflBicient  velocity  to  entrain  the  required  quantity 
of  water  from  the  chamber  B,  the  nozzles  and  guide  tubes  being 
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properly  shaped  and  proportioned  to  produce  this  result  under  the 
prescribed  conditions.  When  the  head  in  the  delivery  pipe  D  is 
great,  the  larger  proportion  of  the  water  which  flows  through  the 
nozzles  will  circulate  over  and  over  again  through  the  centrifugal 
pump,  a  small  proportion  only  being  drawn  from  the  chamber  B 
and  delivered  into  the  discharge  pipe  D. 

With  a  centrifugal  pump  of  a  given  size  and  speed,  this  apparatus 
will  pump  considerably  less  than  ith  of  the  quantity  of  water  that 
the  centrifugal  pump  alone  would  deliver,  if  running  under  the  or- 
dinary conditions  and  not  under  the  excessive  head,  and  will  force 
this  smaller  quantity  to  n  times  the  height  to  which  the  centrifugal 
pump  running  at  the  same  speed  would  deliver  its  full  volume  of 
water. 

Fig.  91  shows  the  apparatus  arranged  for  drawing  water  from  a 
depth  of  80  or  100  feet  below  the  place  where  the  centrifugal  pump 
is  set. 

The  same  system  is  also  adapted  as  an  air  pump,  for  use  with  a  jet 
condenser,  and  is  said  to  produce  an  excellent  vacuum.  It  is  also 
applied  in  the  same  manner  that  ordinary  jet  pumps  are  used  for 
exhausting  air  and  gases. 

No  published  results  of  tests  of  the  eflBciency  of  the  Nezeraux 
pump  could  be  obtained. 

(96)  Hydraulic  rams. — Quite  a  number  of  these  simple  water  ele- 
vators were  shown  by  diflFerent  manufacturers,  the  one  first  deserv- 
ing notice  being  an  unusually  large  machine  of  its  kind,  called  the 
"Giant"  ram  by  its  maker  and  exhibitor,  Mr.  Ernest  BoU^,  of 
Mans,  France. 

A  longitudinal  section  of  this  ram  is  shown  in  Fig.  92,  while  Fig. 
93  is  a  cross  section,  in  a  plane  passing  through  the  escape  valve. 

The  Giant  ram  embodies  Mr.  Bolide's  latest  improvements,  and  dif- 
fers from  rams  exhibited  by  other  makers  in  having  the  waste  valve, 
A,  of  the  battery,  inverted  with  respect  to  the  usual  position  of  such 
valves,  and  counterpoised  in  such  a  manner  that  the  valve  rises  in 
opening,  and  is  closed  by  a  downward  movement.  This  arrangement 
admits  of  placing  the  valve  seat  at  the  bottom  of  the  battery  chamber, 
so  that  the  escape  of  the  waste  water  takes  place  downward  through 
the  bottom  instead  of  overflowing  the  top  of  the  chamber,  and  permits 
a  more  complete  utilization  of  the  full  heic^ht  fall  than  is  obtainable 
with  other  forms,  when  the  rams  are  placed  above  the  tail  water;  in 
fact,  in  the  new  Bolide  rams  a  short  draft  tube  may  be  used  beneath 
the  escape  valve  seat,  so  that  the  ram  may  stand  at  a  convenient 
height  above  the  lowest  water  level  and  yet  utilize  nearly  the  whole 
fall. 

The  waste  valve  A  is  a  puppet  or  pot  lid  valve,  the  stem  of  which 
is  guided  in  the  bonnet  of  the  battery  chamber  in  which  the  valve 
works.  Its  weight  is  overbalanced  by  means  of  two  counter-weighted 
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levers,  B,  which  lift  the  valve  from  its  seat  when  the  reaction  of  the 
water  in  the  battery  chamber  takes  place,  but  are  so  adjusted  as  to 
permit  the  valve  to  close  readily  under  the  action  of  the  escaping 
waste  water  as  soon  as  this  attains  its  proper  maximum  velocity  of 
flow.  The  delivery  valve  C,  through  which  the  water  is  forced  into 
the  air  chamber  D  when  the  valve  A  closes,  is  also  apuppet  valve,  and 
is  guided  in  its  seat  by  wings.  To  prevent  an  injurious  battering 
of  the  valve  and  seat  faces,  by  blows  occasioned  by  the  sudden  closing 


Fig.  82.— LoDf^tudlnal  section  of  Bolide's  "Oiant hydraulic  ram. 


of  the  delivery  and  waste  valves,  hydraulic  cushions  are  provided, 
consisting  of  an  annular  tongue,  M,  on  the  top  of  the  valve  seat,  and  a 
corresponding  circular  groove  or  rabbet,  N,  in  the  bottom  of  the  valve 
face.  The  projecting  ring  on  the  seat  fits  the  gi'oove  in  the  valve, 
so  that,  when  the  valve  shuts,  water  is  inclosed  in  the  groove  and 
as  this  water  can  escape  only  gradually  it  prevents  the  metal  surfaces 
from  coming  violently  in  contact  with  each  other.  An  adjustable 
stop,  D,  is  provided,  by  which  the  height  to  which  the  waste  valve  A 
may  lift  is  regulated.  The  bottom  of  the  stop  S  is  recessed,  and  tlie 
top  of  the  crown  of  the  valve  made  to  fit  this  recess,  so  that  a  water 
cushion  is  provided  here  also,  to  prevent  shock  when  the  valve  is 
lifted  suddenly  so  far  as  to  strike  the  stop. 
H.  Ex.  410— VOL  III  13 
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This  great  ram  weighs  about  Si  tons,  is  12  feet  long,  and  its  height 
is  about  equal  to  its  length.  The  diameter  of  the  supply  pipe  is  3  feet, 
that  of  the  waste  valve  40  inches,  and  of  the  delivery  valve  30  inches. 
The  lift  of  the  waste  valve  is  designed  to  be  from  7  to  8  inches, 
and  with  this  lift  the  valve  is  intended  to  pass  350  liters,  or  12. 35 

cubic  feet  of  water  per  secon«l. 

Mr.  Bolide  states  that  his  Giant 
ram  will  deliver  150  liters,  or  5 
cubic  feet,  'per  second — or  more 
than  3,000,000  gallons  of  water  in 
24  hours — to  a  height  three  times 
greater  than  the  fall  of  the  sup- 
ply water;  a  duty  which  repre- 
sents a  high  efficiency,  even  if,  as 
must  be  the  case,  he  assumes  the 
lift  of  the  water  in  the  force  in\n' 
to  be  measured  above  the  ram 
and  not  above  the  source  of  sup- 

ply.* 


Via.  93.— Transverse  section  of  the  battery 
chamber  of  Boll6e's  ram. 


*  The  useful  effect  of  a  hydraulic  ram  is  described  in  various  ways  in  the  circulars 
of  the  manufacturers  of  these  machines ;  in  fact,  the  efficiency,  E,  of  the  ram  is  a.s- 
sumed  by  the  makers  to  be  represented  by  one  or  the  other  of  the  following  four 
different  formulae : 

QH    '  (Q-9)H 


E= 

QH' 


and 


v  =  _   • 

(Q-9)H' 


in  which  Q  denotes  the  whole  volume  of  water  taken  from  the  supply  pond,  of 
which  the  portion  q  is  forced  up  by  the  ram  to  a  height,  h,  above  the  level  of  the  sur- 
face of  the  pond,  by  the  action  of  the  quantity  (Q  — q),  which,  falling  from  the  poivl 
to  the  ram.  escapes  from  the  waste  valve  under  the  head  H,  measured  vertically 
from  the  water  level  of  the  pond  down  to  the  level  where  the  waste  water  is  dis- 
charged. Manifestly  the  last  of  the  four  formulae  given  above  is  the  only  one 
which  expresses  the  useful  effect  of  the  ram,  if  we  estimate  this  according  to  the 
same  principle  as  that  upon  which  the  efficiency  of  other  machinery  is  estimatetl : 
for,  if  w  denotes  the  weight  of  unit  of  volume  of  the  water,  then  ivgh  is  the  useful 
work  performed  by  the  ram  in  taking  the  quantity  q  from  the  source  of  supply— 
whicli,  in  the  oridinary  ram,  is  the  pond  from  which  all  the  water  is  taken — and  in 
forcing  this  quantity  up  to  the  height  //  above  the  source;  while  the  energy  expended 
in  operating  tiie  ram  is  u'(Q  — g)H:  namely,  the  energy  exerted  by  that  part  of  the 
water  which  falls  from  the  pond  to  the  ram,  and  is  discharged  there  through  the 
waste  valve.  The  portion  of  water  q  which  is  not  wasted  also  falls  to  the  ram  but 
rist}s  again  in  the  delivery  pipe,  as  high  as  the  level  of  the  ix>nd,  without  the  action 
of  tlie  ram,  and  the  water  which  is  wasted  is  the  only  part  of  the  whole  quantity  Q 
that  is  employed  in  doing  the  work  of  lifting  the  ix)rtion  q  through  the  vertical  dis- 


tance h  to  which  it  is  forced  above  the  level  of  the  pond.    The  expression 


then  represents  the  ratio  of  useful  work  performed  to  energy  expended,  and  is  the 
measure  of  the  efficiency  E  of  the  ram. 
Etelwein  long  ago  obtained  from  experiments,  empirical  formulae  for  the  efficiency 
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(98)  An  automatic  air  pump  for  maintaining  the  proper  quantity 
of  air  in  the  air  chamber  is  applied  to  this  ram.  It  is  shown  in  Fig. 
92.  F  is  a  pipe  rising  from  the  top  of  the  battery  chamber,  and 
having  near  its  top  a  small  aperture,  g,  for  the  admission  of  air.  This 
aperture  is  partly  closed  by  a  screw  by  which  the  size  of  the  open- 
ing may  be  regulated.  Above  the  opening  is  a  small  pupi)et  valve 
/i,  which  opens  by  lifting,  and  through  which  air  is  delivered  into  a 
chamber  above  the  valve  from  which  the  air  finds  its  way,  through 
a  small  pipe  i,  into  the  main  air  chamber  D.  The  action  of  this  air 
pump  is  as  follows: 

Immediately  after  the  shock  of  the  supply  water,  occasioned  by 
the  closure  of  the  waste  valve,  has  produced  the  delivery  of  a  por- 
tion of  that  water  into  the  air  chamber,  a  reaction  of  the  water  in 
the  supply  pipe  takes  place,  which  for  a  short  time  reduces  the  pres- 
sure in  the  battery  chamber  to  less  than  that  of  the  atmosphere. 
At  this  time  a  small  quantity  of  air  is  sucked  into  the  upper  part  of 
the  pipe  F  through  the  hole  g;  but  when  the  period  of  tliiB  next  out- 
flow of  the  escape  water  has  ended,  and  the'  waste  valve  A  closes,  the 
shock,  again  produced  by  the  arrest  of  the  motion  of  the  supply 


of  well  proportioned  Mongoliier  rams,  and  experience  since  his  investigations  has 
confirmed  the  general  applicability  of  his  conclusions. 

The  f orpiula  he  gives  as  best  representing  the  mean  of  the  results  for  all  different 

heads  up  to  ^  =  20  is 


E 


=  1.13-0.2  J'^. 


The  following  table  has  been  computed  from  this  formula,  and  shows  the  duty 
that  a  well  constructed  ram  may  be  ex{)ected  to  perform  when  the  delivery  pipe  is 
of  liberal  size,  and  the  diameter  and  length  of  the  supply  pipe,  or  penstock,  properly 
adjusted  to  the  conditions  under  w^hich  the  ram  is  used. 

Table  of  the  efficiencies  of  hydraulic  rams. 
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Example,— BoWee's  Giant  ram  discharges  350  liters  of  water  per  second  tlirough 
the  waste  valve,  in  lifting  u  certain  supply  to  a  height  above  the  ram  three  times 
greater  than  the  fall,  that  is,  to  a  height  above  the  i)ond  equal  to  twice  the  head  of 


the  fall. 


Here    =  3,  and  from  the  above  table  we  have,  for  tlie  quantity  of  water 


lifted,  q  =  0A2{Q  —  q)  =  0A2  X  350=  147  liters  per  second.  Mr.  BoUee  says  that 
the  ram  delivers  150  liters.    The  efficiency  of  this  ram  in  i)erforming  this  duty 

=  0.857, 


would  be 


or  nearly  86  per  cent,  instead  of  84  per  cent. ,  the  elB- 
ciency  computed  from  the  formula. 
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water,  compresses  the  air  which  has  entered  the  pipe  Fto  a  pressure 
somewhat  greater  than  that  in  tlie  air  chamber,  because  a  greater 
pressure  is  needed  to  cause  the  opening  of  the  main  delivery  valve 
than  is  required  to  lift  the  small  valve  /i,  and  the  air  in  the  pipe  F 
is  therefore  forced  into  the  air  chamber.  The  suddenness  of  the 
shock  by  which  the  compression  of  the  air  in  the  pipe  F  is  produced 
prevents  the  loss  of  too  great  a  proportion  of  the  air  through  the 
hole  g,  which,  though  large  enough  to  admit  the  required  quantity 
of  air  under  the  comparatively  slow  aspiration  which  takes  place, 
is  not  so  large  as  to  allow  all  that  air  to  pass  out  again  in  the  short 
period  which  its  compression  occupies.  The  action  of  this  air  pump 
is  much  more  certain  and  efficient  in  keeping  the  ram  in  working 
condition  than  is  the  inlet  valve  provided  for  the  same  purpose  by 
Montgolfier,  the  original  inventor  of  the  hydraulic  ram. 

An  air  pump  similar  to  that  shown  by  Bolide  is  applied  to  the 
rams  displayed  by  other  French  exhibitors,  and  seems  to  be  quite 
commonly  used.    (See  Fig.  94.) 


Fig.  94.— Durozoi's  hydraulic  ram  with  air  pump. 


(99)  DxirozoVs  ram  pump. — Mr.  M.  Durozoi,  of  Paris,  exhibited  a 
ram  for  using  the  motive  force  of  river  water  or  foul  water  under  a 
small  head,  from  one  source,  for  taking  purer  spring  water  from 
another  source  and  forcing  it  to  a  high  elevation.  The  general  form 
of  this  ram  pump  is  not  new,  but  there  are  unusual  features. 

Figs.  95  and  96  show  sections  of  the  machine. 

It  is  a  simple  form  of  diaphragm  pump,  in  which  the  diaphragm 
is  worked  by  the  shock  and  reaction,  alternately,  of  the  river  water 
which  flows  into  and  out  of  the  battery  chamber  containing  the 
waste  valve  of  the  ram. 

The  water  from  the  impure  source  enters  the  battery  chamber  at 
A  and  actuates  the  waste  valve  B,  in  the  same  manner  as  in  the 
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ordinary  ram.  A  flexible  diaphragm,  D,  of  India  rubber  or  leather, 
separates  the  battery  chamber  from  a  small  chamber  which  is  above 
the  diaphragm,  and  beneath  the  delivery  valve  J.    When  the  waste 


Fig.  95.— Longitudinal  section  of  Duruzoi's  ram  pump. 

valve  B  opens,  there  is  a  partial  vacuum  formed  for  a  time  in  the  bat- 
tery chamber  by  the  flowing  away  of  a  portion  of  the  water  before 
the  inertia  of  the  mass  of  water  in  the  main  supply  pipe  is  overcome; 


FiQ.  96.— Transverse  section  of  Durozoi's  ram  pump. 

this  occasions  a  downward  flexure  of  the  diaphragm  D,  by  which 
pure  water  is  sucked  from  its  source  of  supply,  through  the  pipe  i 
and  check  valve  s,  into  the  chamber  above  the  diaphragm.  When 
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the  waste  valve  closes,  the  pressure  which  is  then  produced  by  the 
arrest  of  the  motion  of  the  outflowing  impure  water,  instead  of  de- 
livering a  portion  of  this  water  into  the  air  chamber,  forces  the  dia- 
phragm upward  into  the  chamber  above  it,  and  thus  forces  part  of 
the  pure  water  contained  in  that  chamber  through  the  delivery  valve 
J  into  the  air  chamber,  and  thence  through  the  rising  pipe  to  the 
desired  elevation.  The  quantity  of  water  thus  raised  by  a  ram  of  a 
given  size  depends  upon  the  relation  of  the  height  of  the  fall  of  the 
motive  water  to  the  elevation  to  which  the  pure  water  is  lifted  above 
the  source  of  its  supi)ly. 

The  same  manufacturer  showed  a  ram  pump  with  a  diflFerential  pis- 
ton; that  iSj'with  a  piston  of  large  diameter  working  in  a  cylinder 
open  to  the  battery  chamber,  and  having  a  smaller  piston  attached 


Fig.  97.— Bolide's  ram  pump  without  piston  or  diaphragm. 


to  it  which  works  as  a  pump  piston  for  raising  the  water  which  is  to 
be  lifted;  by  this  means,  with  a  given  fall,  water  can  be  forced  to  a 
greater  height  than  by  using  an  ordinary  ram. 

(100)  Mr.  Ernest  Bolide  also  exhibited  a  ram  pump,  for  forcing 
pure  spring  water  by  means  of  river  water  or  foul  water,  in  which 
he  dispenses  with  a  diaphragm,  piston,  or  any  substance  whatever 
for  separating  the  foul  water  from  the  clear;  depending  for  their 
separation  upon  the  lack  of  a  tendency  of  the  waters  to  mingle  when 
they  are  not  agitated. 

Fig.  97  shows  a  section  of  this  ram.  C  is  the  inlet  to  the  battery 
chamber  B,  which  receives  the  river  water  and  discharges  it.thr.ough 
the  waste  valve  H.    T  is  an  upright  pipe,  forming  a  branch  from  the 
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battery  chamber.  It  is  filled  with  partitions,  which  form  narrow 
tubes  passing  through  it  and  opening  into  a  chamber,  A,  below  the 
delivery  valve  E  of  the  air  chamber  C.  The  inlet  pipe  and  check 
valve  for  the  clear  water  are  at  D,  and  the  delivery  outlet  from  the 
air  chamber  to  the  force  pipe  is  at  P.  The  upright  branch  T  is  of 
some  height,  and  plays  the  part  of  a  pump  barrel.  It  is  divided  into 
numerous  narrow  vertical  passages  by  small  pipes  which  fill  it.  The 
changes  of  pressure  which  occur  in .  the  battery  chamber  are  com- 
municated to  the  chamber  A  through  the  open  barrel  T,  and  by  this 
means  the  clear  spring  water  is  sucked  in  through  the  inlet-valve  D, 
and  forced  into  the  air  chamber,  alternately.  The  narrow  passages 
in  the  barrel  T  prevent  such  a  commotion  of  the  water  in  the  barrel 
as  would  cause  the  spring  water  which  is  drawn  into  its  upper  part 
from  mingling  with  the  muddy  or  foul  river  water  with  which  its 
lower  part  is  filled  from  the  battery  chamber. 

In  the  full-sized  glass  working  model  shown  by  Mr.  Boll(?e  a  dis- 
tinct horizontal  plane  of  sharp  separation  could  be  seen  in  the  bar- 
rel T,  between  the  muddy  water  from  the  battery  chamber  and  the 
clear  water  from  chamber  A.  Whether  the  diffusion  in  the  clear 
water,  or  mixture  with  it,  of  other  impurities  than  those  which  were 
visible  in  the  water  would  take  place,  could  be  learned  only  from 
trials  and  analyses  under  various  circumstances. 

When  the  difference  between  the  fall  and  lift  is  quite  small,  Mr. 
Boll^  dispenses  with  the  partitions  in  the  barrel  T,  finding  that  even 
then  the  waters  have  no  tendency  to  mingle. 

(101)  Messrs.  W.  B.  Douglass,  of  Middletown,  Connecticut,  Gould's 
Manufacturing  Company,  of  Seneca  Falls,  New  York,  and  Silver  & 
Doming  Manufacturing  Company,  of  Salem,  Ohio,  exhibited  in  the 
United  States  section,  well-constructed  examples  of  hydraulic  rams 
of  the  forms  so  well  known  here.  They  also  exhibited  ram  pumps 
for  two  kinds  of  water. 

(102)  Hydraulic  elevators — Elevators  in  the  Eiffel  Totver. — There 
were  five  elevators  kept  running  continuously  to  their  full  capacity, 
for  the  conveyance  of  throngs  of  visitors  to  the  three  principal  plat- 
forms of  this  gigantic  structure,  which  formed  one  of  the  most  at- 
tractive features  of  the  Exposition. 

Two  elevators,  of  the  Roux,  Combaluzier,  and  Lepape  systern,  in 
the  east  and  west  piers,  carried  passengers  from  the  ground  to  the 
first  platform,  187  feet  above;  two  others,  of  the  Otis  type,  built  by 
Otis  Bros.  &  Co.,  of  New  York  City,  were  placed  in  the  north  and 
south  piers,  and  ran  from  the  ground  directly  to  the  second  platf orm^ 
with  a  landing  at  the  first  platform,  and  a  total  lift  of  377  feet. 
Lastly,  an  elevator,  on  the  Edoux  system,  carried  visitors  from  the 
second  platform  to  the  summit  of  the  tower,  905  feet  from  the  ground, 
performing  the  lift  of  528  feet  in  two  equal  flights  of  264  feet  each. 
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the  passengers  being  required  to  pass  from  one  car  to  another  at  mid** 
height. 

Water  under  pressure  is  the  only  motive  power  combining  the  pre- 
cision and  ease  of  management  required  for  elevators  under  the 
conditions  of  these;  and  accordingly  all  the  tower  elevators  are 
worked  by  water,  which  is  supplied  by  pumps  placed  in  the  bottom 
of  the  south  pier.  Those  by  which  the  four  lower  elevators  are 
fed  pump  the  water  through  a  pipe  of  9.84  inches  diameter  into  two 
cylindrical  tanks,  each  9  feet  10  inches  diameter  aud  23  feet  long, 
placed  on  the  second  platform.  The  two  tanks  are  connected  by  a 
pipe  19.69  inches  diameter,  from  which  four  branches  are  led  down  to 
supply  the  hydraulic  cylinders  at  the  foot  of  each  pier.  On  leaving 
the  cylinders  the  water  returns  through  the  underground  pipes  into 
the  feed  tank  at  the  south  pier,  whence  it  is  pumped  anew  into  the  up- 
per tanks.  The  Edoux  lift  is  supplied  by  two  Worthiugton  pumps, 
which  deliver  the  water  into  a  tank  9.84  feet  diameter  and  13  feet 
deep,  placed  on  the  third  platform.  A  similar  tank  on  the  interme- 
diate platform  receives  the  discharge  water,  so  that  the  pumps  take 
their  water  from  the  height  of  656  feet  and  deliver  it  to  a  height  of 
918  feet.  The  cast-iron  pipes  are  made  extra  strong  to  resist  so  great 
a  pressure. 

The  elevators  in  the  piers  are,  essentially,  inclined  railways  of 
very  steep  grade,  the  rails  from  the  ground  to  the  first  platform  hav- 
ing a  rise  of  1^  feet  to  each  foot  of  horizontal  distance,  while  their 
grade  from  the  first  platform  to  the  second  is  6  to  1. 

The  cars  of  these  inclined  railways  are  two  stories  high.  Each 
car  of  the  Roux  elevators  has  room  for  100  passengers — 70  standing 
and  30  seated — while  each  of  the  Otis  cars  will  accommodate  50  pas- 
sengers, 25  in  each  story,  all  seated;  the  change  of  inclination  of  the 
car  while  in  motion,  in  consequence  of  the  change  of  grade  at  the 
first  platform,  makes  it  impracticable  to  allow  the  passengers  to 
stand.  The  car  of  the  Edoux  elevator  has  room  for  60  or  70  passen- 
gers, all  standing.  Twelve  trips  per  hour  are  made  by  the  cars  on 
the  Roux  and  the  Edoux  elevators,  and  eight  by  the  Otis;  the  speed 
of  running  being  200  feet  per  minute  for  the  Roux,  400  for  the  Otis, 
and  180  for  the  Edoux  car.  Twenty-four  hundred  persons  per  hour 
can  therefore  be  carried  to  the  first  platform  by  the  Roux  elevators, 
800  from  the  ground  to  the  second  platform,  or  from  the  first  plat- 
form to  the  second,  by  the  Otis  lifts,  and  800  between  the  second 
platform  and  the  summit  by  the  Edoux. 

A  brief  description  of  each  of  the  three  systems  will  be  given,  but 
for  more  complete  information  the  reader  is  referred  to  illustrated 
articles  in  Engineering  of  July  4,  1890. 

(103)  The  Roux,  Combaluzier,  andLepape  elevators, — In  this  system 
the  car,  instead  of  being  drawn  up  the  inclined  railway  by  means  of 
wire  ropes,  is  attached  to  the  lower  branch  of  a  circuit  formed 
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by  an  endless  chain,  running  parallel  with  the  rails  on  which  the 
car  runs,  and  passing  over  two  large  wheels,  12  feet  in  diameter,  one 
at  the  head  and  the  other  at  the  foot  of  the  lift.  The  wheel  at  the 
foot  is  a  sprocket  wheel,  having  recesses  in  its  periphery  for  catching 
hold  of  the  ends  of  the  chain  links.  It  is  revolved  so  as  to  run  the 
endless  chain  in  the  direction  for  moving  the  car  upward,  by  means 
of  a  plunger  which  works  in  a  horizontal  hydraulic  cylinder  and  is 
thrust  outward  for  hoisting.  The  plunger  carries  a  pulley  sheave  at 
its  outer  end,  over  which  a  pitch  chain  passes,  one  end  of  wliich  is 
fastened  to  the  framework  holding  the  cylinder  in  place.  This  cliain 
is  led  forward  from  its  fastening  and  passes  downward  half  around  the 
sheave,  then  backward  beneath  the  cylinder,  and  lastly,  half  around 
a  sprocket  pinion  which  is  keyed  fast  to  an  axle  on  which  the  12- 
foot  sprocket  wheel  is  also  fastened.  The  loose  end  of  this  cliain 
beyond  the  pinion  is  contained  in  a  receptacle  formed  by  a  liorizontal 
pipe,  in  which  the  chain  slides  back  and  forth  as  it  is  given  out  or 
taken  in  by  the  rotation  of  the  pinion. 

The  length  of  pitch  chain  taken  up  or  given  out  by  each  com- 
plete movement  of  the  plunger  is  equal  to  twice  the  stroke  of  the 
latter,  and  as  the  diameter  of  the  sprocket  pinion  is  a  little  less  than 
two-thirteenths  of  the  diameter  of  the  12- foot  sprocket  wheel  which 
drives  the  endless  chain  and  car  attached  to  it,  the  stroke  of  tlie 
plunger  need  be  only  about  one-thirteenth  as  long  as  the  travel  of 
the  car  on  the  sloping  railway,  or  about  16^  feet. 

The  endless  chain  for  the  car  is  composed  of  links  formed  of 
heavy  bars  about  40  inches  long,  jointed  together  by  means  of 
strong  pins,  and  abutting  against  one  another  end  to  end.  The  chain 
runs  in  channels  for  its  whole  circuit,  and  is  confined  in  these  chan- 
nels in  such  a  manner  that  the  chain  can  act  by  thrusting,  as  well  as 
by  pulling,  without  buckling.  This  affords  double  security  against 
the  falling  of  the  car,  the  action  of  the  chain  being  as  follows :  If 
the  length  of  the  upper  branch  of  the  chain  circuit  is  so  adjusted 
as  to  act  in  tension  to  draw  the  car  upward,  the  tearing  apart  of  a 
link  would  not  result  disastrously,  as  the  car  would  then  be  held 
up  by  the  part  of  the  endless  chain  below  it,  that  is,  by  the  part 
which  at  the  time  lies  between  the  car  and  the  large  sprocket  wheel 
below;  for  this  part  of  the  chain,  formed  like  the  rest  of  links  abut- 
ting against  one  another,  and  kept  from  flexure  by  the  channels  in 
which  it  is  confined,  would  act  as  a  solid  bar  on  the  end  of  which 
the  car  would  be  supported.  If,  on  the  other  hand,  the  upper  part 
of  the  circuit  of  the  chain  is  slack,  the  car  will  not  be  pulled  up- 
ward by  the  chain,  but  will  be  propelled  by  being  thrust  upward 
from  below,  by  the  chain  acting  like  a  continuously  lengthening 
strut  extending  from  the  sprocket  wheel  to  the  car ;  now,  if  under 
these  conditions  the  lower  part  of  the  chain  should  yield,  then  the 
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car  would  remain  safely  suspended  from  the  part  of  the  chain  which 
extends  above  it. 

To  lessen  the  enormous  friction  which  would  be  occasioned  by 
dragging  this  heavy  chain,  weigliing  27  tons,  through  its  guiding 
channels,  it  is  supported  on  truck  wheels  which  turn  on  journals  on 
the  two  ends  of  each  joint  i)in,  and  run,  as  upon  rails,  on  the  top  or 
the  bottom  of  the  channels,  as  the  case  may  b.^.  There  are  about 
three  hundred  and  fifty  of  these  wheels  in  one  endless  chain.  The 
car  is  supported  by  two  of  tliese  endless  chains,  one  on  either  side, 
each  of  which  is  provided  with  its  own  special  hydraulic  cylinder, 
and  either  of  which  a'one  is  strong  enough  to  sustain  the  car.  The 
sheaves,  pitch  chains,  and  sprocket  pin  for  each  of  the  liydraulic 
cylinders  are  duplicated  side  by  side,  each  set  being  of  sufficient 
strength  to  sustain  the  load  and  leave  a  large  margin  of  safety. 

The  Roux  elevators  were  noisy  in  their  o])eration,  as  might  liave 
been  anticipated,  but  their  security  was  beyond  criticism,  and  their 
operation  during  the  Exposition  seems  to  have  been  satisfactory. 

(104)  The  Otis  elevators. — The  problem  which  the  Otis  Brothers 
undertook  to  solve  .was  more  difficult  than  tliat  presented  by  the 
other  elevators  in  the  tower.  The  continuous  lift  was  much  higher 
than  those  of  the  others,  and  the  change  of  inclination  of  the  track 
upon  whicli  the  car  ran — referred  to  elsewhere,  and  which  occurred 
at  the  level  of  the  first  platform — increased  the  difficulty  of  designing 
efficient  and  safe  elevatoi's  adapted  to  the  service  these  were  to  per- 
form. The  Messrs.  Otis  overcame  all  the  difficulties  with  great  skill, 
and  furnished  elevators  of  the  American  type  which  were  a  credit 
to  their  firm  and  to  the  country  it  represented. 

The  hoisting  apparatus  of  these  elevators  is  of  the  type  usually 
adopted  by  the  Otis  Brothers,  and  consists  of  a  hydraulic  cylinder 
bored  throughout  its  length,  and  containing  a  piston  whose  ^ods  pass 
through  stuffing  boxes  in  the  upper  cylinder  head,  and  carry  at  their 
ends  the  movable  sheaves  of  a  purchase,  by  moans  of  which  the 
movement  of  the  piston  is  multiplied  sufficiently  to  give  the  required 
lift  to  tlie  passenger  car.  The  car  is  suspended  by  wire  ropes  pass- 
ing over  sheaves  at  the  head  of  the  lift  and  connected  with  the  pur- 
chase. The  piston  rods  act  in  tension,  for,  in  hoisting,  the  pressure 
water  is  admitted  to  the  top  of  tlie  cylinder,  and  the  water  below  the 
piston  is  allowed  to  escape  and  return  to  a  tank  at  the  foot  of  the  lift. 
In  lowering  the  load,  the  supply  and  escape  valves  are  both  kept 
closed,  while  a  communication  is  opened  between  the  top  and  bottom 
of  the  cylinder  through  a  pipe  connecting  the  ends,  and  the  water 
displaced  by  the  piston  as  it  is  drawn  upward  T)y  the  descending  h)ad 
passes  into  the  part  of  the  cylinder  below  the  i)iston,  an  arrangement 
by  means  of  which  the  cylinder  is  always  kept  full  of  water.  In  the 
Otis  elevators  for  the  tower  all  the  apparatus  is  of  unusual  size;  the 
hydraulic  cylinders,  38  inches  in  diameter,  are  inclined  at  an  angle 
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of  about  30  degrees  with  the  vertical,  and  in  each  of  these  the  two 
piston  rods,  of  4  inclies  diameter,  are  nearly  40  feet  long.  The  upper 
ends  of  the  piston  rods  are  attached  to  a  traveler  sustained  on  trucks 
which  run  on  rails  parallel  with  the  axis  of  the  cylinder,  and  this 
traveler  carries  six  5-foot  pulley  sheaves,  placed  side  by  side,  and 
acting  in  connection  with  six  similar  stationary  sheaves,  secured  to 
the  framing  of  the  tower,  so  as  to  form  an  immense  12-purchase 
tackle.  The  length  of  the  stroke  of  the  piston  in  the  hydraulic  cyl- 
inder is  therefore  one- twelfth  of  the  travel  of  the  elevator  car  on 
its  inclined  track,  or  about  34  feet.  To  avoid  inconvenience  and 
danger  from  undue  flexure  of  the  inclined  piston  rods,  ingenious  pro- 
visions have  been  made  to  allow  them  to  slide  through  two  movable 
supports  located  outside  and  inside  the  cylinder — outside,  between  the 
stuffing  box  of  the  cylinder  head  and  the  end  of  the  traveler  to  which 
the  rods  are  attached,  and  inside  between  the  cylinder  head  and  the 
piston — in  such  a  manner  that  the  distance  between  two  supports, 
that  is,  the  distance  between  the  piston  and  the  stuffing  box,  or 
between  the  latter  and  the  traveler,  or  between  either  of  these  and 
one  of  the  movable  supports,  never  exceeds  half  the  length  of  the 
stroke.  The  outside  movable  support  is  a  crosshead  which  slides 
on  guide  bars,  and  on  which  the  piston  rods  lie  as  in  a  bearing  box. 
The  inside  guide  is  a  spider,  or  kind  of  open-work  piston,  which  rests 
upon  the  lower  side  of  the  cylinder  bore,  along  which  it  is  free  to 
slide ;  it  is  coupled  to  the  crosshead  by  means  of  a  rod  passing 
through  a  stuffing  box  in  the  cylinder  head,  and  stands  midway  be- 
tween the  upper  cylinder  head  and  tLe  piston  when  the  latter  is  at  the 
bottom  of  its  stroke,  while  the  crosshead  at  this  time  lies  just  above 
the  cylinder  head.  During  the  upward  movement  of  the  piston 
the  spider  and  crosshead  remain  in  the  position  just  described  until 
the  piston  has  risen  far  en(mgh  to  come  in  contact  with  the  spider, 
which  is  then  pushed  upward  by  the  continued  movement  of  the 
piston,  carrying  the  crosshead  upward,  away  from  the  cylinder  head, 
at  the  same  time,  until  the  uj)per  end  of  the  stroke  is  reached,  at 
which  time  the  spider  is  nearly  in  contact  with  the  cylinder  head, 
and  the  crosshead  is  midway  between  the  cylinder  head  and  the 
traveler.  In  this  condition  of  the  parts  the  piston  rods  are  supported 
by  the  movable  crosshead  outside  tlie  cylinder,  midway  between  the 
traveler  and  the  upper  cylinder  head,  just  as  they  were  upheld 
at  mid-length  by  the  spider  inside  the  cylinder,  when  the  piston  was 
at  the  lower  extremity  of  its  stroke.  In  the  downward  travel  of  the 
piston,  the  spider  and  crosshead  remain  in  the  position  they  occu- 
pied when  the  upward  stroke  was  completed,  until  the  piston  has 
descended  through  about  half  its  stroke,  when  the  traveler  strikes 
the  crosshead  and  forces  it  and  the  spider  downward  into  the  posi- 
tion first  described. 

The  counterweight  for  the  car  consists  of  a  long  truck  loaded  witk 
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pig  iron,  and  traveling  on  a  straight  track  which  has  the  same  in- 
clination as  the  main  track  on  which  the  car  runs,  and  is  located 
beneath  the  latter,  near  the  base  of  the  tower.  The  counterweight 
is  connected  with  the  car  by  means  of  two  ropes,  arranged  as  a  G- 
purchase  tackle,  and  passing  over  sheaves  at  the  head  of  the  lift. 

To  prevent  the  hoisting  ropes  from  sagging,  they  are  supported  at 
intervals  by  grooved  sheaves  beneath  them,  except  where  the  incli- 
nation of  the  rails  gradually  changes  from  the  slope  it  has  below  the 
level  of  the  first  platform,  to  the  much  steeper  slope  above  that  level; 
here  the  pull  upon  the  ropes  tends  to  lift  them,  and,  in  order  to  have 
the  line  of  draft  continue  nearly  parallel  to  the  track,  it  is  necessary  to 
place  a  series  of  guide  sheaves  above  the  ropes,  so  that  the  latter  may 
be  pressed  downward,  and  be  f qrced  to  lie  in  a  concave  plane  curved 
upward.  In  order,  however,  to  permit  the  passage  of  the  fastenings 
by  which  the  ropes  are  attached  to  the  car,  and  in  order  to  transfer 
gradually  the  direction  of  the  pull  of  the  ropes  from  the  direction  of 
the  lower  part  of  the  track  to  that  of  the  higher,  the  holiing-down 
sheaves  have  to  be  lifted  gradually,  and  successively,  as  the  car  ap- 
proaches them  in  ascending,  and  must  be  depressed  successively  as 
the  car  passes  them  in  descending;  movements  which  are  produced 
by  inclined  planes  attached  to  the  car  and  acting  on  cradles  in  which 
the  bearings  of  the  sheaves  are  held. 

The  usual  safety  appliances,  consisting  of  clamps  acting  as  brakes 
on  opposite  sides  of  the  rail,  for  arresting  the  fall  of  the  carriage  in 
the  event  of  the  breakage  of  one  or  more  of  the  ropes,  are  applied  to 
this  car.  These  are  essentially  modified  from  the  customary  form, 
and  adapted  to  the  peculiar  conditions  under  which  they  have  to 
work;  but  before  the  elevators  were  put  into  operation  the  efficiency 
of  all  the  safety  appliances  was  demonstrated  by  cutting  apart  the 
ropes,  and  thus  setting  free  the  loaded  car,  which  descended  only  a 
short  distance,  and  was  brought  to  rest  by  the  brakes  without  in- 
jurious shock.  Safety  brakes  are  also  applied  to  the  counterweight 
truck  to  arrest  its  fall  in  case  of  any  failure  of  its  ropes. 

A  fuller  description  than  that  given  above,  of  the  Roux  and  Otis 
elevators,  may  be  found  in  a  paper  read  by  Mr.  Ansaloni  at  a  meeting 
of  the  Institution  of  Mechanical  Engineers.  This  paper  is  published 
in  full,  with  illustrations  showing  many  details,  in  Engineering, 
London,  July  5,  12,  and  19,  and  in  The  Engineer  of  July  19. 

(105)  The  Edoux  elevator. — The  Edoux  hydraulic  passenger  ele- 
vator has  been  introduced  to  a  considerable  extent  in  Paris.  It 
belongs  to  that  class  of  elevators  in  which  the  car  for  receiving  the 
passengers  rests  on  the  top  of  an  upright  plunger,  whose  length  is 
equal  to  the  height  of  the  lift,  and  which  works  in  a  hydraulic  cyl- 
inder as  long  as  the  plnnger,  and  of  considerably  larger  diameter. 
When  an  elevator  of  this  kind  does  service  for  the  lower  stories  of  a 
building,  the  greater  part  of  the  upright  cylinder  must  be  buried  in 
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the  ground,  so  that  when  the  height  of  the  lift  is  great  its  penetra- 
tion below  the  surface  must  be  to  a  great  depth;  its  establishment 
is  consequently  difficult  and  expensive  in  many  cases.  In  the  Tro- 
cadero  the  elevator  cylinder  penetrates  230  feet  into  the  ground.  It 
is  a  common  practice  to  coimterpoise  a  large  proportion  of  the  weight 
of  both  car  and  plunger  by  means  of  a  weight  suspended  from  ropes 
passing  over  sheaves  at  the  head  of  the  lift,  the  preponderance  of  the 
car  and  plunger  being  so  adjusted  as  to  be  sufficient  to  overcome  the 
friction  and  other  resistances  which  would  impede  its  motion,  and 
therefore  enough  to  insure  the  descent  of  the  empty  car.  The  car  of 
the  Edoux  elevator  is  counterpoised  in  this  way  by  an  invariable 
weight,  but  a  variable  counterpoise  also  is  provided  for  the  plunger, 
in  a  manner,  and  for  a  reason  which  will  now  be  described. 

The  effective  weight  of  the  plunger  is  less  when  at  the  bottom 
of  its  stroke  and  wholly  immersed  in  the  water  contained  in  the 
hydraulic  cylinder,  than  when  it  has  risen  out  of  the  cylinder  and 
stands  at  the  top  of  the  lift,  by  an  amount  equal  to  the  weight  of 
water  displaced  when  the  plunger  is  immersed;  and  its  effective 
weight  is  diminished  or  increased  in  proportion  as  it  is  more  or  less 
immersed,  differing,  therefore,  for  every  different  position  of  the  car. 
The  effect  of  this  variation  of  the  virtual  weight  of  the  plunger  on 
the  operation  of  the  elevator,  is  precisely  the  same  as  if  the  load 
in  the  car  were  unifoimly  increased  from  the  time  when  the  plunger 
starts  to  rise  until  it  reaches  its  greatest  height,  when  the  excess  of 
load  thus  added  would  amount  to  the  weight  of  a  column  of  water 
of  the  same  diameter  and  length  as  the  plunger.  This  varying 
load  acts  prejudicially  in  two  ways:  First,  it  tends  to  make  the 
speed  of  the  elevator  diminish  as  the  car  rises;  and  second,  it  entails 
a  waste  of  water;  for  the  quantity  used  for  each  trip  of  the  elevator 
must  be  sufficient  to  lift  not  only  the  maximum  net  load  which  the 
car  is  intended  to  carry,  but  also  an  additional  load  equal  to  the 
weight  of  the  whole  quantity  of  water. displaced  by  the  plunger. 

The  distinctive  feature  of  the  Edoux  elevator  is  an  arrangement 
for  neutralizing  this  variation  in  the  load,  and  rendering  the  pressure 
which  the  water  is  required  to  exert  uniform  throughout  the  whole 
lift.  It  consists  simply  in  making  the  wire  rope  or  chain  by  which 
the  car  and  counterpoise  are  connected  with  each  other,  so  large,  that 
a  length  of  rope  equal  to  the  lift  of  the  plunger  shall  weigh  just 
half  as  much  as  a  column  of  water  of  the  same  diameter  and  length 
as  the  plunger.  With  this  arrangement,  when  the  car  is  at  the  foot 
of  the  lift  the  whole  of  the  rope  hangs  above  the  car,  and  its  weight 
is  added  to  the  load  in  the  car  which  the  plunger  must  lift;  but  when 
the  car  is  at  the  top,  all  the  rope  has  been  transferred  to  the  opposite 
side  of  the  sheave,  so  as  to  hang  above  the  counterpoise,  adding  its 
weight  to  the  latter;  the  plunger  is  then  only  loaded  with  the  load 
in  the  car  diminished  by  the  weight  of  the  rope,  the  entire  uniform 


Digitized  by 


206 


UNIVERSAL  EXPOSITION  OF  1889  AT  PAKIS. 


change  of  load  which  is  thus  produced,  by  the  uniform  transfer  of 
the  rope  as  it  passes  over  the  sheave  from  the  side  occupied  hy  the 
car  to  that  of  the  counterpoise,  being  equal  in  amount  to  twice  the 
weight  of  the  rope  transferred,  and  therefore  exactly  equal  to  tlie 
change  in  load  which  is  occasioned  by  the  change  of  the  displacement 
of  the  plunger  in  the  hydraulic  cylinder,  and  in  a  direction  opposefl 
to  this  latter  change;  one  change^  therefore,  counteracts  the  other, 
and  the  load  to  be  lifted  remains  the  same  in  whatever  position  the 

plunger  may  be.  In  practice  four 
chains  are  often  use<l,  one  for  each 
corner  of  the  car,  so  that  their  size 
does  not  become  excessively  large 
for  elevators  of  moderate  capac*- 
ity,  where  a  good  head  of  water 
can  be  had.  The  wire  ropes  em- 
ployed are  flat,  thin,  and  flexible, 
and  yet  of  considerable  weight 
per  foot  of  length. 

In  applying  the  Edoux  system 
to  the  Eiffel  Tower  elevators  for 
conveying  passengers  from  the 
second  platform  to  the  third  and 
highest,  a  condition  which  had  to 
be  met  was  that  no  part  of  the 
apparatus  should  extend  below 
the  second  platform,  a  limitation 
insisted  upon  in  order  to  avoid 
injuring  the  symmetry  of  the  out- 
lines of  the  structure.  This  diffi- 
culty and  that  of  the  great  height 
of  the  lift  were  overcome,  without 
sacrificing  any  essential  feature  of 
the  system,  by  tlie  expedient  of 
dividing  the  lift  into  two  equal 
flights.  The  vertical  distance 
from  the  second  platform  to  tho 
third  is  525  feet.  Suppose  a  sta- 
tion for  an  elevator  car  to  bo 
located  at  half  this  height  above 
the  second  platform,  and  that  this 
is  the  starting  point  for  a  car 
A,  Fig.  98,  which  rises  from  this 
I)lace  to  the  third  platform,  while 
counterweight,  consisting  of  a  similar  pas- 

is  a  starting  point, 


Fio.  08— The  Edoux  elevator  in  the  Eiffel  Tower. 


at  the  same  time  its 
senger  car,  B,  descends  from  the  same  station 
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to  the  second  platform;  the  car  A,  making  its  trips  back  and  forth 
only  between  the  mid-height  station  and  the  third  platform,  and  the 
car  B,  between  this  station  and  the  second  platform.  When  the  cars 
arrive  at  the  mid-height  station,  which  is  the  lower  terminus  for  A 
and  the  upper  terminus  for  B,  the  passengers  who  have  come  up 
from  the  second  platform  in  B  pass  into  A,  while  those  who  have 
<;ome  down  from  the  third  platform  in  A  cross  over  into  B,  the  upward- 
bound  passengers  completing  the  ascent  to  the  summit  in  the  car  A, 
while  the  downward-bound  passengers  complete  their  trip  in  B. 
Two  short,  parallel  platforms  at  the  meeting  station,  afford  separate 
passageways  through  which  the  passengers  can  change  cars  without 
interfering  with  each  otlier. 

By  this  arrangement  the  whole  great  lift  is  effected  without  the 
employment  of  any  mechanism  that  had  not  already  been  tested  by 
long  use  in  the  Trocadero,  on  a  scale  which  afforded  a  safe  i)rece- 
dent. 

The  cars  are  guided  between  vertical  rectangular  posts,  of  which 
there  are  three,  one  extending  through  tlie  whole  height  of  525  feet, 
and  two  of  half  that  height;  the  one  on  the  left  reaching  from  the 
second  platform  to  the  meeting  station,  and  the  one  on  the  right 
extending  from  the  meeting  platform  to  the  summit;  all  braced 
firmly  to  the  framework  of  the  tower  at  frequent  intervals.  The 
guides  consist  of  cast-iron  pipes,  bolted  to  the  posts,  and  having  a  slit 
all  along  the  side  next  the  car.  The  cars  are  moved  by  means  of  two 
plungers  12.6  inches  in  diameter  and  2G5  feet  long,  working  in 
hydraulic  cylinders  15  inches  in  diameter,  which  reach  from  the 
second  platform  up  to  the  meeting  station.  The  plungers  rise 
through  the  guide  pipes,  which  steady  them  and  protect  them  from 
the  influence  of  wind.  They  are  connected  at  their  upper  ends  by 
an  equalizing  bar,  on  the  middle  of  which  the  bottom  of  the  car  A 
rests.  The  hydraulic  cylinders  and  rams  are  of  steel  pipe,  riveted 
at  the  connections,  except  a  portion  of  the  length  of  the  plungers, 
which  is  of  cast  iron  made  heavy  so  as  to  afford  a  preponderant  force 
for  lifting  the  suspended  car  B.  Four  flat  wire  ropes  about  11  inches 
wide,  two  attached  to  the  car  A,  and  two  to  the  plungers,  are  led 
above  the  third  platform,  then  over  sheaves,  and  downward  to  the 
car  B,  where  they  are  fastened  to  the  ends  of  an  equalizing  bar,  from 
the  center  of  which  the  car  is  suspended. 

In  the  operation  of  the  elevator  four  conditions  occur: 
First.  Car  A  may  be  empty  and  car  B  loaded. 
Second.  Both  cars  may  be  loaded. 
Third.  Both  cars  may  be  empty. 
Fourth.  Car  A  may  be  loaded  and  B  empty. 

Only  the  first  and  last  conditions  need  be  considered. 

Under  the  first  condition,  suppose  car  A  at  the  top  of  its  lift  and  B 
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at  the  second  platform.  The  car  B  and  its  passengers  are  now  sus- 
tained by  the  weight  of  the  plungers,  and  the  weight  of  the  latter 
must  be  as  great  as  the  weight  of  the  passengers  in  the  car,  added 
to  the  unbalanced  weight  of  the  ropes  hanging  above  the  car  B  and 
to  the  weight  required  to  overcome  the  f rictional  resistances.  The 
lastisassumed  to  be  5,250  pounds,  and  the  weight  of  the  passengers 
8,800;  as  the  water  displaced  by  each  foot  of  length  of  each  plunger 
weighs  54  pounds,  the  weight  of  each  rope  should  be  13^  pounds  per 
running  foot.  The  weight  of  the  two  plungers  is,  therefore,  8,800  + 
525  X  4  X  13i  +  5,250  =  42,400  pounds. 

Under  the  fourth  condition,  suppose  A  to  be  at  the  foot  of  its  lift 
and  B  at  its  highest  position,  that  is,  suppose  both  cars  to  be  at  the 
mid-station;  then,  as  the  same  length  of  rope  hangs  on  the  side  of  one 
car  as  on  that  of  the  other,  the  upward  force  required  is  equal  to  the 
weight  of  the  passengers  in  A,  added  to  that  required  to  overcome 
friction,  and  to  the  weight  of  the  plungers,  diminishsd  by  the  weight 
of  water  displaced  by  the  latter ;  or  in  numbers,  the  force  =  8,800  + 
5,250  +  42,500  -  262i  X  108  =  56,550  -  28,350  =  28,200  pounds.  As 
the  combined  area  of  the  plungers  is  250  square  inches  the  head  of 

90  200 

water  required  above  the  top  of  the  hydraulic  cylinders,  is  aqa 

^iuK)  X  0. 434 

=  260  feet. 

(106)  Work  done  and  water  consumed. — (From  Engineering,  Lon- 
don, July  5,  1889.)  Each  of  the  Roux  elevators '  consumes  1,925 
British  imperial  gallons  of  water  per  trip,  or  the  two  together  3,850 
gallons.  Each  Otis  elevator  consumes  1,728  gallons  per  trip,  or  the 
two  together  3,456  gallons.  The  four  elevators  together  consume 
therefore  7,306  gallons  in  one  minute,  since  each  of  them  takes  one 
minute  for  the  ascent ;  this  is  equal  to  121.8  gallons  per  second.  The 
difference  of  level  between  the  pumping  tank  at  the  south  pier  and 
the  supply  tanks  on  the  second  platform  is  about  443  feet,  after  adding 
the  loss  of  head.    The  power  absorbed  during  the  ascent  of  the  four 

elevators  from  the  ground  level  is  thus  equivalent  to  — 

=  980.7  horse-power,  or  say  1,000  horse-power.  The  Edoux  eleva- 
tor consumes  31.69  gallons  per  second.  The  difference  of  level 
between  the  two  tanks,  adding  the  loss  of  head,  may  be  estimated 
at  393.7  feet,  which  will  give  for  the  power  exerted  in  the  ascent 

=  227  horse-power.    The  combined  power 

thus  amounts  to  over  1,200  horse-power,  which,  however,  is  in  ideality 
exerted  only  at  intervals,  namely,  at  the  times  of  the  ascents,  or  for 
about  one-fifth  of  the  time  occupied  in  making  the  complete  trip  up 
and  down.  The  power  is  accumulating  in  the  tanks  during  the 
stoppages  and  descents,  and  consequently  less  than  300  horse-power 
is  required  to  be  developed  continuously  by  the  pumps. 
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(107)  EUingtorCs  hydraulic  balance  elevator, — An  elevator  designed 
for  use  in  cities  where  hydraulic  power  is  furnished  by  water  under  a 
pressure  of  700  or  800  pounds  per  square  inch,  distributed  through 
pipes  in  the  streets,  was  exhibited  in  operation  in  the  British  section, 
by  the  Hydraulic  Engineering  Company,  of  Chester  and  London. 

The  elevator  is  of  the  direct-acting  type,  in  which  the  cage  is  at- 
tached to  the  top  of  a  plunger,  which  has  a  stroke  as  long  as  the 
height  of  the  lift,  in  a  hydraulic  cylinder  sunk  in  the  ground.    It  is 


Fio.  99.-*EIliliigton*8  balanced  hydraulic  passenger  elevator,  usiiig  water  at  a  pressure  of  TOO  pounds 

per  square  inch. 

impracticable  to  apply  directly  to  the  lifting  plunger  of  such  eleva- 
tors a  pressure  so  great  as  that  which  the  supply  water  exerts,  be- 
cause the  cross  section  of  the  plunger  would  require  to  be  so  small,  for 
an  elevator  of  moderate  capacity  even,  that  it  would  be  too  slender  to 
H.  Ex.  401— VOL  III  14 
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sustain  the  load.  For  example,  if  the  water  at  700  pounds  pressure 
were  admitted  directly  to  the  plunger,  the  diameter  of  the  latter 
would  not  be  greater  than  H  inches  for  an  elevator  accommodating 
five  passengers. 

Mr.  Ellington  has  made  it  possible  to  use  a  plunger  of  any  desired 
size,  by  a  device  which  affords  at  the  same  time  a  means  of  coun- 
terbalancing the  dead  weight  of  the  cage  and  plunger,  without  em- 
ploying a  suspended  counterpoise  with  its  somewhat  complicated 
accompaniments  of  sheaves  and  ropes.  Referring  to  Fig.  99,  the 
cylinder.  A,  in  which  the  lifting  plunger,  B,  works,  is  connected 
through  pipes,  and  through  a  hollow  plunger,  C,  with  another  hy- 
draulic cylinder,  D,  of  the  same  capacity  as  A  but  of  larger  cross 
section  and  proportionately  shorter  stroke.  For  convenience  this 
larger  cylinder  is  inverted  and  slides  up  and  down  over  the  fixed 
plunger  C,  which  is  fastened  to  a  heavy  base  plate  resting  on  a  foun- 
dation. An  invariable  quantity  of  water  is  contained  in  the  cylin- 
ders A  and  D  and  their  connections,  so  regulated  that  D  stands  at 
the  top  of  its  stroke  when  the  elevator  cage  is  at  the  foot  of  the  lift, 
and  at  the  bottom  of  its  stroke  when  the  cage  has  risen  to  its  highest 
point.  The  dead  weight  of  the  cage  and  plunger  B  is  counter- 
balanced by  weights  attached  to  the  cylinder  D,  and  the  load  in  the 
car  is  lifted  by  the  action  of  the  high-pressure  supply  water,  applied 
so  as  to  force  the  cylinder  downward.  This  is  done  by  admitting 
the  supply  water  to  a  small  hydraulic  cylinder,  closed  at  the  bottom, 
which  hangs  down  so  as  to  form  a  deep  pocket  inside  the  cylinder 
D,  and  receives  a  fixed  plunger,  E,  held  in  place  by  a  crosshead  at 
its  top  and  by  side  rods  which  extend  downward  and  tie  the  plunger 
to  the  foundation  base  plate.  The  plunger  E  is  hollow  and  the  water 
is  conveyed  through  it  to  its  cylinder.  If  water  should  leak  from 
cylinders  A  and  D  or  their  connections,  the  cylinder  D  would  descend 
lower  than  it  should  do  when  the  cage  is  at  the  top  of  its  lift;  this 
action  is  taken  advantage  of  to  afford  a  means  of  supplying  the  de- 
ficiency by  admitting  some  of  the  pressure  water  through  a  valve 
which  is  opened  automatically  by  the  cylinder  D  when  the  latter 
stands  too  low. 

(108)  Otis  passenger  elevator. — The  American  Elevator  Company, 
of  New  York  City,  exhibited  an  Otis  hydraulic  high-speed  passenger 
elevator,  in  the  building  in  which  the  great  terrestrial  globe  was  dis- 
played. 

This  elevator  was  used  continuously  for  conveying  visitors  to  the 
top  of  the  building. 
A  gold  medal  was  awarded  for  the  exhibit. 
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VII.— The  transmission  op  power  by  compressed  air  and  rare- 
fied AIR. 

(109)  A  problem  of  growing  importance  which  presents  itself  to 
the  engineer  for  solution,  is  the  distribution  of  power  in  cities  for  use 
under  circumstances  where  the  establishment  and  care  of  a  steam 
boiler  on  the  premises  is  impracticable,  or  would  be  inconvenient  or 
unprofitable.  The  cases  where  there  is  a  demand  for  a  distributed 
motive  force  from  which  power  can  be  derived,  are  already  very- 
numerous;  and  the  luxury  of  having  a  convenient,  safe,  and  cheap 
source  of  power  for  domestic  use,  or  for  the  use  of  the  artisan  who 
needs  only  a  small  supply,  must,  when  once  enjoyed,  become  a  neces- 
sity, as  the  supply  of  gas  for  lighting  and  that  of  machinery  for 
domestic  use  have  become.  There  are  cases  where  even  very  con- 
siderable power  can  be  profitably  derived  from  a  motive  force  sup- 
plied from  a  distance,  as,  for  example,  for  running  isolated  plants  for 
electric  lighting. 

Several  methods,  direct  or  indirect,  for  effecting  this  distribution 
of  power  present  themselves  and  have  been  more  or  less  successfully 
employed.  They  all  have  their  distinctive  advantages  for  different 
circumstances  of  their  use.    Several  will  be  enumerated. 

1.  The  distribution  of  water  power  through  the  same  mains  as 
those  through  which  the  water  supply  of  the  city  is  obtained,  and 
also  through  a  separate  system  of  pipes  used  especially  for  power 
supply,  has  been  described  in  this  report.* 

2.  Hydraulic  power  for  the  operation,  chiefly,  of  hydraulic  cranes, 
capstans,  hoists,  elevators,  riveting,  etc.,  has  been  very  successfully 
distributed  in  several  cities  in  England  and  on  the  continent  of  Eu- 
rope, by  means  of  a  water  supply  under  very  high  pressure — 800 
pounds  per  square  inch — through  pipes  in  the  streets.  This  source 
of  power  is  only  applicable  for  special  uses,  and  can  not  be  profit- 
ably used  for  running  machinery  in  general. 

3.  Electricity  provides  another  means  of  distributing  power. 

4.  Illuminating  gas  is  available  for  the  distribution  of  power,  by 
supplying  the  fuel  for  the  gas  engine. 

5.  Steam  distributed  through  pipes  in  the  streets,  used  principally 
for  heating,  also  furnishes  a  source  of  power;  but  hitherto  has  not 
been  profitably  applied. 

6.  Highly  heated  water,  distributed  in  the  same  way  as  steam,  has 
also  been  used. 

7.  Compressed  air  has  been  successfully  distributed  through  pipes 
in  the  streets. 

8.  Rarefied  air,  also  conveyed  in  pipes,  finds  its  application  for 
power  distribution  in  Paris. 

*  See  page  161.  The  fact  that  the  original  source  of  power  is  derived  from  a  fall 
of  water  makes  these  systems  practicable  in  Geneva. 
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Both  last-named  systems  were  illustrated  in  the  Exposition. 

In  discussing  the  availability  of  a  particular  medium  for  the  con- 
veyance of  motive  force,  from  the  point  of  view  of  cheapness  to 
the  consumer,  the  questions  which  arise — after  that  of  the  first  cost 
of  obtaining  or  producing  and  storing  the  medium  itself  at  the  cen- 
tral or  distant  station  from  which  it  is  distributed— relate  to  the  cost 
of  the  channels  for  its  distribution,  and  their  maintenance;  and 
in  this  connection  the  question  whether  the  medium  can  be  made 
useful  for  other  purposes  than  for  power  is  a  vital  one;  for,  if  the 
cost  of  distribution  can  be  paid  for  in  great  part,  or  wholly,  by  the 
charges  for  these  other  uses,  the  cost  of  the  medium  delivered  for 
power  may  be  reduced  nearly  to  that  of  its  production  at  the  central 
station. 

A  comparison  from  this  point  of  view,  of  the  different  systems 
enumerated  above,  is  useful. 
The  several  uses  to  which  the  medium  can  be  applied  are  : 

In  system  1,  water  supply  and  power  for  general  purposes. 

System  2,  hydraulic  power  only. 

System  3,  lighting  and  power. 

System  4,  lighting,  heating  and  power. 

System  5,  heating  and  power. 

System  6,  heating  and  power. 

System  7,  cooling  and  power ;  ventilation  incidental. 
System  8,  power  only  ;  ventilation  incidental. 

After  the  question  of  the  cost  of  the  medium  through  which  the 
force  is  supplied — or  often,  indeed,  independent  of  this  to  a  considera- 
ble extent— the  features  of  any  system  which  are  valued  by  the  con- 
sumer are,  safety  in  the  use  of  the  medium,  small  expense  for  attend- 
ance upon  the  motor,  compactness  of  the  motor  and  its  availability 
for  use  in  any  given  room  or  position,  and,  lastly  (in  many  cases,  a 
feature  as  important  as  any)  convenience  of  use.  With  regard  to 
the  last  the  following  conditions  are  to  be  considered:  The  absence 
of  unpleasant  smell  or  heat,  the  facility  the  medium  aflfords  for  its 
disposal  after  it  has  been  used,  the  ease  with  which  the  motor  may 
be  started,  its  reliability  for  constant  service,  and  its  simplicity  of 
construction,  so  that  it  may  not  be  liable  to  disarrangement  if  neg- 
lected or  unskillfuUy  managed. 

It  is  not  necessary  here  to  compare  the  different  systems  in  these 
respects,  but  it  may  be  said  that,  except  in  the  feature  of  costli- 
ness of  the  medium,  the  desired  conditions  are  nearly  all  satisfied  in 
the  use  of  compressed  air;  while  it  must  be  admitted  that  the  cost  of 
the  power  to  the  consumer  is  quite  high,  at  the  rates  at  which  com- 
pressed air  is  sold  in  Paris. 

(110)  The  Popp  system,  exhibited  in  the  Exposition  by  the  Parisian 
Company  for  Installations  of  Compressed  Air  and  Electricity— Vic- 
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tor  Popp  &  Co. — ^is  an  example  of  a  very  extensive  system  for  dis- 
tributing compressed  air  in  Paris. 

It  is  the  outgrowth  of  an  enterprise  started  20  years  ago  for  sup- 
plying compressed  air  for  operating  clocks,  so  as  to  distribute  uniform 
time  throughout  a  large  section  of  the  city.  At  present,  however, 
although  about  eight  thousand  clocks  are  operated  by  the  air,  its  use 
for  this  purpose  requires  only  a  very  small  proportion  of  the  power 
developed  at  the  works  of  the  company,  where  the  air  compressors 
in  operation  at  the  time  of  the  Exposition  were  working  at  their  full 
capacity  of  2,000  horse-power.  The  demand  for  power  in  the  district 
where  the  air  is  distributed  was  even  then  far  greater  than  could  be 
supplied,  and  the  capacity  of  the  works  was  being  increased  to  4,000 
horse-power. 

The  works  of  the  company  are  situated  in  St.  Fargeau  street,  near 
the  Buttes  Chaumont,  more  than  2  miles  from  the  center  of  the  dis- 
trict where  the  greater  part  of  the  air  supply  is  delivered,  and  nearly 
6  miles  from  the  most  distant  place  to  which  the  main  pipes  extend. 
The  collective  length  of  the  pipes  for  distributing  power'  exceeds  30 
miles,  and  for  the  time  service  is  about  40  miles,  not  including  service 
pipes. 

The  company  publishes  a  list  of  over  two  hundred  streets  in  which 
its  pipes  are  laid,  and  the  names  of  three  hundred  and  fifty  consumers, 
employing  the  air  in  four  hundred  motors  varying  in  size  from  one 
twenty-fifth  of  a  horse-power  to  50  horse- power  or  more.  Some  fur- 
ther particulars  of  the  company's  plant  and  the  working  of  the  sys- 
tem are  given. 

The  air-compressing  machinery  is  all  at  the  St.  Fargeau  street 
station,  and  is  operated  by  steam. 

There  is  a  small  compressor  for  the  time  service,  a  350  horse-power 
beam  engine  operating  compressing  cylinders,  and  six  pairs  of  com- 
pound, coupled,  horizontal,  condensing,  compressing  engines,  having 
an  air  cylinder  behind  each  steam  cylinder  and  in  line  with  it.  The 
diameters  of  the  high  and  low  pressure  steam  cylinders  of  the  com- 
pound engines  are  22  inches  and  35  inches  respectively,  and  of  the 
air  cylinders  23f  inches,  the  length  of  stroke  being  48  inches;  these 
six  engines  develop  340  indicated  horse-power  each,  when  running  at 
42  revolutions  per  minute,  the  steam  pressure  at  the  boilers  being 
about  90  pounds. 

As  St.  Fargeau  street  is  situated  at  a  distance  from  the  river,  the 
supply  of  water  for  steam  condensation  and  for  cooling  the  air  in  the 
compressors,  has  to  be  taken  from  the  city  mains,  and  is  very  expen- 
sive. To  economize  it  the  same  water  is  used  over  and  over  again, 
and  is  cooled  after  each  use  by  exposure  to  the  atmosphere,  a  great 
extent — about  30,000  square  feet— of  cooling  surface  being  provided, 
over  which  the  water  flows  slowly,  and  to  which  the  outside  air  finds 
free  access.    Water  to  supply  waste  from  evaporation,  and  a  small 
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additional  quantity  needed  in  warm  weather  to  keep  the  temperature 
of  the  condensers  low,  is  all  that  has  to  be  taken  from  the  mains  for 
daily  nse. 

The  compressed  air  is  delivered  at  a  pressure  of  75-pound  gauge 
pressure — 6  atmospheres  absolute — into  reservoirs  in  the  engine  room, 
and  from  these  it  passes  into  the  distributing  mains.  The  total 
quantity  of  compressed  air  delivered  daily  corresponds  to  from 
7,000,000  to  8,000,000  cubic  feet  at  atmospheric  pressure  and  tempera- 
ture. The  volume  of  the  reservoirs  is  9,000  cubic  feet  collectively. 

The  principal  conduit  for  conducting  the  compressed  air  from  the 
works  was,  at  the  time  of  the  Exposition,  a  cast-iron  pipe  of  nearly 
11.8  inches  diameter,  having  a  uniform  thickness  of  three-eighths  of 
an  inch.  The  lengths  of  pipe  abut  end  to  end,  and  the  joints  are 
made  tight  in  the  way  shown  in  Fig.  100. 

a  and  a  are  rings  of  India-rub- 
ber packini^,  square  in  section,  en- 
circling the  pipe;  6  is  a  short  cast- 
iron  sleeve  against  which  the 
rubber  rings  are  compressed,  and 
made  to  embrace  the  pipe  tightly, 
by  means  of  two  cast-iron  rings, 
c,  c,  which  are  drawn  together  by 
bolts.  This  joint  is  eflScient,  and 
gives  some  elasticity  to  the  lines 
of  pipe;  it  is  used  on  all  the  dis- 
tributing mains,  of  whatever  size. 

The  mains  are  led  through  the 
streets;  part  of  the  way  through 
the  great  sewers,  in  which  they 
are  suspended,  and  part  of  the  way  under  the  roadways  and  sidewalk, 
where  they  are  buried.  At  intervals  automatic  traps  with  floats  are 
provided  for  the  removal  of  water  which  condenses  in  the  pipes. 

The  velocity  of  the  air  in  the  mains  is  at  times  as  high  as  45  feet 
per  second,  and  yet  the  loss  of  pressure  from  friction  is  not  great. 
Professor  Kennedy  found  that,  at  a  place  3  miles  distant  from  the  St. 
Fargeau  Street  station,  and  at  a  time  when  the  indicated  power  there 
was  1,250  horse-power,  and  the  velocity  in  the  main  26  feet  per  second, 
the  loss  was  only  4  or  5  pounds. 

The  air  is  used  in  various  kinds  of  motors.  A  cheap,  compact, 
rotary  engine  is  employed  for  powers  as  small  as  from  one-twelfth  to 
one-half  of  a  horse-power.  For  greater  power  than  this  the  air  is 
used  in  vertical  or  horizontal  engines  of  the  same  kind  as  those  in 
which  steam  is  employed,  without  alteration  of  the  engine  in  any  way 
to  adapt  it  for  the  new  use;  double  cylinder,  tandem  or  coupled, 
compound  engines  being  used  where  the  power  required  is  very  con- 
siderable. 


Fio.  100.— Section  of  pipe  joint  for  compressed  air. 
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To  insure  constant  uniformity  of  pressure,  the  air  is  delivered  to 
the  consumer  through  a  reducing  valve  which  diminishes  the  pres- 
sure to  about  65  pounds.  Before  entering  the  reducing  valve  the 
air  passes  through  a  meter,  which  consists  simply  of  a  fan  wheel 
driven  by  the  air  flowing  past  it.  These  meters  are  tested  under 
the  same  conditions  as  those  of  its  use,  and  the  rating  thus  obtained 
enables  an  estimate  to  be  made,  from  the  indications  of  the  meter, 
of  the  quantity  of  air  delivered  to  the  consumer. 

The  air  is  not  all  used  in  motors,  but  is  applied  in  a  variety  of 
ways:  For  raising  liquids,  as  wine  or  beer,  into  tanks  from  which  it 
can  be  drawn ;  raising  water  for  domestic  use  into  tanks  in  the  attics 
of  houses  when  the  pressure  in  the  city  pipes  is  insufficient ;  operat- 
ing hydraulic  elevators,  hoists,  etc. ;  and  furnishing  blast  for  fur- 
naces. It  is  also  used  for  refrigeration.  At  the  morgue  the  air  is 
used  for  cooling  the  chambers  where  the  bodies  are  exposed.  At  the 
Commercial  Exchange  air  equivalent  to  150  horse-power  is  employed 
for  cooling  refrigators  in  which  meats,  vegetables,  butter,  etc.,  are 
preserved.  The  air  is  also  used  in  several  places  of  amusement  for 
driving  ventilating  fans,  while  parts  of  the  building  are  cooled  in 
hot  weather  by  the  cold  air  exhausted  from  the  motors. 

The  demand  for  the  compressed  air,  including  that  needed  by  the 
company  for  operating  the  dynamos  in  its  electric-light  stations,  be- 
came so  great  that  arrangments  had  to  be  made  for  doubling  the 
capacity  of  the  works  and  duplicating  the  large  distributing  main. 
This  addition  was  in  progress,  but  not  completed,  at  the  time  of  the 
Exposition.  New  compressors  of  improved  construction  were  being 
built  by  the  John  Cockerill  Company,  of  Seraing,  Belgium,  and  one 
of  them  was  exhibited  in  Machinery  Hall.  The  makers  of  these 
new  com  pressors  guarantee  an  economical  efficiency  corresponding  to 
the  delivery  of  12^  pounds  of  air,  compressed  to  90  pounds  gauge 
pressure — 7  atmospheres  absolute — for  every  pound  of  coal  consumed 
under  the  boilers.  These  increased  facilities  for  producing  and  de- 
livering the  air  are  now  completed. 

Wherever  economy  of  the  air  used  for  power  is  an  important  con- 
sideration, it  is  heated  just  before  being  used,  by  means  of  a  reheat- 
ing stove  on  the  premises  where  the  motor  is  employed.  This  proc- 
ess not  only  secures  an  increased  economical  efficiency  of  the  air 
and  the  motor,  but  also  affords  a  means  of  avoiding  the  excessive 
cooling  of  the  expanded  air,  and  prevents  the  accumulation  of  ice  in 
the  exhaust  pipes.  The  reheaters  are  compact,  and  the  quantity  of 
fuel  required  is  small,  so  that  it  need  be  furnished  only  at  intervals 
of  several  hours.  Coke  or  coal  is  used  for  fuel  in  the  stoves  for  the 
larger  motors,  and  gas  for  the  smaller  sizes.  The  reheater  for  a  10 
horse-power  engine  is  about  20  inches  diameter  and  30  inches  high, 
or  for  1  horse-power  8  inches  diameter  and  12  inches  high. 

(Ill)  The  Popp  system,  as  applied  in  Paris,  has  been  made  the 
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subject  of  careful  experimental  investigation  at  different  times  by 
Professors  Radinger  of  Vienna,  Reidler  of  Berlin,  and  Kennedy 
of  London.  The  results  of  the  different  tests  do  not  differ  greatly 
from  one  another,  and  are  favorable  to  the  system. 

Professor  Reidler  found  that  a  10  horse-power  engine  consumed 
per  hour  a  quantity  of  air  corresponding  to  1,350  cubic  feet  at  at- 
mospheric pressure  and  70^  F.  temperature,  for  each  horse-power 
exerted  at  the  brake,  when  the  air  was  used  without  reheating; 
while  this  quantity  was  reduced  to  780  cubic  feet  per  hour  when  the 
air  was  heated  to  320^  F.  before  entering  the  motor.  As  the  effi- 
cie  cy  of  the  10  horse-power  motor  was  found  by  Professor  Kennedy 
to  be  67  per  cent,  in  the  first  case,  and  81  per  cent,  in  the  second, 
the  above  quantities  correspond  to  the  consumption  of  900  cubic  feet 
of  cold  air  and  630  cubic  feet  of  heated  air  per  hour  and  per  indi- 
cated horse-power. 

The  small  motors  in  which  the  air  is  used  in  Paris  are  quite  ineflS- 
cient,  so  that  the  hourly  air  consumption  rises  to  1,060  cubic  feet — 
estimated  at  atmospheric  pressure  and  70°  F. — ^per  brake  horse-power, 
in  the  4  horse-power  motors,  and  1,600  cubic  feet  in  those  of  1  horse- 
power, even  when  the  air  is  heated;  while  the  consumption  of  cold 
air  in  the  small  rotary  motors  amounts  to  as  much  as  4.9  cubic  feet 
of  atmosphere  per  hour  for  each  foot-pound  of  work  performed  per 
second;  which  is  at  the  rate  of  an  hourly  consumption  of  224  cubic 
feet  of  air  at  atmospheric  pressure,  or  37  cubic  feet  of  the  compressed 
air — at  75  pounds  gauge  pressure — for  a  motor  exerting,  effectively, 
one-twelfth  of  a  horse-power.  The  motors  experimented  upon  T^ere 
in  some  cases  at  a  distance  of  3  miles  from  the  St.  Fargeau  street 
station,  and  the  conditions  under  which  all  were  tested  were  essen- 
tially the  same. 

Professor  Reidler  found  that  320  feet  of  air  at  atmospheric  pres- 
sure and  temperature  were  compressed  and  delivered  into  the  reser- 
voirs for  each  indicated  horse-power  developed  in  the  steam  cylin- 
ders of  the  compressing  engines  at  the  station.* 

The  indicated  power  which  must  be  exerted  in  the  steam  cylin- 
ders of  the  compressors  at  the  St.  Fargeau  street  station,  in  order 
to  obtain  each  effective  horse-power  from  the  motors  of  different 
capacities  using  the  air  either  at  70°  F.  or  reheated  to  320°  F.,  has 
been  computed,  and  is  given,  with  other  particulars,  on  page  217. 

The  prices  charged  by  the  company  for  the  use  of  the  compressed 
air  vary  according  to  circumstances.  In  some  cases  the  power  re- 
quired to  do  certain  work  is  estimated,  and  a  certain  gross  sum  is 
charged  by  the  year  for  the  use  of  the  air  to  do  the  work.  Where 
water  is  raised  or  elevators  worked,  the  charge  is  by  the  cubic  meter 
of  water  raised  to  a  certain  height,  or  per  cubic  meter  of  water  used 
in  raising  the  elevator  cage  through  a  certain  lift.    In  general,  how- 

♦  Professor  Kennedy's  estimates  give  348  cubic  feet. 
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ever,  1.5  centimes  is  charged  for  a  volume  of  air  corresponding  to  1 
cubic  meter  at  atmospheric  pressure;  that  is,  at  the  rate  of  8.5  cents 
per  1,000  cubic  feet,  at  atmospheric  pressure,  or  about  one-half  of  a 
cent  for  40  cubic  feet  of  the  compressed  air  at  75-pounds  gauge  pres- 
sure. 


Quantity  of  air  required  by  the  motors  and  coat  ofpotver  to  the  consumer. 


Qnde  of  motor. 

OondiUon  of  the 
air. 

Volume  of 
per  brake fa 
per 

At 
75-pound8 

gauge 
prestsure. 

aJr  required 
orse-power 
hour. 

Equivalent 
volume  at 
atmos- 
pheric 
pressure. 

Cost  per 

hour,  per 
brake  horse- 
power,forthe 

air,  at  the 
price  charged 

in  Paris. 

Indicated 
power  re- 
quired at  the 
station  for 
each  brake 
horse  power 
obtained  from 

a  motor 
SmUes  distant. 

Uise  (10  horae-power)  

8maD  (i  horse-power)  

j  Cold  

....do  

...do  

Cu.ft. 
225 
180 
1T7 
207 

Ou.ft. 

hm 

780 
1,000 
1.600 

Cents. 

1!.5 
6.7 
9.0 

18.6 

H.P. 
4.3 
2.5 
8.8 
5.0 

With  one  of  the  small  rotary  motors,  one- twelfth  of  a  brake  horse- 
power corresponds  to  the  exertion  of  about  0.7  of  an  indicated  horse- 
power at  the  station,  and  the  cost  per  hour  for  the  air  necessary  to 
ran  it  to  its  full  capacity  is  about  2  cents. 

The  motors  smaller  than  10  horse-power  are  very  uneconomical  in 
the  use  of  air,  but  there  is  no  reason  why  a  great  improvement  should 
not  be  made  in  this  respect,  and  the  cost  of  the  power  to  the  con- 
STuner  be  correspondingly  reduced. 

The  cost  of  reheating  the  air  is  very  small ;  2  or  3  cents  per  day  of 
10  hours,  per  indicated  horse-power,  covers  the  expense  if  coal  is 
iised,  and  eight  or  ten  times  this  amount  if  gas  is  the  fuel. 

It  is  claimed  that  a  very  important  increase  of  economy  in  the  air 
required  for  the  power  can  be  obtained  by  intermixing  with  it  water 
in  the  form  of  spray,  which  is  injected  into  the  reheated  air  as  it 
passes  to  the  motor.  This  process  is  not  yet  extensively  employed, 
but  Professor  Reidler's  experiments  to  test  its  efficiency  indicate  that 
the  air  consumption  can  be  reduced  by  this  means  to  670  cubic  feet, 
at  atmospheric  pressure,  per  hour  and  per  brake  horse-power,  with 
the  larger  air  engines. 

The  compressors  in  use  at  the  St.  Fargeau  street  station  have  not 
heea  economical  in  the  use  of  steam,  for  their  arrangement  is  such 
that  the  air  is  not  properly  cooled  during  its  compression.  In  the 
new  compressors  this  difficulty  will  be  remedied. 

(113)  Mekarski's  system  for  the  application  of  compressed  air  as 
the  motive  force  for  locomotives  and  dummy  cars  for  street  railways, 
was  shown  in  Class  61,  and  is  described  in  Professor  Haupt's  report 
on  that  class. 
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(113)  Distribution  of  power  by  rarefied  air, — Another  plan  for  the 
distribution  of  power  in  Paris,  which  is  introduced  to  a  limited  ex- 
tent, is  by  means  of  rarefied  air — Petit  &  Boudenot's  system — and  was 
the  subject  of  an  exhibit  by  the  "Socidtd  de  distribution  de  force 
motrice  k  domicile,"  41  Rue  Beaubourg,  Paris. 

In  their  circulars  it  is  stated  that  the  company  was  establislied  for 
the  purpose  of  distributing  motive  force  for  very  small  engines — from 
one  twenty-fifth  of  a  horse-power  to  3  horse-powers — and  within  a 
radius  of  half  a  mile  of  a  central  station.  The  present  plant  at  the 
station  consists  of  a  number  of  air-exhausting  pumps,  actuated  by 
three  Corliss  engines  of  from  75  to  100  horse-power  each,  by  which 
a  vacuum  is  maintained  in  large  cylindrical  reservoirs  with  which 
the  distributing  pipes  are  connected,  the  pressure  in  the  reservoirs 
being  kept  at  one-third  of  that  of  the  atmosphere.  The  main  pipes 
in  the  streets  are  carried  through  the  sewers  and  under  the  sidewalks, 
are  of  cast  iron  from  4  to  8  inches  diameter,  and  have  a  total  length 
of  about  two-thirds  of  a  mile.  One-inch  to  3-inr^h  lead  pipes  are 
used  for  service  pipes  and  risers  to  the  motors. 

It  is  stated  that  one  hundred  and  forty  subscribers  take  power  from 
the  company. 

Rotary  motors  were  at  first  employed  for  very  small  powers,  but 
have  been  abandoned.  Now  the  sizes  of  motors  introduced  are 
limited  to  three;  viz.,  of  one-half,  1,  and  li horse-power  respectively. 
They  are  all  of  the  same  type,  a  compact,  vertical,  double-acting 
trunk  engine,*  and  are  leased  to  the  subscribers  by  the  company. 

The  motors,  which  take  air  at  atmospheric  pressure  from  the  room 
in  which  they  work,  discharge  it  into  the  exhausted  service  pipes, 
and  are  necessarily  quite  bulky  in  proportion  to  the  power  they  can 
exert,  because  the  effective  pressure  on  the  piston  is  necessarily  small, 
being  only  that  of  the  atmosphere  less  that  in  the  pipes — not  over 
8  or  9  pounds  per  square  inch. 

The  company  publishes  results  of  a  trial  of  the  efficiency  of  one  of 
their  one  horse-power  motors,  from  which  the  following  figures  are 
derived: 

Bemdta  of  the  test  of  al  horse-power  rarefied  air  motor. 


  140 

134 

125 

115 

Mean  effective  pressure  per  square  inch  of  piston 

 2.12 

4.15 

6.08 

7.95 

 o.a5 

0.66 

0.90 

1.08 

 0.00 

0.55 

0.73 

0.96 

Consumption  of  air  per  hour : 

Total  

900 

1,400 

2,000 

 do.... 1,400 

1,370 

1,550 

1,850 

 do.... 

2,000 

2, 100 

2,100 

*For  an  illustrated  description  of  the  engine  see  Engineering,  London,  June  14, 
1889. 
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With  the  exhausting  machinery  in  good  condition,  about  800  cubic 
feet  of  atmosphere  per  hour  could  be  drawn  into  the  pipes — and  the 
required  vacuum  be  maintained — for  each  indicated  horse-power  ex- 
erted in  the  steam  cylinders  of  the  engines  at  the  station.  The  low 
effective  pressure  that  must  be  made  available  makes  it  necessary  to 
use  large  distributing  pipes,  and  increases  the  first  cost  of  this  plant. 
The  service  given  by  the  company  is,  however,  very  satisfactory  to 
the  subscribers,  and  the  business  has  been  developed  to  a  profitable 
extent. 

The  award  of  the  jury  for  this  exhibit  was  a  silver  medal,  the  same 
as  that  given  to  the  Victor  Popp  Company. 

VIII.— Pneumatic  postal  dispatch. 

(114)  The  Postal  Dispatch  and  Telegraph  Bureau  of  the  French 
Government  exhibited  in  their  special  building  the  apparatus  of  the 
pneumatic  dispatch,  which  is  so  extensively  employed  in  France  as 
an  auxiliary  to  the  district  telegraph  or  a  substitute  for  it.  While 
the  pneumatic  dispatch  is  not  new,  having  been  adopted  in  Paris  as 
early  as  1867,  after  many  years  previous  use  in  England,  yet  a  record 
of  its  present  development  and  use  in  Paris  is  of  sufficient  interest  to 
warrant  its  insertion  in  this  report;  and  as  it  furnishes  another  ex- 
ample of  the  application  of  pneumatic  force  for  distributing  power, 
it  may  properly  be  described  here. 

A  map,  showing  the  network  of  dispatch  tubes,  the  power  stations, 
and  the  air  and  vacuum  pipes  connecting  the  stations  with  the  dis- 
patch tubes,  as  they  were  arranged  in  1888,  is  given  in  Fig.  101. 

In  1889  the  total  length  of  the  dispatch  tubes  was  120  miles,  and 
of  the  air  pipes  18  miles,  while  the  number  of  offices  containing  the 
apparatus  for  sending  and  receiving  dispatches  somewhat  exceeded 
one  himdred.  There  are  seven  power  stations,  containing  machineiy 
for  furnishing  compressed  air  through  the  air  pipes  and  for  exhaust- 
ing the  vacuum  pipes.  The  largest  station  is  at  the  main  post-office, 
and  contains  a  60  horse-power  Corliss  engine,  for  operating  compress- 
ors and  air  pumps  having  a  collective  capacity  of  1,000  cubic  feet  of 
air  per  minute.  From  the  seven  power  stations,  the  air  and  vacuum 
pipes  connect  with  thirteen  principal  dispatch  offices,  from  which 
the  motive  force  is  distributed  throughout  the  whole  system  of  tub- 
ing. These  air  and  vacuum  pipes  are  not  used  for  the  conveyance 
of  dispatches,  their  function  being  simply  to  supply  motive  force  to 
the  principal  offices  for  further  distribution  through  the  dispatch 
tubes.  The  messages,  inclosed  in  leather-covered  cases,  are  propelled 
from  office  to  office  through  the  tubes.  Offices  of  secondary  impor- 
tance are  connected  with  each  other  and  with  the  principal  offices 
by  pairs  of  dispatch  tubes,  one  for  sending  and  the  other  for  return- 
ing.   Many  such  pairs  of  tubes  radiate  to  a  number  of  secondary 
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oflBces  from  each  of  a  few  of  the  principal  offices  where  the  traffic 
is  greatest.  In  many  cases  offices  of  minor  importance  are  con- 
nected with  each  other,  and  with  a  main  or  secondary  office,  by  means 


of  a  single  line  of  tubes  leading  from  office  to  office  and  forming  a 
loop;  that  is,  the  line  starting  from  the  main  office  leads  first  to  the 
nearest  minor  office,  thence  successively  to  a  second  and  third  or  even 
a  fourth  office,  and  from  the  last  leads  back  to  the  starting  place. 
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In  such  a  loop  the  transmission  of  the  dispatches  is  usually  in  one 
liirection  only.  For  example,  in  sending  from  the  main  oflBce  to  the 
fourth  or  last  office  in  the  loop,  the  dispatch,  instead  of  being  sent 
through  the  tube  leading  directly  from  the  fourth  to  the  main  office, 
is  sent  to  the  first  office  and  forwarded  thence  by  way  of  the  second 
aud  third  offices,  thus  indirectly  to  its  destination.  In  the  same 
way,  a  dispatch  is  sent  from  the  first  office  in  the  loop  to  the  main 
office,  by  way  of  the  second,  third,  and  fourth  offices  successively,  in- 
stead of  being  sent  backward  through  the  receiving  tube  which 
comes  directly  from  the  main  office.  The  direction  of  transmission 
can,  however,  be  reversed  if  necessary.  In  some  cases  an  isolated 
minor  office  has  only  a  single  tube  leading  to  it,  through  which 
the  transmission  of  dispatches  is  made  in  both  directions,  backward 
and  forward,  compressed  air  being  used  for  sending  the  dispatches 
outward,  while  the  return  trip  is  effected  by  forming  a  connection 
with  a  vacuum  pipe  in  the  main  office.  The  tubes  are  of  wrought 
iron,  lap-welded,  carefully  drawn,  smooth,  and  of  very  even  size. 

The  greater  part  of  the  tubing  is  2f  inches  in  diameter  inside.  A 
few  of  the  tubes,  however,  through  which  the  traffic  is  great,  are 
half  an  inch  larger;  the  exact  sizes  being  65  and  80  millimeters,  re- 
spectively. 

There  are  110  miles  of  the  smaller  tubes,  and  only  10  miles  of  the 
larger.  They  are  carried  through  the  sewers  in  all  directions. 
Where  it  is  necessary  to  make  a  bend  in  the  tube,  for  turning  a  cor- 
ner, the  radius  of  curvature  of  the  bend  is  from  forty  to  fifty  times 
the  diameter  of  the  bore  of  the  tube,  and  is  so  gradual  as  to  prevent 
obstruction.  The  pressure  in  the  air  pipes  is  about  13  pounds  per 
square  inch,  and  the  vacuum  in  the  rarefied  air  pipes  equivalent  to 
41  pounds. 

All  the  offices  are  connected  by  telegraph  for  signaling.  The  speed 
of  transmission  is  at  the  rate  of  from  25  to  28  feet  per  second,  17  to 
19  miles  per  hour.  The  dispatch  cases  can  be  sent  in  trains  of  two 
or  three  at  once,  and  can  convey  fifty  or  more  dispatches  at  a  time. 
They  are  dispatched  every  three  minutes  through  the  tubes  leading 
from  the  offices  where  the  business  is  greatest;  every  fifteen  minutes 
from  any  other  office  when  there  is  anything  to  send.  From  this  it 
will  be  seen  that  the  sending  capacity  of  the  tube  is  very  great,  being 
many  times  that  of  a  wire  of  the  district  telegraph,  which  may  be 
said  to  be  limited  to  about  fifty  dispatches  per  hour.  The  messages 
are  written  by  the  correspondents  on  small  blanks,  which  can  be 
closed  securely  and  sealed  for  preserving  secrecy. 

(115)  Figs.  10?  to  105  show  the  fixtures  used  for  receiving  and 
sending  dispatches.  They  form  the  termini  of  the  tubes,  and  there 
are  as  many  of  them  in  each  office  as  there  are  tubes  connecting 
with  that  office.  The  fixtures  usually  stand  side  by  side  in  pairs,  one 
fixture  for  receiving  dispatches  from  one  direction,  the  other  for  send- 
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ing  in  the  opposite  direction.  Those  shown  in  Figs.  102  and  103  are 
used  in  the  thirteen  principal  offices,  which  contain  air  and  vacuum 
pipes. 

A  is  the  vertical  end  of  the  dispatch  tube,  terminating  in  the  rec- 
tangular box  B,  which  forms  a  receptacle  for  the  dispatch  case.  C 
and  D  are  the  air  pipe  and  vacuum  pipe,  respectively,  and  E  and  F 
pipes  connecting  C  and  D  with  the  box  B.  I  is  a  pipe  connecting 
the  boxes  B  of  the  two  fixtures  of  the  pair  with  each  other ;  J,  a 
branch  from  I,  connecting  with  the  open  air;  and  G,  H,  K,  and  L, 


Fxo.  102.— Front  view  of  a  pair  of  the  pneumatic  dispatch  instruments  used  in  the  principal  olBoes. 

stop-cocks  for  opening  or  closing  the  pipes  to  which  they  belong. 
At  the  front  of  the  box  B  is  a  door,  which  is  kept  closed  air-tight 
except  when  opened  for  inserting  or  removing  the  cases.  A  rod,  P, 
can  be  pushed  inward  to  prevent  the  dispatch  case  from  dropping 
into  the  tube  when  it  is  necossary  to  retain  it  in  the  box. 

M  is  an  air-tight  sliding  gate  worked  by  a  lever,  N,  for  opening  the 
dispatch  tube  to  allow  a  case  to  pass,  and  for  shutting  it  to  prevent 
the  escape  of  air  when  the  box  B  is  opened. 

The  fixtures  shown  in  Figs.  104  and  105  are  used  in  the  secondary 
and  minor  offices.  They  differ  from  those  described  above  only  in 
the  absence  of  the  air  and  vacuum  pipes  and  their  connections. 

Two  posts  which  stand  on  the  floor  and  support  the  box  B  take 
the  place  of  the  pipes  E  and  F  of  Figs.  102  and  103.  Corresponding 
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parts  in  the  several  figures  are  indicated  by  the  same  letters,  and  the 
description  need  not  be  repeated.  The  compressed  air  is  used  in 
nearly  all  cases,  and  the  vacuum  only  on  the  longest  lines,  the  tubes 
being  kept  under  pressure  except  in  front  of  a  case  when  the  trans- 
mission is  being  made. 

The  operation  of  the  apparatus  can  be  understood  from  a  single 
example.  To  send  a  dispatch  case  from  a  principal  office,  the  at- 
tendant first  signals  the  receiving  station,  then  shuts  the  stopcock 
G  (Fig.  102)  and  slide  M,  opens  box  B,  inserts  the  case  in  the  mouth 


Fio.  106.^kle  view  of  tbe  instruments  shown  in  Fig.  102. 


of  the  tube  A,  closes  the  box,  and  reopens  the  cock  G.  He  then 
pulls  the  handle  N  to  open  the  slide  M,  and  the  dispatch  case  starts 
on  its  journey.  At  the  receiving  station,  suppose  the  left-hand  fix- 
ture in  Fig.  104  to  be  the  one  at  which  the  dispatch  is  to  arrive.  The 
attendant  on  receiving  the  signal  shuts  the  left-hand  cock  and  opens 
L,  thus  putting  the  right-hand  box  in  communication  with  the  open 
air.  He  then  opens  the  slide  M,  and  awaits  the  arrival  of  the  case, 
which  is  announced  by  the  sound  of  the  case  in  striking  the  top  of 
the  box.  He  then  closes  all  the  stopcocks,  and  the  slide,  and  opens 
the  door  of  the  box  to  remove  the  case,  after  which  he  closes  the  box 
and  reopens  the  slide  and  the  two  stopcocks  K,  in  order  to  maintain 
the  pressure  in  the  tube  leading  from  the  left-hand  fixture,  so  that 
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the  other  offices  of  that  particular  line  of  tubes  may  be  supplied  witli 
air.  To  receive  at  a  fixture  in  one  of  the  main  stations  the  commu- 
nication is  made  between  the  box  and  the  open  air  in  the  same  way  as 
with  the  simpler  fixtures.  Whenever  it  is  necessary  at  any  office  to 
increase  the  propulsive  force  by  making  use  of  the  vacuum,  the  tube 
or  line  of  tubes  to  which  that  office  belongs  can  be  put  in  communi- 
cation with  the  vacuum  pipes  through  the  receiving  fixture  at  tlie 
main  office  of  the  line,  by  closing  the  cock  L  (Fig.  102)  and  open- 
ing H. 


Fio.  104.— Front  vie^  of  dispatch  Instruments  used  in  the  smaller  offices. 

IX.— Instruments  for  measuring  pressure,  speed,  etc. 

(116)  Steam  gauges. — The  most  interesting  and  extensive  display 
of  pressure  gauges  was  found  in  the  space  allotted  to  Mr.  Edouard 
Bourdon,  of  Paris,  who  continues  the  business  of  his  father,  the  late 
Mr.  Eugene  Bourdon,  who  in  1849  invented  the  steam  gauge  which 
bears  his  name.  The  value  of  the  elastic  flattened  tube,  as  the  pres- 
sure organ  of  a  steam  gauge,  became  recognized  as  soon  as  the  inven- 
tion was  introduced,  and  has  made  Mr.  Bourdon's  name  known  in 
every  land.  Nearly  all  modern  steam  gauges  embody  his  invention  in 
forms  that  are  but  little  if  at  all  diflFerent  from  those  in  which  it  was 
originally  introduced,  or  which  were  described  in  his  patent,  or  early 
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tried  by  him.  Few  inventions  of  so  novel  a  character  have  remained 
so  little  altered  in  essential  details  and  methods  of  application,  after 
such  long  and  continued  general  introduction,  as  has  this  simple  in- 
strument. 

The  good  reputation  which  the  Bourdon  type  of  gauge  obtained 
for  itself  in  Europe  is  to  a  great  extent  due  to  the  conscientious  care 
taken  in  its  manufacture.  It  is  safe  to  say  that  there  have  been,  and 
are,  no  better  Bourdon  gauges  made  than  those  produced  by  the 
house  established  by  their  inventor ;  and  the  exhibit  made  by  Mr. 
Edouard  Bourdon  showed  that  he  feels  it  incumbent  upon  himself 


Fio.  106.--4ide  view  of  the  instnimente  shown  in  Fig.  104. 


to  maintain  the  reputation  his  father  established,  by  insuring  that 
the  product  of  his  factory  shall  continue  to  be  of  the  most  excellent 
chara(;ter. 

Besides  the  large  collection  of  gauges  of  all  sizes,  adapted  for  the 
great  variety  of  uses  to  which  they  are  applied,  he  exhibited  an 
interesting  series  of  sections  of  the  tubes  used  in  their  manufacture. 
Mr.  Bourdon  uses  more  than  seventy  varieties  of  these  tubes,  for  it 
is  found  that  in  order  to  attain  the  best  results — that  is,  to  insure 
uniformity  and  permanent  accuracy  in  the  action  of  the  gauges, 
having  regard  also  to  economy  of  material — it  is  necessary  to  employ 
tubes  of  diflFerent  cross  sections  for  gauges  of  different  sizes  and 
ranges  of  pressure,  and  that  a  change  in  the  length  or  curvature  of 
H.  Ex.  410— VOL  III  15 
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a  tube  having  the  cross  section  best  adapted  for  a  gauge  designed 
for  a  certain  range  of  action,  will  not  adapt  that  tube  for  acting 
equally  well  in  a  gauge  intended  for  a  different  range ;  it  is  neces- 
sary to  change  also  the  outline  of  the  cross  section  or  the  thickness  of 
its  sides.  In  Mr.  Bourdon's  gauges  the  tube  sections  are  so  related 
to  the  conditions  the  gauges  are  designed  for,  that  the  ultimate 
strain  which  is  suffered  by  the  material  of  the  tubes,  as  the  result 
of  thedistortionthey  undergo  when  subjected  to  the  greatest  pressure, 
is  as  nearly  as  possible  the  same  in  the  different  gauges.  When 
the  strain  is  thus  properly  limited  the  gauges  are  likely  to  retain 
their  accuracy  unaltered  for  a  long  time. 

Phosphor  bronze,  having  a  tensile  strength  of  65,000  poimds  per 
square  inch,  is  the  material  used  for  tubes  which  are  not  subjected  to 
extremely  high  pressures. 

Of  the  bronze  tubes,  six  patterns  having  different  outlines  of  cross 
section  are  adopted,  and  each  pattern  is  made  in  eleven  different 
thicknesses,  namely,  from  0.008  inch  for  the  thinnest,  to  0.048  inch 
for  the  thickest,  differing  uniformly  by  0.004  inch.  It  is  found  that 
sufficient  uniformity  of  the  material  can  not  be  obtained  throughout 
the  different  parts  of  the  cross  section  if  the  bronze  tubes  are  made 
thicker  than  the  limit  named  above. 

For  excessively  high  pressures,  running  up  in  some  cases  to  45,000 
pounds  per  square  inch,  the  tubes  are  made  of  Firminy  steel  of  the 
quality  used  for  piano  wire.  In  one  pattern  of  steel  tube  adapted 
for  this  great  pressure,  the  sides  were  0.12  inch  thick,  the  cross  sec- 
tion being  nearly  elliptical  and  measuring  0.64  by  0.44  inch  outside. 

(117)  Mr.  Edouard  Bourdon  makes  these  gauges  for  very  high 
pressures  the  specialty  of  one  branch  of  his  business.  He  exhibited 
an  interesting  machine,  invented  in  1868  by  Mr.  Eugene  Bourdon^ 
for  graduating  and  testing  them,  which  is  shown  in  its  original  form 
in  Fig.  106. 

It  acts  by  hydrostatic  pressure  produced  by  a  pump,  and  the  pres- 
sure is  weighed  by  weights  suspended  from  a  scale  beam. 

The  gauge  to  be  marked  or  tested  is  attached  to  a  chamber,  A, 
into  which  oil  or  water  is  forced  from  the  pump  cylinder  B,  whose 
plunger  is  actuated  by  the  screw  and  hand-wheel  below  it.  The 
intensity  of  the  pressure  in  the  pump,  and  consequently  in  the 
chamber  A,  and  in  the  gauge,  is  measured  by  weighing  the  force  it 
exerts  in  thrusting  upward  a  small  vertical  plunger,  c,  of  known 
diameter,  which  penetrates  the  upper  part  of  the  pump  cylinder,  B. 
The  upper  extremity  of  the  small  plunger  c  pushes  against  an 
inverted  stirrup,  d,  from  which  hangs  a  steelyard,  E,  the  fulcrum  of 
which  is  at  /.  The  force  of  the  upward  thrust  of  the  plunger  c 
can  be  weighed  by  weights,  W,  suspended  from  the  free  end  of  the 
steelyard. 

The  plunger  c  passes  through  cupped  leather  packings  in  the 
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top  of  the  pump  cylinder,  by  which  leakage  is  prevented.  The  fria 
tion  produced  by  the  packing,  and  by  the  guide  through  which  the 
plunger  c  passes,  is  liable  to  be  considerable  and  variable,  and  its 
force  in  resisting  the  movement  of  the  plunger  can  not  be  estimated 
accurately;  if,  therefore,  means  were  not  taken  to  neutralize  the 
effect  of  this  friction,  so  far  at  least  as  it  affects  the  sensitiveness  of 
the  movement  of  the  plunger  c  in  the  direction  of  its  axis,  the 
force  exerted  by  the  liquid  in  the  cylinder  B  to  thrust  the  plunger 
upward  could  not  be  accurately  measured  by  weighing  the  force 
the  plunger  exerts  to  turn  the  steelyard.  Mr.  Bourdon  overcame 
this  difficulty  by  providing  means  for  giving  to  the  plunger  c  a 
rapid  movement  of  rotation  about  its  axis,  by  which  the  friction  is 
so  nearly  overcome  that  the  longitudinal  movement  occurs  without 
sensible  resistance.  The  rotation  is  produced  by  the  crank  gr, 
through  the  gear  wheels  h  and  i. 

The  efficiency  of  this  device  is  demonstrated  by  observing  the  ac- 
tion of  the  gauge  while  the  process  of  weighing  the  force  is  carried 
on  in  the  following  way:  The  weight  W,  corresponding  to  a  given 
hydrostatic  pressure,  is  applied  to  the  steelyard,  and,  without  rotat- 
ing the  plunger  c,  the  pump  is  worked  until  the  weight  W  is  lifted; 
the  gauge  needle  assuming  a  certain  position  which  is  noted,  A  small 
addition  to  or  diminution  of  the  weight  W  under  these  conditions  pro- 
duces no  change  in  the  position  of  the  gauge  needle ;  if,  however, 
the  plunger  c  be  rotated  continuously  by  means  of  the  crank,  the 
needle  will  move  slowly,  and  will  finally  settle  in  a  position  slightly 
different  from  that  which  it  occupied  at  first;  under  these  conditions, 
the  rotation  of  the  plunger  c  being  kept  up,  if  a  very  small  change  be 
made  in  the  weight  W,  to  either  increase  or  diminish  it,  the  gauge 
needle  responds  promptly  to  the  change  by  moving  slowly  into  a 
new  position,  and  whenever  the  weight  W  is  restored  to  its  original 
condition  the  gauge  needle  settles  back  to  the  precise  point  which 
before  corresponded  to  that  weight,  this  correspondence  taking 
place  whenever  the  original  weight  is  reached,  whether  it  be  arrived 
at  by  removing  surplus  weight  or  by  supplying  a  deficiency. 
The  sensitiveness  of  the  apparatus  is  found  to  be  very  satisfactory, 
and  the  machine,  slightly  modified  in  form,  is  used  for  graduating 
and  marking  all  the  gauges  that  are  intended  for  higher  pressures 
than  can  be  shown  by  a  mercury  column  of  practicable  height. 

It  was  invented  and  in  use  as  early  as  1868,  for  the  Annales  du  Con- 
servatoire desArts-et-M^tiers  contain  an  account  of  a  test  of  a  gauge 
made  November  20,  1868,  by  means  of  the  machine. 

It  is  an  early  example  of  the  application  of  the  principle  of  di- 
viding the  force  required  to  overcome  friction  into  two  components, 
with  the  smaller  one  in  the  direction  in  which  sensitiveness  of 
movement  is  required;  a  principle  embodied  by  Rider  in  his  cut-off. 
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in  which  a  semi-cylindrical  cut-oflF  valve,  turned  by  the  governor, 
slides  lengthwise  in  a  seat  on  the  back  of  the  main  valve. 

The  gauges  Mr.  Bourdon  exhibited  did  not  oflfer  any  novelty  of 
form. 

(118)  A  gauge  was  noticed  which  is  intended  for  use  beneath  rail- 
way cars,  to  show  whether  the  pressure  in  the  reservoirs  of  the  air 
brakes  is  preserved.  It  can  be  read  from  either  side  of  the  car,  the 
back  of  the  gauge  having  a  dial  as  well  as  the  front,  and  can  be 
read  at  a  glance.  The  divided  arc  on  which  the  pressure  is  read  is 
short,  and  at  one  side  of  the  dials,  so  that  the  pointer  of  the  needle 
rises  and  falls  to  show  change  of  pressure.  The  brakemen  stand- 
ing on  either  side  of  the  car  need  only  notice  whether  the  pointer 
stands  high  or  low  to  learn  the  condition  of  the  pressure,  and  the 
mistakes  are  avoided  which  would  inevitably  occur  if  the  pointer 
traveled  from  right  to  left,  or  the  reverse;  for  it  is  liable  to  be  looked 
at  from  opposite  sides. 


Fio.  108.— Front  view  of  Buss  tachometer.  Pio.  109.— One  of  the  pendulums  of  Busses 

tachometer. 

Mr.  Bourdon  also  exhibited  a  great  variety  of  safety  valves,  lu- 
bricators, etc.,  all  of  excellent  workmanship  and  carefully  studied 
design. 

(119)  Buss's  speed  indicators  and  recorders, — Messrs.  Buss  &  Co., 
of  Paris,  exhibited  Mr.  Ed.  Buss's  instruments  for  indicating  at  once 
the  speed  of  a  revolving  shaft — tachometers — also  a  speed  recorder 
called  by  him  a tachygraph."  The  exhibit  contained  governors 
also,  and  received  a  gold  medal. 

Although  not  new,  the  Buss  tachometer  merits  a  description  here. 

Fig.  107  shows  the  tachometer  in  section,  and  Fig.  108  is  an  out- 
side view  on  a  small  scale,  while  Figs  109,  110,  and  111  show  details. 

It  embodies  the  principles  of  a  centrifugal  governor. 

The  cylindrical  box  A  (see  Fig.  107)  incloses  the  revolving  cen- 
trifugal pendulums,  while  the  drum-shaped  dial  box  C  contains  the 
train  of  gearing  for  moving  the  needle  Z,  which  indicates  on  the 
dial  (see  Fig.  108)  the  speed  at  which  the  pulley  B  revolves.  The 
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boxes  A  and  C  are  hung  in  bearings  on  tlie  stand  which  supports  the 
instrument,  so  that  the  dial  may  be  turned  into  a  convenient  position 
for  reading. 

D  is  the  spindle  carrying  the  centrifugal  pendulums  and  driven 
from  the  pulley  B  through  the  coupling  J.  The  two  pendulums  E 
and  E„  one  of  which  is  shown  in  perspective  in  Pig.  109,  are  sus- 
pended in  a  fork,  F,  at  one  end  of  the  spindle  D. 


One  of  the  pendulums  is  attached  to  a  stilf  coil  spring;  see  R — Figs. 
110  and  111 — which  show  the  end  of  the  spindle  D  with  its  fork,  the 
weights,  and  spring. 

The  elastic  force  of  the  spring,  which  increases  as  the  spring  is  de- 
flected more  and  more,  resists  the  varying  effort  of  the  pendulums 
to  fly  outward  under  the  influence  of  the  centrifugal  force,  and  is  in 
equilibrium  with  this  effort  at  all  speeds  of  the  pendulums,  thus  de- 
termining different  definite  positions  of  the  pendulums  for  different 
speeds  of  revolution  of  the  spindle. 

A  sliding  rod,  G,  is  attached,  by  means  of  a  yoke,  shown  in  Fig. 
107,  to  the  pendulums  E  and  E,  in  such  a  manner  as  to  couple  the 
pendulums  together  and  make  their  movements  coincident.  The 
rod  G  receives  longitudinal  movements  from  the  pendulums  when 
they  swing  outward  and  inward  about  their  points  of  suspension, 
and  thus  the  rod  has  a  different  position  endwise  for  each  different 


Fig.  no.— Section  at  C  D  Fig.  111. 


Fig.  111.— Section  at  A  B  Fig.  110. 


END  OF  SPINDLE,  AND  PENDULUMS  OF  THE  BUSS  TACHOMBTEB. 
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speed  at  which  the  spindle  D  and  its  pendulums  revolve;  this  end- 
wise movement  is  made  to  turn  the  indicating  needle  Z  by  means  of 
a  pair  of  links,  H,  and  a  train  of  gearing;  the  speed  at  which  the 
pulley  D  revolves  at  any  instant  can  therefore  be  ascertained  by 
noting  the  division  of  the  dial  toward  which 
the  needle  points. 

The  rod  Q,  which  rotates  with  the  spindle,  is 
coupled,  by  means  of  a  sleeve,  to  the  links  H, 
which  do  not  revolve. 

Fig.  112  shows  an  upright  form  of  the  sta- 
tionary tachometer. 

A  portable  tachometer,  in  its  case,  is  shown 
in  Fig.  113.  It  has  several  little  spindles  pro- 
jecting from  one  end,  shown  at  the  left-hand 
end  of  the  figure;  one  of  them  is  a  prolongation 
of  the  main  spindle  of  the  instrument  which 
carries  the  centrifugal  pendulums,  the  others 
are  so  geared  to  this  spindle  that  the  velocity 
ratio  is  different  for  each. 

The  dial  is  marked  with  as  many  rows  of 
divisions  as  there  are  sjnndles,  and  the  whole 
is  so  arranged  as  to  indicate  speeds  from  25  to 
3,000  revolutions  per  minute. 
This  instrument  is  applied  in  the  same  way  as  the  simple  revolu- 
tion counters  so  generally  used,  namely,  by  means  of  a  pyramidal 
point  applied  to  the  end  of  one  of  the  spindles,  which  is  tlien  inserted 


Fio.  112.— Upright  tachometei-. 


Fio.  118.— Buss's  portable  tachometer. 

in  the  drilled  end  of  the  revolving  shaft  wliose  speed  is  to  be  indi- 
cated. It  is  intended  for  temporary  use  only,  and  for  taking  an 
observation  lasting  only  a  short  time,  as  the  means  of  lubrication  are 


Digitized  by 


Google 


GENERAL  MECHANICS. 


233 


not  such  as  to  permit  of  continuous  running  for  any  considerable 
length  of  time. 

The  Buss  "  tachygraph  "  is  shown  in  Figs.  114  and  115. 

The  front  of  this  instrument  has  a  dial  which  shows  by  the  needle, 
at  each  instant,  the  speed  of  the  machine  to  which  it  is  applied,  and 
in  all  respects  the  speed-indicating  part  of  the  instrument  is  pre- 
cisely the  same  as  in  the  tachometers  already  described.  At  the 
back  of  the  dial  box  is  a  clock  movement,  shown  in  Pig.  115,  which 
communicates  a  uniformly  progressive  lengthwise  movement  to  a 
band  of  paper  on  which  the  speed  is  registered,  at  each  instant,  by  a 


Fio.  114.— Front  view. 


Fio.  115.— View  of  back. 
BUSS'S  SPEED  RECORDER. 

mark  drawn  by  a  pencil  which  is  moved  crosswise  of  the  paper  band, 
by  means  of  a  bell-crank  lever  connected  with  the  sliding  rod  G  of 
the  tachometer. 

•The tachygraph  "  performs  the  same  function  as  Moscrop's  speed 
recorder,  an  English  invention  well  known  in  the  United  States, 
but  is  more  compact. 

Fig.  116  shows  a  short  section  of  the  diagram  obtained  from  a  Buss 
speed  recorder  applied  to  the  drum  of  a  winding  engine  in  a  colliery. 

(120)  Steam-engine  indicators, — Nearly  all  the  French  indicators 
shown  were  of  the  Richards  type  without  essential  modification, 
this  indicator  being  still  almost  universally  used  in  continental 
Europe.    It  originated  in  the  United  States  in  1859,  was  introduced 
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in  Europe  in  1862,  and  speedily  displaced  others,  but  in  turn  will  be 
gradually  displaced  by  later  modifications  of  the  principle  which, 
since  the  expiration  of  the  original  patent,  have  come  into  use  in  the 
United  States,  having  been  made  desirable  by  the  conditions  involved 
by  the  high  rotative  speed  now  often  used  in  steam  engines.  These 
modifications  relate  chiefly  to  the  method  of  guiding  the  magnified 
movement  of  the  pencil  in  a  straight  line,  and  consist  in  more  direct 
and  lighter  mechanism.  A  good  example  is  the  Crosby  indicator, 
exhibited  by  the  Crosby  Steam  Gauge  and  Valve  Company,  Boston, 
whose  exhibit  of  indicators,  steam  gauges,  safety  valves,  lubricators, 
etc.,  in  the  United  States  section,  received  the  award  of  a  gold  medal; 
as  high  an  award  as  was  given  for  any  exhibit  of  this  kind. 

Hoisting  coal.  Hoiating  the  men. 


f 
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Flo.  116.^hort  section  of  a  record  of  the  speed  of  hoisting  in  a  colliery;  made  by  a  Buss  speed 

recorder. 

(121)  Water  meters, — A  great  number  of  water  meters  were  exhib- 
ited; few,  however,  possessed  novel  or  interesting  features.  Several 
of  the  meters  were  of  the  kind  described  as  inferential,  in  which  the 
impact  of  the  water  in  flowing  through  the  meter  causes  a  small 
turbine  or  screw  wheel  to  turn,  and  from  the  rotation  of  the  wheel 
the  rate  of  flow  is  inferred,  and  the  discharge  computed.  The  greater 
number  of  the  meters,  however,  were  of  the  piston  type,  and  most  of 
these  duplex,  involving  the  principle  of  the  Wortliington  meter,  in 
which  the  valve  for  distributing  tlie  water  in  either  of  the  cylinders 
is  actuated  by  the  movement  of  the  piston  of  its  mate.  Many  of 
these  duplex  meters  are  arranged  with  the  cylinders  vertical  insteacl 
of  horizontal,  a  departure  from  the  original  form  which  is  of  doubt- 
ful value. 

(122)  The  Schdnheyder  meter, — A  very  interesting  meter  was 
shown  in  the  British  section.  It  is  the  invention  of  Mr.  W.  Schon- 
heyder,  manufactured  by  Beck  &  Co.,  London.  The  description, 
partly  taken  from  Engineering,  was  supplied  by  Mr,  Schonheyder. 

Figs.  117  to  119  show  the  meter.  Fig.  117  being  an  outside  view. 
Fig.  118  a  transverse  vertical  section,  and  Fig.  119  a  plan  with  the 
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cover  removed;  one  of  the  three  cylinders  with  its  piston  being  in 
section,  and  valve  partly  in  section,  while  the  outside  of  a  second 
cylinder  is  shown;  the  third  cylinder  is  omitted  so  as  to  show  the 
piston  and  its  tail  rod  complete. 


Fig.  117.— SchOnheyder's  water  meter 


The  meter  casing  is  in  halves  bolted  together,  with  the  joint  made 
tight  by  a  suitable  packing  ring.  Within  the  casing  are  three  cyl- 
inders, each  capable  of  sliding  to  and  fro  against  roller  guides  in  a 


Fio.  118.— Vertical  section  of  SchQnbeyder's  meter. 

line  transverse  to  its  axis.  Each  cylinder,  which  is  open  in  froilt, 
is  fitted  with  a  piston  with  cupped  leather  packing  and  a  tail-rod 
guide.  All  the  three  pistons  are  formed  in  one  with  a  central  valve 
having  passages  communicating  with  one  side  of  the  pistons,  and, 
therefore,  with  the  cylinders,  and  free  to  slide  longitudinally  and 
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transversely  on  a  facing  in  the  center  of  the  casing.  Through  this 
facing  there  are  four  ports,  or  passages,  one  in  the  center  (triangular) 
acting  as  an  eduction  port,  and  three  (oblong)  acting  as  induction 
ports  and  arranged  around  the  middle  one.  Each  of  the  before- 
mentioned  passages  in  the  valve  has  a  port  passing  through  the 
facing  of  the  valve,  so  proportioned  as  to  size  and  position  tliat, 
by  the  to-and-fro  and  side  movement  of  the  valve  over  the  facing, 
each  port  is  alternately  in  communication  with  the  induction  and 
eduction  ports,  and  the  respective  cylinders  will,  therefore,  also  be 
in  alternate  connection  with  induction  and  eduction.  Water  being 
admitted  under  pressure  to  the  casing,  after  passing  through  a  non- 


return valve,  and  being  free  to  pass  away  from  the  eduction  port  to  the 
outlet,  the  three  pistons  will  be  caused,  by  the  pressure  acting  on  their 
outer  sides,  to  pass  alternately  in  and  out  of  their  cylinders,  wliile 
these  reciprocate  laterally.  Tlie  path  of  the  valve  (with  its  attached 
pistons)  is  approximately  circular,  and  the  stroke  is  limited  by  a  cen- 
tral roller  depending  from  the  cover  and  free  to  revolve  on  a  stud:  a 
ring  or    roller  path"  being  formed  on  the  upper  side  of  the  valve. 

The  counter  gear  is  worked  by  a  crank,  whose  pin  enters  a  hole  in 
the  top  of  the  valve  and  is  turned  round  through  the  said  circular 
movement  of  the  valve.  The  spindle  of  the  crank  passes  through 
the  central  stud.  The  guide  rollers  are  placed,  one  above  the  other, 
on  suitable  stationary  i)ins  guided  both  at  top  and  bottom,  and  one 
wing  of  each  cylinder  bears  against  a  bottom  roller,  while  the  other 
wing  bears  against  a  top  roller. 


Fio.  119.— Plan  of  SchOnheyder's  water  meter,  with  the  tops  of  the  case  removed. 
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The  ports  are  not  parallel  to  the  center  lines  of  their  cylinders,  but 
are  placed  at  a  slight  angle,  so  as  to  compel  the  roller  path  to  "  cling  " 
to  the  central  roller  even  at  low  speeds ;  in  other  words,  so  as  to 
make  the  machine  always  endeavor  to  take  slightly  longer  strokes 
than  it  ought  to  do,  the  central  roller  in  the  roller  path  restricting 
this  tendency. 

The  cylinders  are  prevented  from  twisting  round  on  their  pistons 
by  suitable  guides  under  the  edges  of  the  wings ;  but  there  is  a  slight 
clearance  here,  so  that  the  valve  will  always  bear  on  its  face,  even 
after  some  wear  has  taken  place,  and  will  not  be  held  up  by  the  cyl- 
inders. The  counter  gear  is  of  simple  construction,  as  shown ;  no 
small  pins  or  screws  are  used  in  the  arrangement,  and  the  wheels  are 
embedded  in  vaseline. 

The  stroke  of  the  pistons  being  positive  (being  equal  to  the  dif- 
ference in  diameter  of  internal  ring,  or  roller  path,  and  central  roller), 
the  meter  is  accurate  at  large  and  at  small  rates  of  delivery — even  to 
a  dribble;  and,  owing  to  the  circular  movement  of  the  heaviest 
parts  (pistons  and  valve),  the  meter  will  work,  when  called  upon  to 
do  so,  at  exceptionally  high  speeds  without  injury,  and  with  hardly 
any  noise.  Owing  to  the  circular  movement  of  the  valve,  its  face 
and  the  face  of  the  stationary  seat  wear  each  other  to  true  and  highly 
polished  surfaces,  Tience  tightness  of  the  vital  parts  is  insured. 

The  cylinders,  buing  single-acting,  will  nearly  always  bear  on  their 
rollers,  but  at  each  turn  of  the  center,  when  both  the  inlet  and  outlet 
ports  are  closed  for  a  short  time,  the  cylinders  are  slightly  raised 
from  the  rollers,  this  action  causing  them  (the  rollers)  to  be  always 
*•  traveling,"  and,  therefore,  to  be  continually  presenting  new  wear- 
ing surfaces. 

The  meter  is  simple  in  construction  and  simple  to  repair;  not  a 
idngle  hoUy  screw,  or  small  pin  is  used  anywhere,  excepting  only  the 
•cover  holts;  and  when  the  cover  bolts  are  removed  all  the  working 
parts  can  be  t^ken  out  by  hand,  even  without  disconnecting  the  meter 
from  the  service  pipes.  , 

The  case  is  of  cast  iron,  the  rollers  and  the  central  face  are  of  vul- 
canite, the  pistons  are  packed  with  leather.    All  other  parts  are  of . 
gun  metal,  and  the  whole  is  water  lubricated. 

For  boiler  feeding,  when  hot  water  has  to  be  measured,  the  vul- 
canite is  replaced  with  gun  metal  and  the  leather  cups  with  quilted  " 
cups — a  kind  of  canvas  pressed  into  cup  shape,  cut  to  lengths  and 
sewed  over.  The  meter  can  be  used  for  measuring  almost  any  kind 
•of  liquid,  such  as  oil,  beer,  milk,  cane  juice,  petroleum,  etc. 

The  meter  has  been  improved  in  some  particulars  lately.  The 
inlet  valve  shown  in  the  figure,  for  preventing  the  meter  from  being 
used  if  set  up  the  wrong  way,  is  now  dispensed  with.  The  worms 
.and  worm  wheels  are  inclosed  in  a  special  chamber  filled  with  vase- 
line, and  water  surrounds  the  counter  gear,  the  cover  of  the  counter 
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box  being  made  water-tight  and  strong*  enough  to  support  the  same 
internal  pressure  as  that  in  the  meter  case.  The  glass  lens  is  made 
tight  by  a  rubber  ring,  and  the  casing  being  of  gun  metal,  and  the 
joint  rings  of  canvas,  all  the  surroundings  are  clean  and  will  not 
discolor  the  water.  As  there  is  no  *" flow"  through  the  chamber 
containing  the  counter  gear,  the  water  does  not  become  fouled  from 
the  vaseline  or  from  the  (rusty)  water  in  the  meter.  The  advantage 
of  this  arrangement  is  threefold : 

1.  There  is  no  end  pressure  on  the  spindle  passing  through  the 
counter  plate,  hence  diminished  wear  of  worms  and  wheels. 

2.  The  glass  is  never  foggy,"  hence  the  dials  can  always  be  easily 
read. 

3.  No  dirty  water,  mud,  or  sand  can  enter  from  the  outside  through 
the  usual  leakage  hole  and  clog  the  wheels. 

Should  the  water,  through  some  accident,  become  cloudy,  the  small 
cover  can  readily  be  unscrewed  and  the  counterbox  filled  with  clean 
water.  On  closing  the  cover  down  the  air  will  escape  by  a  small 
hole  provided  for  the  purpose.  Should  the  glass  break,  no  serious 
harm  will  result,  a  small  leather  collar  on  the  through  spindle  pre- 
venting much  waste  of  water. 

The  apparatus  for  holding  the  worms  and  wheels  has  not  a  single 
small  screw  or  pin  about  it.  By  the  peculiar  form  of  the  bearings 
holding  the  arbors,  the  wheels  are  locked  in  position.  The  end  of 
the  spring  pressing  on  the  through-spindle  is  slightly  hollowed,  so 
that  it  can  not  shift  sidewise,  and  it  is  **liinged"  to  the  plate  by 
slightly  indenting  it  after  inserting  it  in  a  saw-cut  made  in  a  lug. 

The  only  portion  of  the  meter  the  wear  of  which  will  affect  the 
registration,  is  the  central  roller  and  its  pin.  The  periphery  of  the 
roller  itself  hardly  wears,  because  its  only  motion  is  that  of  rolling ; 
and  the  bearing  wears  but  slightly  because  of  the  large  diameter  of 
the  roller  as  compared  with  the  stroke  of  the  meter,  which  makes 
the  motion  very  slow,  and  because  of  the  very  large  surface  of  the 
bearing.  The  pin  is  of  gun  metal,  and  the  roller  is  bushed  with  vul- 
canite. When  wear  does  take  place  the  stroke  is  slightly  increased 
and  the  meter  becomes  a  little  slow."  It  does  not,  however,  become 
leaky,  as  most  meters  do,  by  wear. 

As  to  durability:  A  number  of  meters  have  now  been  several  years 
in  use,  and  many  attempts  have  been  made  to  run  them  to  death** 
by  working  them  at  excessive  rates  for  long  terms,  but  without  suc- 
cess. Of  these  cases,  the  tests  at  Birmingham,  by  Mr.  Gray,  should 
be  mentioned.  A  one-half -inch  meter  was  run  for  many  hours  at 
the  rate  of  1,500  gallons  per  hour  without  any  visible  injury  or  wear, 
and  without  aflfecting  the  accuracy  of  the  registration. 

(123)  All  the  tests  show  that  the  meters  are  **slow*'  at  large  rates 
of  delivery,  and  "  fast*'  at  low  rates,  owing,  no  doubt,  to  a  slight  in- 
crease of  stroke  when  driven  by  high  pressures,  on  account  of  the 
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springing  of  some  of  the  working  parts.    At  very  low  fates  they 
again  become  "  slow." 
The  results  of  a  few  tests  are  given : 

TuU  at  Vienna  watertvorks,  in  May,  1889,  of  one-hcUf-ineh  meter.  No.  156  (Schdn- 

heyder' 8  patent). 


pressure 
at  inlet. 

Outlet 
diameter 
"  lines. " 

Time. 

T^nk. 

Meter. 

Slow. 

Fast. 

Gallons 
per  hour. 

Ata. 

m 

h.  m. 

s. 

Litres. 

QaUoM. 

Percent. 

Per  cent. 

5 

6 

18 

0 

922 

200 

1.48 

986 

4 

6 

14 

40 

982 

200 

2.68 

889 

8 

6 

17 

0 

926 

200 

1.76 

718 

2 

6 

26 

0 

921 

200 

1.82 

468 

1 

6 

82 

0 

907 

200 

.22 

874 

0.6 

6 

41 

0 

907 

200 

.22 

292 

0.2 

6 

1  6 

0 

906 

200 

.44 

184 

5 

6 

16 

0 

928 

200 

2.05 

616 

4 

5 

16 

0 

982 

200 

2.58 

760 

8 

6 

19 

0 

928 

200 

1.52 

641 

2 

6 

88 

0 

921 

200 

1.82 

868 

1 

5 

60 

0 

920 

200 

1.20 

248 

0.6 

6 

1  0 

0 

910 

200 

.11 

200 

0.2 

5 

1  11 

0 

904 

200 

.65 

166 

6 

4 

18 

0 

924 

200 

1.62 

676 

4 

4 

10 

80 

028 

200 

1.52 

615 

8 

4 

22 

80 

921 

200 

1.82 

540 

2 

4 

27 

0 

912 

200 

.88 

446 

1 

4 

48 

0 

906 

200 

.88 

276 

0.6 

4 

1  0 

80 

905 

20O 

.44 

197 

0.2 

4 

1  24 

0 

906 

200 

.44 

142 

6 

8 

26 

0 

917 

20O 

.87 

464 

4 

8 

27 

80 

916 

20O 

.76 

440 

8 

8 

88 

0 

910 

200 

.11 

804 

2 

8 

89 

80 

900 

200 

.88 

808 

1 

8 

1  2 

0 

902 

200 

.77 

192 

0.6 

8 

1  26 

0 

906 

200 

.11 

189 

0.2 

8 

2  40 

0 

896 

200 

1.28 

74 

6 

2 

47 

0 

906 

200 

.11 

256 

4 

2 

68 

0 

902 

200 

.77 

225 

8 

2 

1  0 

0 

908 

200 

.66 

199 

2 

2 

1  19 

80 

902 

200 

.77 

150 

1 

2 

1  68 

0 

906 

200 

.66 

101 

0.5 

2 

2  42 

0 

889 

200 

2.26 

72 

0.2 

2 

4  20 

0 

680 

200 

8.29 

48 

6 

2  22 

0 

904 

200 

.55 

84 

4 

2  88 

0 

692 

200 

1.91 

77 

8 

2  68 

0 

866 

200 

2.86 

66 

2 

8  81 

0 

870 

200 

4.45 

54 

1 

6  7 

0 

666 

200 

4.72 

87 

0.6 

9  66 

0 

860 

200 

5.89 

19 

0.2 

86  18 

0 

878 

200 

3.96 

6.45 
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Tests  at  the  Berlin  waterworks,  in  March,  1889,  three-quarter^nc^  meter,  No,  188 

(Schbnheyder's  patent). 


Trial  No. 


Time. 


Oompartive  meas- 
ure. 


By  tank.  By  meter. 


m. 

12 

100 

101 

16 

100 

101 

21 

100 

101 

29 

100 

102 

88 

100 

102 

49 

100 

102 

1 

7 

100 

102 

1 

56 

100 

lOB 

2 

2 

100 

108 

2 

64 

100 

108 

6 

86 

100 

104 

9 

17 

100 

1  5 

15 

28 

100 

108 

Slow. 


PtT  ctnt, 


Fast. 


Per  cent. 


Gallons  per 
hour. 


1 

1,100 

1 

880 

1 

629 

2 

456 

2 

887 

2 

260 

2 

197 

8 

114 

8 

109 

8 

76 

4 

39 

6 

24 

8 

14 

Tests  of  water  meters  (Schndheyder's  patent), 

NO.  202,1-INCH  METER  FOR  HOT  WATER. 


PreBsure. 


I  Inlet.  OuUet.* 


Lbs. 
80 
40 

100 
20 
10 
40 
60 
80 
6 

100 

100 
70 

100 
40 


Time. 


m.  8, 
7  18 


Tank. 


Oallont. 
200 

8  10  ;  100| 


6  45  I 
6  80 


7 
16 


6  80  I 
24    0  I 

84  86  . 

14  80 
46  0 
86  0 

100  0 


127 

98f 

98* 

98i 

80 

98i 
100* 

90 
4 
2 

3.525 
1.000^ 


Meter. 


CfaUoru. 
200 
100 
180 
100 
100 
100 
80 
100 
101 
20 
4 
8 

3.60 
1.00 


Slow. 


Percent. 
.498 


.71 
.05 


Fast. 


Per  cent. 


2.86 
1.62 
1.87 
1.52 


1.62 
.748 


Gallons  per 
hour. 


1,668 
1,904 
1,129 
1,075 
842 
860 
277 
246 
174 
88 
5.8 
6.1 
2.1 


*Siz  feet  vertical,  and  about  10  feet  of  1-inch  pipe,  and  a  1-inch  valve.  The  outlet  was  checked  in 
many  of  these  experiments.  Owin^  to  pipe  resistances  the  capacity  of  meter  is  not  fully  shown. 
Thus  with  40  pounds  pressure  and  free  outlet,  discharge  is  over  2,500  gallons  per  hour. 

NO.  142,  ONE-HALF-INCH  METERt 


40 

9  0 

.  102 

100 

26 

11  0 

lOOf 

100 

10 

24  80 

96 

100 

50 

177  0 

2 

2 

1.96 


2.04 


680 
648 
240 


.68 


t  Four  feet  head  of  water  to  drive  slowly. 
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Preesure. 

Time. 

Tank. 

Meter. 

Slow. 

Fast. 

Gallons 
per  hour. 

Inlet. 

Outlet. 

40 
96 

10 
60 

8  80 
10  80 
20  0 
74  0 

101 

m 

98 

1.0S6 

100 
100 
100 
1.00 

.99 

718 

m 

294 

.88  ' 

.18 
2.04 

2.44 

t  Five  feet  six  inch  head  to  drive  slowly. 


NO.  120,  ONE-HALF-INCH  METERS 


40    7  80  101  100  .  99    806 

26    10  0  m  100    .756  696 

10    20  30  98  100  2.04  287 

60   990  0         1.00  1.00    .207 

S  Four  feet  six  inch  head  to  drive  slowly. 

These  tests  were  made  by  Beck  &  Co.,  London. 

(124)  The  Thomson  water  m^ter,— Thomson's  water  meter,  exhib- 
ited by  the  inventor,  Mr.  John  Thomson,  of  New  York,  received  a 
silver  medal.    The  meter  is  shown  by  Figs.  120  and  121. 


Vta.  120.— Sectkmal  view  of  Thomson^s  water  meter,  showing  the  inlet  and  outlet  ports. 

Its  principle  is  the  same  as  that  of  the  Davies  and  Bishopp  disk 
steam  engines,  once  quite  famous  in  England  for  the  novelty  of  their 
mode  of  action. 

The  measuring  chamber  of  this  meter  is  in  the  form  of  a  central 
zone  of  a  hollow  sphere,  having  ends  at  top  and  bottom,  which 
are  conical  frustums,  whose  sides  slope  inward  toward  each  other, 
and  hence  toward  the  center  of  the  sphere.    At  the  center  of  each  of 
H.  Ex.  410— VOL  m  16 
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these  conical  ends  is  a  spherical  socket  with  its  center  of  curvature 
in  the  center  of  the  spherical  chamber. 

In  these  sockets  fits  a  solid  sphere  which  forms  the  central  boss  of 
a  thin,  flat,  circular  disk,  the  edge  of  which  exactly  fits  the  interior 
of  the  spherical  chamber.  This  disk  constitutes  the  piston  of  the 
chamber  and  has  a  movement  of  nutation  or  wabbling  about  the 
center  of  the  sphere  as  a  center  of  motion,  the  character  of  the  move- 
ment being  such  that  the  spindle  in  the  axis  of  the  disk  receives  a 
conical  motion,  so  that  its  end  sweeps  around  in  a  circular  path. 
The  chamber  is  divided  at  one  side  by  a  vertical  radial  septum  or 
partition,  extending  from  the  periphery  of  the  chamber  to  the  cen- 
tral sockets,  and  the  disk  is  perforated  with  a  narrow  radial  slit 
so  that  it  may  straddle  the  partition.    The  whole  measuring  cham- 


Fio.  121.— Seotional  view  of  Thonuon's  water  meter,  showing  the 'septum  of  the  messurfaig  chamber. 

her  is  inclosed  in  a  globular  case  into  which  the  water  to  be  meas- 
ured flows.  From  this  the  water  enters  the  measuring  chamber 
through  an  opening  in  the  spherical  wall  on  one  side  of  the  radial 
partition,  and  is  discharged  into  the  outlet  pipe  of  the  meter  through 
an  opening  on  the  other  side  of  the  partition,  the  two  openings  in 
the  wall  of  the  chamber  being  close  together,  separated  only  by  the 
thickness  of  the  partition. 

The  water  can  not  pass  from  the  inlet  opening  to  the  outlet  without 
so  displacing  the  disk  as  to  cause  a  complete  oscillation  and  a  single 
revolution  of  the  end  of  the  spindle,  and  each  of  these  complete 
movements  corresponds  to  a  quantity  of  water  equal  to  the  whole 
contents  of  the  measuring  chamber.  The  disk  spindle  engages  with 
a  star  wheel  on  the  end  of  one  of  the  arbors  of  a  train  of  gearing 
forming  a  register,  and  turns  it  with  a  uniform  motion.  A  small 
conical  roller  on  the  end  of  the  disk  spindle  bears  against  the  coni- 
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cal  end  of  the  bearing  of  the  register  arbor,  which  is  exactly  con- 
axial  with  the  measuring  chamber,  and  by  this  means  the  disk  spin- 
dle is  guided  in  its  circular  path  in  such  away  as  to  insure  the  proper 
movement  of  the  disk  with  the  least  possible  friction. 

The  measuring  apparatus  is  of  elemental  simplicity.  •  Functionally 
it  consists  of  only  two  parts,  the  chamber  and  disk,  for  no  valves  are 
required  to  effect  the  distribution  of  the  water  in  the  chamber. 

More  than  two  thousand  of  these  meters  are  in  use  in  New  York 
City. 
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APPARATUS  AND  METHODS  OF  MINING  AND  MET- 
ALLURGY. 


By  HENRY  M.  HOWE. 


A.— Boring  and  shaft-sinking. 


(1)  Lippmann's  patent  filtering  column* — Figs.  1, 2,  and  3 — is  a  de- 
vice for  obtaining  clear  water  from  quicksands,  etc.  It  consists  of 
a  thin-walled  polygonal  cast-iron  column,  in  sections,  bolted  together 
tandem,  made  up  of  6-inch  square  panels,  as  shown  in  Fig.  3.  On 
the  outer  face  of  each  panel  are  eight  radial  channels,  leading  to  a 

1-inch  hole,  A,  Fig.  1,  in  the  cen- 
ter of  the  panel,  the  hole  passing 
completely  through  the  wall  of 
the  column.  A  porous  6-inch 
square  tile,  &,  is  laid  in  each 
panel,  as  shown  in  Figs.  1  and  2, 
and  cemented  around  its  edges 
to  the  flanges  which  bound  the 
panel.  These  porous  tiles  are 
the  filterers ;  the  channels  in  the 
face  of  the  panels  lead  the  water, 
which  penetrates  the  tiles,  to- 
ward the  central  hole  of  each 
panel,  and  through  this  hole 
to  the  interior  of  the  column, 
whence  the  water  is  pumped  to 
the  surface. 

The  procedure  is  as  follows : 
First  a  well,  C,  considerably 
larger  in  diameter  than  the  fil- 
tering column  is  to  be,  is  sunk 
to  the  water-bearing  stratum 
and  lined  with  masonry  or  iron 
piping,  as  the  case  may  be.  Next,  a  common  closed  iron  pipe,  of  di- 
ameter intermediate  between  this  upper  well  and  the  filtering  col- 
umn, is  sunk  in  the  water-bearing  stratum  to  the  depth  deemed  suita- 
ble for  the  filtering  column.    The  filtering  column  itself,  its  upper 

•See  Le  Genie  Civil,  mi,  No.  25,  p.  390,  October  20, 1888. 
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end  preferably  prolonged  by  a  comihon  closed  pipe,  D,  as  shovm  in 
Fig.  3,  and  its  lower  end  closed  with  an  iron  plate,  E,  is  next  sunk 
within  the  temporary  piping,  which  is  then  drawn  up,  loaving  the 
filtering  column  in  contact  with  the  quicksand  or  other  material  of 
which  the  water-bearing  stratum  is  composed. 

This  device  was  adopted  at  Rambouillet,  near  Paris,  where  the 
extremely  fine  Fontainebleau  sands  are  said  to  contain  very  good 
drinking  water,  of  which,  however,  the  authorities  were  unable  to 
avail  themselves ;  for  "  in  spite  of  all  precautions  and  of  many  and 
varied  experiments,  the  dangers  and  inconveniences  due  to  the  fluidity 
of  the  sand  manifested  themselves  so  intensely  and  persistently  "  as 
to  defeat  all  efforts  to  obtain  a  water  supply. 

Here  a  filtering  column,  15}  inches  in  diameter  and  11  feet  6  inches 
long  with  a  filtering  surface  of  32^  square  feet,  was  sunk  within  a 
temporary  tubing  22  inches  in  diameter.  The  base  of  the  filtering 
column  lies  at  a  depth  of  39  feet  5  inches,  and  is  immersed  23  feet  in 
water.  Two  pumps  drew  3,000  gallons  per  hour  from  this  filter,  for 
several  days  in  succession,  without  lowering  the  surface  of  the  water 
below  the  limit  of  suction. 

It  is  stated  that  the  filter  has  now  been  in  use  for  18  months,  and 
that,  far  from  becoming  clogged,  it  gives  out  20  per  cent,  more 
water  than  at  first. 

(2)  Nexu  boring  tools, — The  first  four  which  will  be  described  are 
shown  by  Lippmann,  *  following  ones  by  Arrault,  f,  the  last  by  Beoot.  X 
We  are  indebted  to  these  gentlemen  for  the  cuts. 

I.  Lifting-ram,  Fig.  4. — This  tool  is  designed  for  freeing  the  tre- 
pan in  case  it  becomes  wedged  in  the  rock  at  the  bottom  of  the  bore- 
hole. Should  this  occur,  the  rods  are  unscrewed  from  the  trepan, 
the  ram  shown  is  then  lowered  through  the  tube,  whose  bore  it  al- 
most exactly  fits,  so  that  the  female  screw  d  on  its  lower  end  readily 
catches  the  male  screw  on  the  upper  end  of  the  trepan,  to  which  it 
is  then  easily  attached  by  screwing. 

The  ram  is  then  pulled  up  repeatedly  by  means  of  light  rods  reach- 
ing to  the  surface  and  attached  to  its  ears  a  a.  It  is  then  hammered 
against  the  shoulder  c,  the  blow  thus  delivered  loosening  and  finally 
releasing  the  trepan  from  the  crevice  in  the  rock  in  which  it  has 
been  caught. 

The  upward  blows,  delivered  thus  close  to  the  trepan  itself,  are 
clearly  much  more  effective  than  upward  blows  delivered  at  the  sur- 
face, for  the  force  of  the  latter  is  met  and  opposed  by  the  resilience  and 
inertia  of  the  whole  length  of  rods  reaching  from  the  surface  to  the 
bottom  of  the  bore-hole. 

II.  Reamer,  Fig.  5. — This  is  designed  for  reaming  out  the  rock  in 
the  bore-hole  immediately  below  the  end  of  the  tubing. 

♦Edouaxd  Lippmann  et  C5ie.,  36  Rue  de  Chabrol,  Paris, 
t  A.  Paulin  Arrault,  69  Rue  Rochechouart,  Paris. 
X  H.  Becot,  25  Rue  la  Quintinie,  Paris. 
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e  e  are  the  cutting  edges  of  the  cutting  tools,  which  are  pivoted  to 
the  rod.  As  shown,  they  just  fit  easily  in  the  tubing.  Cords,  h  h 
and  t,  on  each  side  of  the  rod  are  attached  to  little  pins,  k  k,  on  the 
cutting  tools.  As  the  reamer  is  lowered  through  the  bore-hole  these 
conls  grow  wet,  shrink,  and  thus  act  as  strong  springs  to  rotate  e  e 
about  the  pivot,  throwing  the  cutting  edges  outward  till  their 
shoulders  just  above  k  k  rest  against  the  fixed  flange  above  them 
on  the  rod. 


Fio.  4.— Ufting  ram. 


9. 

Fio.  5.— Reamer. 

Lippmann's  Boring  Tools. 


Fio.  6.— Pipe-cutter. 


The  tool  is  readily  withdrawn,  for  when  it  is  drawn  upward  the 
outer  e^lges  of  the  cutting  tools  e  e  are  pressed  against  the  lower 
edge  of  the  tube,  and  the  tools  are  thus  folded  together  again  and 
brought  into  the  position  shown  in  the  cut. 

The  cords  h  h  and  i  of  course  play  the  part  of  very  simple  springs. 

III.  Pipe-cutter,  Fig.  6. — This  tool  is  designed  for  cutting  the  tub- 
ing apart  at  any  depth  in  the  bore-hole. 

The  tool  is  lowered  to  the  proper  position,  and  the  cutting  tool  a 
is  then  driven  outward  till  it  bears  against  the  walls  of  the  tube,  by 
turning  the  rod  in  the  direction  of  arrow  p  (i.  e?.,  to  the  left).    In  do- 
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ing  this  the  little  cam  6,  by  its  own  friction  against  the  walls  of  the 
tube,  is  rotated  in  the  direction  of  arrow  e;i.e.,  it  is  opened,  for 
when  closed  it  just  fitted  easily  within  the  tube.  When  the  cam  is 
thus  opened  it  jams  against  the  walls  of  the  tube  and  prevents  the 
head  //  from  turning.  Under  these  conditions  the  rod  g  alone  turns, 
sliding  over//  by  means  of  the  rachet  c. 

As  the  rod  thus  turns  in  the  direction  of  arrow  the  conical  head 
h  is  driven  downward  by  the  left-handed  screw-thread  shown  just 
above  it,  thus  forcing  the  cutting  tool  a  outward  a  little,  and  by 
this  means  feeding  the  tool  toward  its  work. 

As  the  teeth  of  the  rachet  slip  past  each  other  each  click  is  dis- 
tinctly perceptible  at  the  surface,  by  sound  and  feeling,  as  the  work- 
man holds  his  hand  against  the  upper  part  of  the  rod.    In  this  way 


ft 


Fio.  7.— Side  view.  Fio.  8.— SectloiL 

lAFFMAXV^B  NiPPEBS  FOR  ShAFT  SunLZNO. 


he  knows  just  how  far  the  rachet  has  turned,  and  hence  just  how  far 
the  cutting  tool  a  has  been  fed  out,  at  any  given  instant.  ,  He  can  thus 
stop  this  left-handed  rotation  when  a  has  been  fed  out  far  enough, 
and  then  proceed  to  turn  the  rod  to  the  right  in  the  direction  of 
arrow  e.  This  motion  folds  the  eccentric  b  inward,  so  that  it  no 
longer  jams  in  the  tube,  and  a  cuts  into  the  tube  as  the  rod  contin- 
ues to  turn  to  the  right. 

When  the  cutter  head  has  made  a  few  revolutions  the  maneuver 
must  be  repeated,  so  as  to  feed  the  tool  out  a  little  farther,  and  these 
processes  are  repeated  till  the  tube  is  cut  through. 

IV.  Nippers  for  shaft-sinking,  Figs.  7  and  8. — This  tool  is  de- 
signed for  gripping  and  lifting  to  the  surface  tools,  etc.,  which  have 


Digitized  by  Google 


METHODS  OF  MINING  AND  METALLURGY,  253 

fallen  to  the  bottom  of  a  shaft  which  is  being  sunk  by  the  Klind- 
Chaudron  process,  i.  6.,  while  the  shaft  is  full  of  water.  It  differs 
from  the  nippers  used  in  bore-holes,  chiefly  in  being  ^f  larger  size 
and  having  four  jaws  instead  of  two. 

V.  Light  sinking  outfit. — Fig.  9  shows  a  light  portable  iron  appa- 
ratus, by  Arrault,  suitable  for  sinking  bore- holes  to  depths  of  from 
50  to  65  feet. 


lis.  0.— Anmult'8  portable  sinking  outfit,  for  holes  from  60  to  65  feet  deep. 


The  legs  of  the  tripod  are  made  of  iron  piping.  Arrault  shows  or 
describes  four  other  sizes  of  this  apparatus,  the  largest  suitable  for 
sinking  bore-holes  to  a  depth  of  650  feet.  In  all  the  sizes  except  the 
one  shown,  a  hand-winch  is  used  for  raising  the  tools,  etc.,  and  the 
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tripod  is  braced  more  or  less  strongly.  I  condense  certain  informa- 
tion concerning  these  sinking  outfits  in  the  following  table: 


Table  I.   Dimemmaua,  ete.^  of  AmmW»  Ughi  bwmg  tmifiL 


Depth  for 
which  the 
outfit  is 
suited. 

Weight,  in  pounds. 

Cost  at  Paris.* 

Number 

Diameter  of  bore-hole, 
in  inches. 

No. 

Sinking 
appa- 
ratus. 

Tools. 

Piptog. 

Total. 

All  ex- 
cept 
pipmg. 

Piping. 

of  men 
needed. 

1 

40  to  6d 

290 

386 

307 

1,006 

1180 

$62 

2 

8.74  and  2.75. 

3 

66  to  88 

672 

1,001 

9S6 

9,688 

840 

10 

8 

6.11,  3.74,  and  2.75. 

a 

116  to  197 

1.390 

2,460 

8,086 

6.950 

780 

890 

4 

8.07,  6.50  and  5.11. 

4 

107  to  838 

2.006 

7,478 

7,716 

17,196 

1,800 

770 

6 

9.84,  8.07,  6.50  and  6.11. 

6 

488  to  666 

3,880 

16,960 

17,687 

87,477 

8,700 

1,760 

6 

12,  9.84.  8.07, 6.50,  and  5.11. 

*  At  the  rate  of  5  franc8=|l. 


M.  Arrault  informs  me  that  with  this  light  outfit  the  distance 
sunk  by  hand  per  10  hours  should  be  about  3  feet  to  2  feet  6  inches 
for  limestone,  5  feet  for  very  soft  rock,  and  6  to  12  for  sand,  etc. 

Using  steam  a  bore-hole  15  inches  in  diameter  should,  he  states,  be 
sunk  at  first  at  the  rate  of  about  15  feet  per  24  hours.  He  informs 
me  that  he  has  sunk  through  197  feet  of  limestone,  passing  from  a 
depth  of  197  feet  to  one  of  394  feet,  in  15  days,  the  hole  being  driven 
true  enough  for  piping. 

Mr.  Lippmann  informs  me  that  he  sunk  the  Montron  well  (Loire), 
whose  final  diameter  is  10  inches,  to  a  depth  of  1,650  feet  in  16 
months.  He  shows  a  collection  of  small  crustaceans  and  fishes,  some 
of  which  were  4  inches  long,  which  have  come  up  through  deep  ar- 
tesian wells. 

VI.  Solid  trepans, — Arrault  shows  a  large  trepan,  with  a  cutting 
edge  39  inches  long,  cast  as  a  single  ^ece  in  chrome  steel,  and  weigh- 
ing about  1,000  pounds.  Theso  heavy  trepans  have  hitherto  usually 
been  built  up.  For  the  single-piece  trepan  cheapness,  strength,  and 
simplicity  are  claimed. 

VII.  Couplings  for  rods. — Instead  of  having  a  socket  and  female 
thread  on  the  lower  end  of  each  rod,  which  fits  a  male  thread  on  the 
upper  end  of  the  next  lower  rod,  Arrault  joins  the  rods  by  couplings 
or  sleeves,  quite  like  the  couplings  of  common  wrought-iron  pipes 
of  small  diameter.  To  diminish  the  wear  he  rivets  the  coupling  to 
one,  say  the  upper,  of  the  two  rods  which  it  unites,  the  screwing  and 
unscrewing  thus  taking  place  wholly  between  the  coupling  and  the 
lower  rod.  After  these  threads  are  so  far  worn  that  they  are  no 
longer  safe,  he  draws  the  pin  by  which  the  coupling  was  riveted  to 
the  upper  rod,  and  then  rivets  the  coupling  fast  to  the  lower  rod, 
so  that  after  this  has  been  done  the  screwing  and  unscrewing  take 
place  between  the  coupling  and  the  upper  rod.  In  this  way  the 
threads  on  rod  and  coupling  need  not  be  renewed  until  this  second 
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set  of  threads  has  been  worn  out.  In  effect,  this  is  substituting  the 
wear  of  a  coupling  for  part  of  the  wear  of  a  rod-end;  and  the  advan- 
tage is  that  it  is  easier  to  replace  a  coupling  than  to  replace  a  rod- 
end. 

VIII.  BeU  and  cane  joints, — To  compensate  for  the  wear  of  the 
threads  at  the  joints  of  boring  rods,  Becot  makes  the  socket  contain- 
ing the  female  screw  bell-shaped  and  the  male  screw  cone-shaped, 
diminishing  the  diameter  by  15  per  100  of  the  length  of  the  screw. 
As  the  threads  wear,  they  can  always  be  made  tight  by  screwing 
them  together  farther  and  farther.  He  also  makes  the  section  in 
the  screwed  ends  considerably  larger  than  in  the  shank,  so  that  when 
rupture  occurs  it  may  always  be  in  the  shank,  as  this  is  far  more 
readily  repaired  than  the  threaded  ends. 

M.  Becot  states  that  neither  of  these  devices  is  original  with  him. 

(3)  The  Kind'Chaudron  process  tov  sinking  shafts  through  bad, 
and  especially  through  water-bearing  ground,  consists  first  in  sink- 
ing the  shafts  as  one  does  a  common  bore-hole,  i,  e. ,  without  pump- 
ing; the  shaft  while  sinking  remaining  full  of  water,  and  the  rock 
or  earth  driven  through  being  removed  by  tools  similar  to  those 
used  in  sinking  deep  bore-holes  (trepans,  etc.),  but  of  course  of  di- 
ameter corresponding  to  that  of  the  shaft.  Secondly,  in  lining  or 
"tubbing"  the  shaft  before  unwatering it,  by  lowering  through  the 
hole  thus  sunk  a  water-tight  tubbing  column  composed  of  massive 
cast-iron  rings  or  tubs,  each  ring  cast  in  a  single  piece,  flanged  and 
accurately  faced  at  each  end,  and  bolted  firmly  to  the  adjoining 
rings.  The  annular  space  between  this  tubbing  and  the  walls  of  the 
shaft  is  then  filled  from  bottom  to  top  with  hydraulic  cement,  and 
not  till  then  is  the  water  pumped  out  of  the  shaft. 

The  tubbing  column  is  bolted  together  ring  by  ring  as  it  is  lowered 
through  the  water.  Its  descent  is  facilitated  by  closing  its  lower 
end  with  a  water-tight  false  bottom,  A  A,  Fig.  10,  so  that  the  tub- 
bing column  floats  in  the  water,  the  cast-iron  walls  of  a  ring  of 
tubbing  weighing  less  than  the  water  which  it  displaces.  In  this 
false  bottom  is  a  pipe,  B,  which  is  continued  up  through  the  tubbing 
as,  by  the  addition  of  ring  after  ring,  the  column  grows;  and,  by 
means  of  cocks  in  this  pipe,  water  is  admitted  from  time  to  time  into 
the  interior  of  the  tubbing  in  quantity  sufficient  to  cause  it  to  sink 
far  enough  to  bring  its  upper  end  to  a  convenient  height  for  attach- 
ing more  rings.  This  false  bottom  is,  of  course,  finally  removed, 
after  the  tubbing  has  been  made  fast,  the  shaft  being  sunk  through 
the  good  ground  beyond  by  the  usual  methods. 

I.  The  joint  between  the  bottom  of  the  tubbing  and  the  surround- 
ing rock  is  made  tight,  by  a  sort  of  gland  and  packing  arrangement, 
much  like  that  of  a  common  stuffing  box,  so  that  the  water  may  not 
leak  into  the  shaft  around  and  under  the  bottom  of  the  tubbing. 
The  gland- ring  C  C  D  D,  Fig.  10,  lies  below  the  false  bottom  and  within 
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the  lower  joint  of  the  tubbing;  outside  this  ring,  and  between  its 
lower  flange  C  C  and  the  flange  E  E,  at  the  bottom  of  the  tubbing 
proper,  the  annulus  called  the  "  moss-box"  lies.  In  this  annulus  a 
quantity  of  clean  dry  moss  is  tightly  packed,  while  the  lower  rings 
of  the  tubbing  are  still  above  ground.  The  moss  is  held  in  place  by 
a  stout  netting  while  the  tubbing  is  descending  through  the  water. 
When  the  tubbing  reaches  the  bottom  Of  the  shaft,  the  flanges  C  are 
first  stopped  as  they  strike  against  the  ledge,  i.  e.,  the  bottom  of  the 
shaft,  and  as  the  column  of  tubbing  continues  to  descend,  the  flanges 


Fio.  10.— -False  bottom,  moss  box.  etc.,  for  the  lower  end  of  the  tubbfngr^column  of  thelQnd-Chaudrou 
process.   Dimensions  are  in  meters. 

E  E  are  brought  nearer  and  nearer  to  the  flanges  C  C,  so  as  to  com- 
press the  moss  powerfully  both  outward  against  the  rock  which 
forms  the  walls  of  the  shaft,  and  downward  against  that  which  forms 
its  bottom,  quite  as  the  gland  presses  the  packing  in  a  common 
stuffing  box  against  its  walls  and  against  the  piston  rod.  When  the 
tubbing  column  is  completely  lowered,  its  whole  weight  rests  on  this 
moss. 

These  details  probably  suffice  to  enable  the  reader  to  understand 
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the  following  description  of  the  progress  made  with  the  Kind- 
Chandron  process  since  1878.*  Further  information  is  accessible  to 
American  readers  in  M.  Deby 's  paper  on  this  process,  f 

II.  Progress  between  1878  and  1889. — In  this  period  sixteen  shafts 
have  been  begun  or  finished  by  this  process:  In  Belgium,  5;  in 
France,  3 ;  in  Britain,  1 ;  in  Germany,  7. 

The  bottom  of  the  tubbing  of  these  shafts  lies  at  a  depth  of  from 
303.4  to  1,066  feet  below  the  surface,  the  sum  of  the  depths  of  the 
bottoms  of  these  sixteen  tubbings  being  9,076  feet.  Three  of  these 
shafts  are  in  course  of  execution. 

Shafts  of  greater  importance  than  those  formerly  sunk  have  been 
successfully  sunk  in  this  period,,  some  of  them  through  quicksand. 
I  will  now  describe  two  of  the  most  important  of  these. 

III.  Sinking  the  Ghlin  (Belgium)  shafts, — These  two  shafts,  whose 
tubbing  reaches  to  depths  of  1,011  and  1,066  feet,  respectively,  were 
begun  in  May,  1873.  The  sinking  and  tubbing  of  the  first  shaft 
were  finished  in  February,  1885,  those  of  the  second  shaft  in  April, 
1887. 

The  ground  sunk  through  consists  of — 

First.  Tertiary  and  Quaternary  water-bearing  strata,  loose  and 
quick,  reaching  from  the  very  surface  to  a  depth  of  about  65  feet. 

Second.  The  marls,  flints,  and  greensands  of  the  Upper  Cretaceous, 
apparently  bearing  much  water. 

Third.  The  Cretaceous  quicksands,  known  as  "sables  achdniens," 
which  present  the  real  difficulty. 

First  a  ring  of  masonry  (see  Fig.  11),  21  feet  4  inches  in  diameter 
inside  and  2  feet  thick,  was  sunk  to  a  depth  of  23  feet,  by  removing 
the  sand  and  freeing  its  inner  circumference  as  much  as  possible, 
while  pressing  downward  on  the  upper  surface  of  the  masonry  it- 
self. At  this  depth  serious  difficulties  arose,  and  it  was  therefore 
decided  to  drive  the  masonry  no  farther. 

By  this  time  the  regular  sinking  plant  was  installed,  and  the  en- 
gineers now  proceeded  to  sink  a  cast-iron  column,  using  a  light  tre- 
pan, dredging  buckets,  etc.  With  these  tools  and  with  the  aid  of 
presses  placed  above  the  shaft,  a  cast-iron  column  was  sunk  at  No, 
1  shaft  through  the  upper  water-bearing  sands  to  a  depth  of  39  feet. 
Within  this  a  second  cast-iron  column  was  farther  driven  to  a  depth 
of  59  feet,  when  it  reached  the  upper  part  of  the  marls.  The  two 
cast-iron  columns  were  much  injured  in  this  descent,  and  even 
cracked,  for  there  was  much  difficulty  in  piercing  the  quartzose 

*  Condensed  from  an  interesting  paper  by  M.  Chaudron;  excerpt  from  ''Indus- 
trie Modeme/'  A.  D.  1889, 51  Rue  Taitbout,  Paris. 

t  Trans.  American  Inst,  of  Mining  Engineers,  v,  p.  117,  1877.  M.  Deby  here 
illustrates  the  tools  used  in  this  process.  See  also  a  paper  by  Mr.  A.  Demmler,  read 
before  the  Manchester  Geological  Society,  January  29,  1878.  Fig.  10  is  taken  from 
tlus  last  paper. 
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Fio.  1 


Fio.  18. 


Part  section  of  No.  2  shaft  at  Ohlin,  Belgium,  sunk  through  quicksand  by  the  Kind-Chaudron 

masses  which  they  met  in  the  sands.  The  shaft,  however,  was  still 
plumb,  and  had  a  clear  inside  diameter  of  nearly  19  feet.  In  view 
of  the  importance  and  depth  of  this  shaft,  and  of  the  expected  per- 
manence of  the  workings,  it  was,  of  course,  imperative  to  tub  these 
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upper  water-bearing  sands  most  securely,  since  any  failure  of  the 
tubbing  would  deluge  the  workings  below  with  avalanches  of  sand. 
A  third  cast-iron  column  was  therefore  sunk  within  the  first  two  to 
a  depth  of  70  feet  6  inches  beneath  the  water,  its  lower  end  resting  in 
the  marl.  The  annular  space  between  this  column  and  the  two  outer 
ones  was  then  filled  with  concrete,  and  the  water-bearing  sands  were 
thus  firmly  sealed  up. 

In  the  second  shaft,  profiting  by  the  experience  with  the  first,  the 
engineers  were  enabled  to  reach  the  solid  marl,  at  a  depth  of  78  feet 
9  inches,  with  two  columns  of  cast-iron  instead  of  three,  as  shown  in 
Fig.  11.    This  was  accomplished  toward  the  end  of  December,  1874. 

Sinking  through  the  marl, — Here  a  relatively  narrow  preliminary 
shaft  was  first  sunk,  and  then  reamed  out  to  a  diameter  of  14  feet  5 
inches.  After  some  trials  it  was  found  that  a  diameter  of  6  feet  6 
inches  for  the  preliminary  shaft  gave  better  results  than  a  smaller 
one  of,  say,  4  feet  6  inches,  a  shaft  of  the  former  size  sinking  as  eco- 
nomically  and  almost  as  fast  as  the  smaller  one,  and  being  reamed 
out  to  the  final  size  of  14  feet  5  inches  much  more  quickly. 

For  sinking  this  large  shaft  a  trepan  was  used  which,  without  its 
accessories,  weighed  20  gross  tons,  while  the  trepans  for  the  prelim- 
inary shafts  weighed  from  10  to  12  tons.  In  1876  relatively  slight 
progress  was  made,  as  very  compact  silicious  ground  was  met,  which 
the  trepans  simply  crushed  instead  of  cutting.  The  engineers  in 
charge  were  driven  to  trying  the  free-fall  arrangement  for  the  cut- 
ting tools,  and  finally  developed  a  form  of  it  which  was  easily  applied, 
and  which  doubled  the  rate  of  sinking.* 

After  several  years'  work  the  water-bearing  marls  were  success- 
fully passed,  impermeable  ground  was  reached,  and  at  a  depth  of  925 
feet  it  was  thought  that  the  Coal  Measures  had  been  reached.  What 
was  their  disappointment,  however,  on  finding  wholly  unexpectedly, 
and  at  a  depth  of  about  930  feet,  a  bed  of  quicksand  some  50  feet  thick 
{soble  hovlant  achenim). 

In  shaft  No.  1  three  sheet  wrought-iron  columns  were  successively 
sunk  in  this  quicksand,  reaching  comparatively  firm  ground  in  the 
Coal  Measures  at  a  depth  of  984  feet.  The  dimensions  of  these  wrought- 
iron  columns  were  as  follows : 


Diameter. 

Length. 

Depth  of 
lower  end 
below 
surface. 

Ft.  Tn. 

Feet. 

Feet. 

18  8» 

17 

961 

18  9 

28 

974 

12  11 

964 

*Thi8  form  of  free  fall  was  invented  by  M.  A.  Vancranem,  and  patented  (in  Bel- 
gium) on  April  18,  1879. 
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Unfortunately  the  schist  on  which  the  quicksand  rested  was  itself 
very  treacherous,  and  in  order  to  find  a  solid  base  for  the  tubbing 
itself  it  was  found  necessary  to  sink  with  the  trepan  to  a  depth  of 
1,007  feet,  following  up  this  sinking  with  still  another  wrought-iron 
column,  which  extended  to  a  depth  of  997  feet  from  the  surface. 

In  shaft  No.  2,  again  profiting  by  the  experience  in  shaft  No. 
1,  they  reached  the  coal-bearing  strata  with  two  wrought-iron  col- 
umns ;  but  a  third  and  supplementary  one  had  later  to  be  placed 
above.  But  though  they  passed  thus  comparatively  readily  through 
these  quicksands,  new  trouble  arose  in  the  coal-bearing  strata. 
They  found  the  schist  at  a  depth  of  1,007  feet,  but  they  had  to  push 
down  to  a  depth  of  1,063  before  finding  safe  foundation  for  the  final 
cast-iron  tubbing  column,  and  to  carry  the  wrought-iron  tubbing  to  a 
depth  of  1,050  feet.  Thus  the  five  successive  columns  of  wrought- 
iron  tubbing  used  in  the  lower  part  of  shaft  No.  2,  as  shown  in  Fig. 
12,  sealed  up  126  running  feet  of  treacherous  ground. 

Sinking  the  tubbing, — The  shaft  having  thus  been  sunk  to  firm 
ground,  and  being  still  full  of  water,  the  relatively  easy  work  of 
sinking  the  final  columns  of  cast-iron  tubbing,  each  of  which  was 
to  tub  one  of  the  shafts  from  top  to  its  present  bottom  as  a  single 
solid  water-tight  lining,  now  began.  The  tubbing  column  of  No.  1 
shaft,  consisting  of  214  castriron  rings,  with  a  total  height  of  1,007 
feet,  was  lowered  into  place  in  less  than  2  months  ;  but  an  accident 
occurred  which  threatened  most  serious  disaster. 

In  sinking  the  tubbing  column  through  the  water,  as  it  floats  on 
its  false  bottom,  the  latter  has  to  support  the  whole  weight  of  the 
column  above,  less  the  weight  of  the  water  admitted  intentionally 
within  the  tubbing  to  enable  it  to  sink,  or,  in  the  present  case,  some 
2,200  tons.  Now,  when  the  tubbing  had  been  lowered  to  a  depth  of 
about  740  feet,  and  while  there  were  still  64  cast-iron  rings  to  set 
and  bolt  upon  its  upper  end,  a  leak  occurred  in  the  false  bottom. 
Had  the  bottom  itself  broken,  or  had  some  joint  sprung  a  leak  ? 

Of  course  here  was  serious  danger  that  the  water  would  accumu- 
late within  the  tubbing  not  only  faster  than  they  could  pump  it  out, 
but  so  fast  that  the  whole  mass  would  sink  to  the  bottom  with  a  rush. 
There  was  nothing  for  it  but  to  pump  for  dear  life,  and  to  bolt  ring 
after  ring  to  the  top  of  the  column  as  fast  as  possible,  and  so  strive 
to  keep  its  head  above  water,  working  without  ceasing  day  and  night. 
At  length,  after  nine  days  of  this  peril  and  strain,  the  tubbing 
reached  the  bottom  of  the  shaft  and  rested  safely  on  the  rock,  its  top 
still  within  reach.    The  shaft  was  saved. 

To  avoid  the  danger  of  another  occurrence  of  this  kind  the  tub- 
bing of  No.  2  shaft  was  provided  with  two  false  bottoms,  one  at  its 
very  base,  the  other  about  250  feet  higher  up.  Thus  the  first  false 
bottom  had  to  support  only  the  first  150  rings  of  tubbing  before  being 
reenforced  by  the  second.    It  is  evident  that,  by  admitting  water 
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into  the  space  between  the  two  false  bottoms  and  thus  compressing 
air  between  them  the  upper  false  bottom  can  be  made  to  support  as 
much  of  the  weight  of  the  whole  as  is  desired. 

The  work  of  surrounding  the  tubbing  columns  with  mortar  (b^- 
ton)  presented  no  features  of  especial  interest,  though  indeed  it  was 
no  simple  matter  to  place  the  little  bucketfuls  of  mortar  at  a  depth 
of  over  1,000  feet.  The  work  occupied  about  2  months  at  No.  1  shaft. 
Four  little  steam  engines  drove  double  lines  of  wire  rope,  which 
took  the  full  buckets  to  the  bottom  and  brought  the  empty  ones  up. 

IV.  Shaft  at  Gneisenau, — Sinking  tubbitig  columns  beneath  the 
water  level, — The  Kind-Chaudron  tubbing  column  usually  extends 
unbroken  from  the  bottom  of  the  water-bearing  strata  to  the  surface. 
At  Gneisenau,  in  Westphalia,  however,  the  water-bearing  strata, 
some  140  feet  thick,  are  overlaid  by  some  660  feet  of  good  ground, 
in  which  a  shaft  could  be  sunk  and  lined  in  the  usual  manner  with- 
out resorting  to  the  Kind-Chaudron  process.  On  piercing  the  water- 
bearing strata,  however,  the  water  gushed  into  the  shaft,  and  filled 
it  nearly  to  the  surface. 

To  unwater  the  shaft  was  plainly  impossible.  It  was  therefore 
sunk  while  full  of  water,  through  the  water-bearing  ground,  by  tre- 
pan and  sludge  box.  It  was  now  clearly  unnecessary  to  tub  the 
whole  depth  of  the  shaft;  the  upper  660  feet  were  in  good  ground, 
and  all  that  was  necessary  was  to  tub  the  140  feet  of  bad  ground, 
and  to  seal  up  the  annular  space  between  the  tubbing  and  the  rock 
at  either  end,  so  that  water  might  not  leak  around  the  ends  of  the 
tubbing;  for  safety,  however,  the  tubbing  column  was  made  82  feet 
longer  than  the  thickness  of  the  bad  ground,  so  that  its  ends  might 
be  the  more  Securely  sealed. 

The  tubbing  column  was  put  together  in  the  usual  way,  setting 
ring  after  ring  on  its  upper  end,  and  sinking  it  little  by  little  by  ad- 
mitting water  from  time  to  time  into  its  interior,  so  that  its  head  was 
ever  at  a  level  convenient  for  setting  more  rings.  But  in  order  that 
the  tubbing  column,  some  220  feet  long,  might  be  readily  lowered 
through  the  600-odd  feet  of  water  which  overlay  the  portion  it  was  to 
occupy,  it  was  closed  at  top  as  well  as  bottom,  only  enough  water 
being  admitted  into  it  to  enable  it  to  sink  at  fair  speed  through  the 
water. 

It  was  thus  lowered,  being  still  controlled  by  rods  which  passed 
up  through  the  overlying  water  to  the  surface.  It  was  like  lower- 
ing a  gigantic  closed  can  far  below  the  surface  of  the  water.  When 
it  came  to  rest  at  the  bottom  of  the  shaft  a  valve  in  the  false  top  was 
pulled  open  by  a  wire  which  reached  to  the  surface.  The  water  now 
rushed  into  the  tubbing  column,  and  its  weight  pressed  the  moss 
box  or  stuflBing  box  at  its  lower  end  hard  against  the  rock  walls 
of  the  shaft.  The  annular  space  around  the  tubbing,  between  it  and 
the  rock  walls  of  the  shaft,  was  now  filled  with  b^ton,  which  was 
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lowered  by  little  buckets  guided  by  wires  which  had  been  attached 
to  the  outer  circumference  of  the  tubbing  at  its  lower  end  before  low- 
ering it,  and  which  ran  to  the  surface. 

The  shaft  was  now  pumped  dry,  the  water  of  the  bad  ground  be- 
ing effectually  shut  out  by  the  tubbing,  moss  box  and  bdton.  The 
false  top  and  bottom  of  the  tubbing  were  removed,  and  the  shaft  was 
continued  into  the  good  ground  beyond. 

(4)  Lippmann^s  modifications  of  the  Kind-Chaudron  process. — 
Lippmann  has  abandoned  the  moss-box  arrangement,  and  instead 
places  a  ring  of  iron  filings  or  turnings  around  the  outside  of  the 
bottom  of  the  tubbing,  so  as  to  form  a  species  of  rust- joint.  The 
iron  filings  may  be  lowered  quite  as  the  bdton  is. 

Instead  of  lowering  this  by  little  buckets  he  runs  it  down  after 
mixing  it  with  water,  through  sheet-iron  pipes  4  inches  in  diameter, 
which  reach  from  the  surface  to  the  bottom  of  the  annular  space 
between  tubbing  and  rock.  A  little  iron  rod  reaches  down  through 
each  of  these  pipes.  By  moving  it  occasionally  the  b^ton  is  pre- 
vented from  clogging  in  the  pii)e.  The  sheet-iron  pipes  are  of  course 
shortened  as  the  work  proceeds.  After  a  little  practice  the  men  can 
fill  about  50  running  feet  in  8  hours,  which  appears  to  be  much 
quicker  work  than  that  accomplished  by  Chaudron's  plan.  We  saw 
that  2  months  were  needed  to  back  about  1,000  running  feet  of  tub- 
bing by  Chaudron's  method  at  Ghlin. 

Lippmann  further  dispenses  with  the  internal  column  of  piping 
B,  Fig.  10,  with  its  series  of  cocks,  and  instead  has  a  single  cock  in 
the  false  bottom  itself.  This  cock  is  opened  and  shut  by  a  lever 
moved  from  the  surface.  He  objects  to  the  internal  column  on  the 
ground  that  it  is  liable  to  be  broken,  thus  flooding  and  sinking  the 
tubbing  column. 

We  saw  that  Chaudron  first  sinks  a  preliminary  shaft,  which  he 


which,  as  shown  in  Fig.  14,  cuts  the  rock  up  into  a  series  of  lozenges. 
With  this  trepan  he  sinks  the  shaft  at  once  of  full  size. 


later  reams  out  to  the  full  di- 
ameter sought.  This  is  because 
a  single  straight-edged  trepan 
works  disadvantageously  when 
of  large  diameter ;  for  even  if  it 
be  turned  only  through  a  very 
small  angle  between  successive 
strokes,  the  distance  between 
successive  cuts  near  the  circum- 
ference is  very  considerable. 


Fio.  13.— Lippmann's  Fio.  14.— Shape  of  cuts  made  by 
doubly  Y  trepan.       Lippmann '8  double  Y  trepan. 


To  avoid  this  Lippmann  uses 
a  trepan  like  that  shown  in  plan 
in  Fig.  13,  a  sort  of  double  Y, 
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B. — Rock  drills  and  air  compressors  for  mines. 

(5)  The  Bosseyeuse  or  wedging  drill*  for  drilling  and  breaking 
down  rock, — This  machine  is  a  rock  drill,  which  can  be  swung  easily 
either  vertically  or  horizontally  while  working,  so  that  it  may  cut 
at  will  either  the  common  round  holes  or  long  slots.  It  is  further 
provided  with  a  ram-head  (Fig.  22),  for  striking  the  wedges  (Fig.  21), 
which  are  used  for  breaking  down  the  rock.  To  use  this  ram-head 
we  detach  the  common  drill  bit  and  attach  the  ram-head  in  its  place. 

The  machine  was  devised  for  driving  levels  in  coal  mines  without 
using  explosives,  breaking  the  rock  down  by  wedding  instead  of  by 
blasting.  It  is  reported  that  eighteen  out  of  the  twenty-three  explo- 
sions examined  by  the  Belgian  administration  of  mines  in  the  three 
years  ending  in  1882  were  caused  by  the  use  of  powder. 

I  will  first  describe  the  machine  itself  and  then  its  use,  especially 
the  system  of  wedging  employed  for  driving  levels,  etc*. 

Fig.  15  shows  the  wedging  drill  and  the  wedges  in  place ;  Figs.  16 
to  19  the  details  of  the  machine,  Fig.  20  the  bit.  Fig.  21  the  wedge 
and  feathers.  Fig.  22  the  ram-head. 

The  drill  itself  is  about  4  feet  high  and  2  feet  6  inches  wide,  and 
can  drive  levels  from  4  feet  high  by  5  feet  wide  to  8  feet  high  and  11 
feet  wide.t  **It  is  mounted  upon  a  carriage  running  on  wheels,  G 
and  H,  and  capable  of  being  fixed  by  the  screw  J  and  sleeper  K  (Fig. 
15).  In  the  center  of  this  carriage  is  an  upright  upon  which  is 
mounted  a  frame  capable  of  being  moved  in  all  directions.  By 
means  of  a  hand  wheel  and  a  worm,  M,  it  can  be  rotated  in  a  hori- 
zontal plane ;  the  screw  N  serves  to  tilt  it,  and  the  screw  L  to  raise 
and  lower  it.  In  this  frame  are  two  long  guides,  B,  upon  which  is 
mounted  the  motive-power  cylinder  A  (Fig.  17),  which  can  be 
moved  along  them  by  the  screw  O  and  hand  wheel  C.  Compressed 
air  is  distributed  to  the  cylinder  by  the  slide  valve  C,  the  rod  of 
which  is  enlarged  at  one  end  to  form  a  plunger,  D,  working  in  a 
cylinder  to  which  the  air  gains  access  through  a  leak  hole  in  the 
plunger.  This  air  is  periodically  evacuated  by  the  opening  of  the 
air  valve  a  by  the  tappet  lever  F,  when  the  excess  of  pressure  in  one 
direction  moves  the  valve.  On  the  return  stroke  the  piston  is 
arrested  by  the  counter  piston  K  working  in  an  extension  cylinder 
to  which  air  passes  through  the  leak  hole  IT. 

The  boring  bar  J  has  a  key  groove  down  each  side  (Fig.  19),  and 
passes  through  a  ratchet  wheel,  which  is  partly  turned  at  each  stroke 

*  L'air  comprim6  et  les  Bosseyeuses  aux  charbozmages  de  la  Societe  de  Marihaye, 
a  Flemalle-Grande,  par  Mr.  Mathieu  Dubois.  Liege,  Chas.  Qordinne  et  fils. 
Date  not  given,  bat  thought  to  be  1889.  I  venture  to  suggest  the  name  wedging 
drill  for  this  machine. 

t  Figs.  15  to  22  and  the  description  of  the  drill  given  in  quotation  marks  are  from 
Engineering,  July  12,  1889,  p.  44. 
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of  a  pawl  operated  by  the  rod  I,  which  has  aa  oscillating  motion 
imparted  to  it  by  the  pistons  H  H." 

Manner  of  driving. — In  order  to  break  down  the  rock  by  wedging 
we  must  first  have  an  open  space,  or  at  least  a  cut,  slot,  or  groove. 


The  Francois  and  Duboiii  Boaseyeuse  or  "  ram  driU.'* 

toward  which  we  may  wedge  the  rock  beside  it.  This  siot  may  be 
either  vertical  or  horizontal,  according  to  the  cleavage  of  the  rock, 
etc.  Once  this  slot  is  cut  and  holes  drilled  beside  it,  the  rock  is 
easily  broken  down  by  inserting  wedges  in  these  holes,  and  striking 
them  with  the  ram,  which  is  carried  by  the  Bosseyeuse  or  wedging 
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drill  itself,  the  ram  simply  taking  the  place  of  the  common  bit  used 
for  driving  holes. 

Manner  of  cutting  the  slot, — Two  ways  are  adopted,  one  for  hard, 
the  other  for  soft  rock. 

In  case  of  hard  rock,  Figs.  23  and  24,  a  row  of  holes  about  2i  or 
3  inches  in  diameter,  and  as  near  together  as  possible,  is  first 
driven  much  as  with  a  common  rock  drill.  The  spandrels  between 
them  are  then  cut  out,  replacing  the  common  bit  with  a  flat,  chisel- 
like tool,  which  of  course  is  driven  without  rotation. 

In  the  case  of  soft  rock  (Figs.  25  and  26)  two  holes  2i  or  3  inches 
in  diameter  are  first  driven,  one  at  either  end  of  the  proposed  slot, 
and  filled  with  wooden  plugs.    The  slot  between  them  is  then  cut 


Fio.  28  (elevation).  Fio.  24  (plan). 

Driving  in  head  rock  with  the  ram  drill.  (Dimensions  are  in  metres). 


with  a  special  bit,  the  machine  working  as  in  driving  a  common 
hole,  but  swinging  back  and  forth  from  one  end  of  the  slot  to  the 
other  continuously,  by  means  of  the  worm  M  or  the  screw  N  (Fig. 
15)  already  mentioned,  so  that  it  cuts  a  slot  instead  of  a  round  hole. 

It  is  recommended  that  the  slot  be  at  least  30  inches  deep,  the 
hol^  for  wedging  being  from  4  to  6  inches  deeper.  The  number 
and  arrangement  of  the  wedging  holes  must  of  course  be  governed 
by  the  hardness  and  cleavage  of  the  rock,  etc.  These  holes  having 
been  drilled,  iron  feathers  are  placed  in  them,  and  between  these, 
steel  wedges  (Fig.  21).  The  cutting  bit  is  now  removed  from  the 
Bosseyeuse,  and  is  replaced  by  a  ram-head,  which  is  driven  against 
these  wedges  repeatedly,  breaking  down  the  rock  by  wedging  it 
toward  the  slot. 
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Rate  of  progress  and  consumption  of  air. — Two  test  trials  are  re- 
ported, one  for  drifting  in  hard  sandstone  (gr^s),  the  other  in 


schist.  Figs.  23  and  24  show  the  placing  of  holes,  etc.,  for  the 
former  trial,  Figs.  25  and  26  show  the  arrangement  for  the  latter. 
The  following  details  are  recorded . 


Nature  of  rock:  very  hard  compact  sandstone. 
Size  of  level  (2.10  by  1.75  metres),  6  feet  10  inches  by  5  feet  9  inches. 
The  slot  was  made  by  cutting  fifteen  holes  (sixteen  are  shown  in  the  illustration) 
5i  inches  in  diameter  and  85  i  inches  deep  (0.08  by  0.90  metres). 
The  intervals  between  the  holes  being  (0.005  metre),  A     an  inch. 
Time  occupied  in  drilling  one  hole,  from  25  minutes  to  1  hour. 
Time  lost  between  holes,  from  0  to  7  minutes. 
Time  occupied  in  drilling  fifteen  holes,  9  hours  23  minutes. 
Time  per  hole,  87  minutes,  including  time  for  placing  and  changing  drills. 
Time  for  drilling  proper,  84.5  minutes. 
Time  for  changing  and  placing  drills,  2.5  minutes. 
Total  consumption  of  air,  (189.77  cubic  metres),  6,701  cubic  feet. 
Consumption  of  air  per  hole,  (12.66  cubic  metres),  446.8  cubic  feet. 
Pressure  of  air,  (4.3  atmospheres)  68  pounds  per  square  inch. 
In  cutting  these  holes  the  machine  worked  8  hours  48  minutes. 
Consumption  of  air  per  hour  of  active  work  (21.5  cubic  metres),  759  cubic  feet. 
Cutting  out  the  spandrels  between  the  holes  occupied  2  hours  15  minutes. 
And  consumed  (37.2  cubic  metres)  of  air,  1,314  cubic  feet. 

In  cutting  these  spandrels  the  machine  worked  1  hour  57  minutes,  and  18  minutes 
were  occupied  in  changing  the  machine  from  hole  to  hole. 

Consumption  of  air  per  hour  in  cutting  spandrels  (19  cubic  metres),  671  cubic  feet. 

Breaking  down  the  rock  after  cutting  the  slot  required  twenty-six  holes  of  about 
39  inches  deep. 

To  drill  these  holes  occupied  16  hours. 

Time  per  hole,  37  minutes. 

Total  consumption  of  air,  (401.21  cubic  metres),  14,162  cubic  feet. 
Consumption  of  air  per  hole  (15.4  cubic  metres),  543.8  cubic  feet. 


Driving  Id  schist  with  the  ram  drill. 


FIRST  TRIAL;  DRIFTINQ  IN  HARD  GROUND. 
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Wedging  off  the  rock  from  these  holes  occupied  of  active  work  2  hours  28  min- 
utes. 

Consumption  of  air,  (83  cubic  metres),  1,165  cubic  feet. 

Total  time  for  drilling  these  wedging  holes  and  breaking  down  the  rock,  exclud- 
ing time  occupied  in  cutting  the  slot,  25  hours  24  minutes. 

There  were  thus  6  hours  56  minutes  delay  for  cleaning  up,  etc.,  but  cleaning  up 
continued  also  while  the  holes  were  drilling. 

Total  length  of  drift,  (0.87  metres),  2.85  feet. 

Total  consumption  of  air,  (661.18  cubic  metres),  28,844  cubic  feet. 

Total  time  occupied,  all  delays  included,  45  hours  48  minutes. 

(Consumption  of  air  per  hour,  (14.88  cubic  metres),  507.8  cubic  feet. 

The  machine  was  actually  at  work  80  hours  21  minutes. 

Consumption  of  air  per  hour  of  active  work,  (22.04  cubic  metres),  777  cubic  feet. 
Consumption  of  air  per  running  foot,  (816  cubic  metres  per  running  metre),  8,800 
cubic  feet. 

Consumption  of  air  per  cubic  foot,  (223.052  cubic  metres  per  cubic  metre),  228 
cubic  feet. 

SECOND  TRIAL;  DRIFTING  IN  SCHIST. 

Dimensions  of  drift,  (2.1  by  1.6  metres),  6.8  by  5.2  feet. 

Two  holes  were  first  drilled,  one  at  the  top  and  one  at  the  bottom  of  the  face  of 
drift  as  shown  in  Fig.  17. 
Depth  of  holes  (0.865  metre),  2.84  feet. 

Time  occupied  in  drilling  holes,  6  minutes  and  13  minutes,  respectively. 
Consumption  of  air  in  drilling  holes  (4.13  and  8.12  cubic  metres),  146  and  286 
cubic  feet. 

Time  occupied  in  cutting  slot  from  hole  to  hole,  2  hours  88  minutes. 

Depth  of  slot,  (1  metre),  89  inches. 

Consumption  of  air  in  cutting  slot,  54.46  cubic  metres. 

The  rest  of  the  time  (active  work)  in  drifting,  after  the  slot  was  cut,  was  15  hours 
6  minutes. 

During  this  time  the  wedging  drill  worked,  in  drilling,  4  hours  50  minutes. 
In  wedging  down,  1  hour  7  minutes. 

Air  consumed  in  drilling,  total  (125.89  cubic  metres),  4,446  cubic  feet. 
Per  hour  (27.97  cubic  metres),  988  cubic  feet. 

Air  consumed  in  wedging  off,  total  (6.21  cubic  metres),  219.8  cubic  feet. 
Per  hour,  (6  cubic  metres),  211.9  cubic  feet. 
Diatance  drifted  (0.95  metres),  8  feet  1.74  inches. 

Consumption  of  air  per  running  foot  of  drift  (196  cubic  metres  per  metre),  2,111 
cubic  feet. 

Consumption  of  air  per  cubic  foot  of  drift,  65.584  cubic  feet. 

RESULTS  OF  RSOT7LAR  WORKING. 

During  0  consecutive  months,  in  which  twenty-five  wedging  drills  were  in  use, 
the  cost  of  operating  one  drill  per  diem  was  found  to  be  as  foUows: 
A  drill  with  4f-inch  cylinder  costs  $1,200;  one  with  3f-lnch  cylinder 

costs  (750,  necessary  tools  included  in  each  case.   At  10  per  cent,  per 


annum  the  cost  of  amortization  would  be  $0.40  to  $0.25 

Cost  of  repairs  to  the  wedging  drill  per  diem  (0.57  franc)   0.11 

Cost  of  repairs  to  tools  (0.81  franc)   0.06 

Miscellaneous  iron  and  steel  used  (0.30  franc)   0.06 

DriU-steelused  (0.88  franc)   0.07 

Oa,  0.18  gaUon  (0.85  franc)   0.07 


0.77to0.62 
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The  cost  of  labor  for  driving  the  wedging  drills  was  from  $1.27  to 
$1.88  per  diem  per  machine,  and  the  average  rate  of  driving  in  eacli 
of  six  drifts  was  from  18  to  25  inches  per  shift  in  schist,  it  being  esti- 
mated that  the  rate  of  advance  in  sandstone  is  half  that  in  schist. 

After  working  for  10  years  at  Marihaye  without  burning  a  grain 
of  powder,  the  engineers  seem  more  than  satisfied  with  the  substitu- 
tion of  mechanical  appliances  for  explosives,  and  they  claim  that, 
while  oflFering  greater  security  to  their  workmen  and  to  the  property^ 
the  cost  of  mining  a  ton  of  coal  compares  favorably  with  that  at 
other  mines  under  otherwise  like  conditions. 

(6)  The  Dubois  &  Francois  air-compressor. — This  powerful  com- 
pressor is  built  by  the  Cockerill  Company  of  Seraing,  where  the 
classical  air  compressors  for  piercing  Mont  Cenis  were  built. 

The  compressor  shown  at  Paris  is  horizontal,  compound,  condens- 
ing, with  two  horizontal  air  cylinders,  each  tandem  with  one  of  the 
steam  cylinders.  Beyond  the  steam  cylinders  is  the  crank  shaft,  the 
cranks  standing  at  right  angles,  with  a  single  fly  wheel  between 
them.  The  high-pressure  cylinder  has  a  Meyer  cut-oflF,  variable  but 
not  automatic.  The  governor  simply  controls  the  throttle  valve,  to 
prevent  dangerous  speed,  since  moderate  changes  of  speed  are  of 
little  importance. 

The  suction  valves  are  flat  steel  disks  faced  with  leather  or  rub- 
ber, and  closed  by  spiral  springs.  The  discharge  valves  are  bronze 
puppets,  seating  directly  on  cast-iron,  and  held  down  not  by  springs 
but  by  a  little  piston,  itself  driven  by  the  compressed  air. 

The  distinctive  featu  e  of  the  Dubois  &  Francois  compressor  is  the 
introduction  of  cooling  water  into  the  air  cylinders  in  two  distinct 
ways  and  for  two  distinct  purposes.  Above  each  air  cylinder  lies  an 
open  trough,  into  which  a  pipe  about  li  inches  in  diameter  discharges 
water.  When  I  saw  the  compressor  at  work  this  pipe  was  discharg- 
ing its  so-called  full  capacity  into  this  trough ;  this  gives  an  idea  of 
the  quantity  of  water  used  by  the  compressor,  as  all  that  runs  into 
the  trough  passes  into  the  air  cylinders.  But  I  was  informed  that 
this  was  about  double  the  normal  quantity  of  water.  The  suction 
valves  stand  above  the  cylinders,  with  their  stems  horizontal  and 
parallel  with  the  axes  of  the  cylinders;  i.  e.,  the  disks  themselves  are 
vertical.  The  lower  edge  of  each  valve  is  submerged  in  the  water  in 
this  trough,  so  that,  while  the  valve  is  open,  the  water  simply  gushes 
into  the  cylinder  through  it.  The  water  thus  introduced,  while  it, 
of  course,  exerts  a  certain  cooling  effect,  is  chiefly  to .  fill  the  clear- 
ance, and  to  thus  insure  that  all  the  air  drawn  in  by  the  piston  at 
each  stroke  shall  be  expelled  during  the  return  stroke. 

In  the  second  place  a  little  of  the  water  which  has  been  thus  drawn 
into  the  cylinder  and  again  expelled,  while  still  under  pressure,  is 
converted  into  spray  by  a  special  apparatus,  and  blown  into  the  cyl- 
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inder  ends.  Enormous  surface  of  contact  with  the  air  of  course 
makes  it  an  excellent  cooling  medium. 

UAder  these  conditions  it  is  stated  that  the  volume  of  air  drawn  in 
is  never  less  than  90  per  cent.,  and  may  even  reach  94  per  cent,  of  the 
volume  passed  through  by  the  piston;  i.  e.,  the  product  of  the  area  of 
the  piston  into  its  stroke. 

The  principal  dimensions  of  the  compressor  are  as  follows  : 


Feet. 

Inches. 

Diameter  of  high-pressure  cylinder,  0.700  metre 

  2 

Diameter  of  low-pressure  cylinder,  1.150  metres 

  3 

9 

Diameter  of  air  cylinder,  0.60  metre  

  1 

lU 

Stroke  of  all  cylinders,  1.200  metres  

  3 

lU 

Revolutions,  nommal  

45 

Revolutions,  safe  

50 

Steam  pressure,  8  atmospheres  

.pounds  per  sq.  inch. 

118 

Air  pressure,  6  atmospheres  

....do.... 

88 

Capacity  of  compressor  at  40  revolutions,  air  at  6 

(8  pounds  cubic  feet. , 

123,600 

The  compressor  can,  however,  while  running  at  50  revolutions, 
compress  air  up  to  114  pounds  pressure  per  square  inch.  The  fuel 
consumption  for  the  five  compressors  of  this  type  which  the  Cockerill 
Company  is  building  for  the  Compagnie  Parisienne  (Paris  Com- 
pressed Air  Company)  is  guaranteed  not  to  exceed  8  pounds  of  coal 
per  pound  of  air  delivered  at  a  pressure  of  88  pounds  per  square 
inch.  The  Compagnie  Parisienne  demands  that  the  temperature  of 
the  air  delivered  at  this  pressure  shall  not  be  more  than  27°  F.  (15" 
C.)  above  that  of  the  surrounding  air. 

(7)  Cost  of  compressing  air. — In  test  trials  at  the  Marihaye  coal 
mines,  lasting  twelve  days,  the  following  numbers  were  arrived  at 
as  the  cost  of  compressing  1  cubic  metre  of  air  (35.3  cubic  feet,  1.3 
cubic  yards) : 


Rate. 

Amount. 

6  per  cent,  per  annum . 
4  per  cent .  per  annum . 
8  per  cent,  per  annum . 
IS  per  ton  (2,340 lbs).. 

$0.00041 
0.00017 
0.00014 
0.00667 
0.00006 

o.oooro 

0.00517 

Coal  

Oil  etc  

Each  pound  of  coal  evaporated  7.3  pounds  of  water.  7.7  pounds 
of  coal  were  consumed  per  hour  per  1  horse-power  of  the  air  cylin- 
ders. The  labor  of  engineers  and  firemen  is  charged  at  the  rate  of 
from  60  to  65  cents  per  shift. 

The  report  admits  that  the  consumption  of  coal  per  1  horse-power 
per  hour  may  appear  excessive,  but  points  out  that  the  trials  were 
under  far  less  favorable  conditions  than  usual,  for  in  most  test  trials 


Digitized  by 


270 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


the  time  is  short  and  the  compressor  runs  regularly.    Here,  however, 
the  trials  lasted  12  days,  and  the  speed  of  the  compressor  varied 
jreatly.    Indeed,  it  often  happened  that  the  compressor  stopped 
altogether,  while  the  condensation  in  the 
JL,  pipes  continued,  the  boilers  being  fired  all  the 

time  to  keep  the  steam  pressu  re  up.  They  claim 
^  that,  under  favorable  conditions,  the  cost  for 

'   ' ' '   '  fuel  on  a  test  trial  could  be  reduced  to  but 

little  more  than  half  that  found  in  this  trial. 

The  compressors  were  of  the  Dubois  &  Fran- 
cois type,  with  stroke  and  diameter  of  about  4 
feet  and  18  inches. 

(8)  Ventilation  by  the  Korting  jet  blower, — 
In  experiments  at  the  Marihaye  coal  mines,  in. 
which  Korting  blowers  were  worked  with  com- 
pressed air,  it  was  found  that  each  blower  fur- 
nished 106  cubic  feet  (3  cubic  metres)  of  air  per 
minute,  and  in  doing  this  consumed  (0. 154  cubic 
metre)  5.4  cubic  feet  of  air  at  a  pressure  of 
68  pounds  per  square  inch  (4.3  atmospheres). 
Or,  in  other  words,  for  every  cubic  foot  of  air 
at  63  pounds  pressure  delivered  to  the  Korting' 
blower  20  cubic  feet  are  delivered  by  it  for 
ventilating  purposes. 

(9)  Hea  ting  air  for  compressed-a  ir  m  otors,  — 
In  describing  the  air  compressor  for  the  Coni- 
pagnie  Parisienne,  the  Cockerill  Company- 
states  that  the  efficiency  of  compressed-air 
motors  may  be  increased  enormously  by  pre- 
heating the  compressed  air,  and  by  injecting 
water  with  it.  Thus,  where  dry  air  at  88  pounds 
pressure  (6  atmospheres)  and  at  68°  F.  (20° 
C.)  works  with  an  efficiency  of  46.7  per  cent., 
if  the  air  be  preheated  to  392°  F.  (200°  C.)  the 
efficiency  rises  to  64.8  per  cent.  ;  and  if  water 
be  injected  simultaneously,  the  efficiency  rises 
to  87  per  cent.,  and  that  practically  one  may 
count  on  80  per  cent,  efficiency.  The  expense 
of  preheating  the  air  and  of  injection  they  re- 
port as  not  more  than  0.2  cent  per  horse-power 


Fio.  27.— Arrangement  for  1,^,,- 
lowerlng  fUling  atXyons  shaft,  per  nour. 

C— Hoisting  machinery. 

(10)  Tail-rope  coxmterweight  at  the  Lyons  shaft  of  the  Montram- 
bertet  de  la  Beraudiire  Coal  Mining  Company. — This  counterweight 
regulates  the  speed  of  descent  of  the  cages  which  carry  filling  to  the 
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lower  levels  of  the  coal  mine.  As  shown  in  Fig.  27,  two  cages,  each 
carrying  two  filling  cars,  run  in  this  shaft,  and  are  suspended  from 
either  end  of  a  common  cable.  We  have  in  short  a  gravity  balance, 
the  weight  of  the  descending  full  cars  drawing  up  the  empty  ones. 
The  problem  presented  was  to  devise  a  counterweight  which  would 
increase  the  average  rate  of  descent,  while  decreasing  the  final  ve-^ 
locity  gently  but  surely. 

This  is  very  simply  eflPected  by  hanging  a  cable  or  tail  rope  be- 
neath the  cages,  each  of  its  ends  hanging  down  from  one  of  them,  so 
that  when  the  two  cages  are  midway  down  the  shaft  and  therefore 
side  by  side,  this  cable  forms  a  long  narrow  upright  \J,  reaching  to 
the  bottom  of  the  shaft.  This  tail  rope  is  made  2.02  pounds  heavier 
per  running  yard  (1  kilogram  per  running  metre)  than  the  suspend-  • 
ing  cable,  so  that  in  a  shaft  984  feet  (300  metres)  deep  there  is  a  dif- 
ference of  weight  of  661  pounds  (300  kilograms).  At  the  beginning 
of  the'descent  the  whole  of  this  excess,  E,  of  the  weight  of  the  tail  over 
that  of  the  suspending  cable  reenforces  that  of  the  full  over  that  of 
the  empty  cars,  e,  and  accelerates  the  descent.  But  as  the  full  cars 
descend,  less  and  less  of  E  pulls  down  on  the  descending  cage  and 
more  and  more  of  it  pulls  down  on  the  rising  cage  ;  at  mid-travel 
this  excess  E  pulls  equally  on  both  cages  ;  toward  the  end  of  the 
descent  E  pulls  chiefly  on  the  rising  cage,  and  thus  acts  as  a  brake.* 

This  tail  rope,  then,  is  a  differential  counterweight.  Over  a  simple 
counterweight  (such  as  we  would  have,  for  instance,  if  the  weight 
of  the  tail  rope  were  equal  to  that  of  the  suspending  cable  instead 
of  being  greater)  it  has  a  double  advantage.  With  it  the  average 
velocity  of  descent  and  ascent  is  greater,  so  that  more  filling  can  be 
lowered  per  hour,  while  the  final  velocity  is  less ;  so  that,  in  case  the 
brakeman  neglected  to  apply  the  brake  promptly  and  firmly,  the 
shock  would  be  less  than  with  a  simple  counterweight. 

Clearly,  if  the  excess  E  be  fixed,  the  smaller  the  weight  W  of  the 
filling  in  the  descending  cage  the  more  slowly  will  the  cages  travel, 
till,  when  W  becomes  less  than  E,  the  weight  of  the  tail  rope  pull- 
ing down  on  the  rising  cage  would  arrest  it  before  it  reached  the 
surface.  A  series  of  experiments  made  with  different  weights  of 
filling  gave  the  results  shown  in  Table  6,  and  represented  graphic- 
ally in  Fig.  28,  in  which  ordinates  represent  the  distances  passed 
through  and  abscissae  time. 

*  Bj  addressing  the  Societe  Anonyme  des  Houilleres  de  Montrambert  et  de  la 
Beraudi^,  4  Quai  de  THdpital,  Lyons,  France,  the  reader  can  probably  obtain  a 
copy  of  their  pamphlet  distributed  at  the  Paris  Exhibition  of  1889,  and  containing 
a  fuller  account  and  a  mathematical  discussion  of  this  counterweight. 
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Table  6. — Experiments  with  the  tail-rope  governor. 


No. 


Weight  of 
filBng. 


Kilograms. 
1,S62 
828 
420 
413 


Maximum 
speed,  per 
second. 


Metres. 
10.586 
8. 163 
5.870 
5.570 


Distance 
traveled  at 

point  of 
maximum 

speed. 


Speed  of 
arrival  at 
surface,  or 
at  moment 
of  applying 
brake,  per 
I  second. 


Metres. 
104.26 
77.00 
94.90 
99.46 


I 


Metres. 
7.90 
5.69 
0.90 
(•) 


Distance  '"T^*^" 
traveled  at 

momentoft^'^^- 

tt*^  by^^rukeat 
1  surface. 


Metres. 
244 

273 
281 

(*) 


Seconds. 
40.81 
48.67 
66. 12 
76.27 


Length  of 
arrest  by 
brake. 


Distance 
traveled  by 
cages. 


Seconds. 
11.11 
8.35 


Metres. 
281 
281 
281 
281 


*  The  cages  stopped  automatically  at  11  metres  from  the  end  of  their  normal  trip. 

Acttud  working, — As  shown  in  Fig.  27,  the  weight  of  the  two  full 
cars  has  carried  them  to  the  bottom  of  the  shaft,  bringing  the  upper 
of  the  two  down  to  the  landing,  and  the  lower  of  the  two  empty  cars 
to  the  landing  at  the  surface.  At  the  bottom  of  the  shaft  a  full  car 
is  replaced  by  an  empty  one;  at  the  surface  an  empty  car  is  replaced 
by  a  full  one.  Each  cage  now  has  one  full  and  one  empty  car,  and 
they  thus  balance  each  other.  On  withdrawing  a  bolt,  the  excess 
E  of  the  weight  of  the  tail  rope  hanging  down  from  the  upper  cage 
over  that  of  the  suspending  rope,  added  to  that  of  the  safety  guard 
which  the  upper  cage  has  lifted  from  the  mouth  of  the  shaft  on  ar- 
riving at  the  surface,  suffice  to  overcome  friction  and  to  draw  the 
upper  cage  down  and  the  lower  one  up.  They  are  arrested  as  soon 
as  the  upper  car  of  the  upper  cage  and  the  lower  car  of  the  lower 
cage  have  come  opposite  their  respective  landings,  and  again  a  full 
car  is  substituted  for  an  empty  one  at  the  surface,  an  empty  one  for 
a  full  one  at  the  bottom  of  the  shaft.  The  bolt  now  being  with- 
drawn, the  weight  of  the  filling  plus  E  sets  the  cages  in  motion; 
the  upper  descends  rapidly,  pulling  up  the  lower. 

In  practice,  the  load  of  filling  in  each  car  varies  from  1,100  to  1,300 
pounds  (600  to  600  kilograms).  The  brake  is  applied  lightly  when 
the  cages  are  within  some  116  feet  of  the  end  of  their  travel.  Under 
these  conditions  the  average  length  of  the  trip  is  41  seconds ;  that  of 
discharging  and  recharging,  24  seconds,  or,  altogether,  65  seconds. 
900  to  1,000  cars  have  often  been  lowered  in  10  hours.  223,654  cars 
were  lowered  in  287  days  in  the  year  1887,  or,  on  an  average,  779  cars 
per  shaft. 

(11)  Rossigneux^s pump-rod  balance,* — This  is  a  very  simple  differ- 
ential balance  for  Cornish  mine  pumps,  which  aims  to  increase  the 
average  while  lessening  the  final  velocity  of  both  the  up  and  down 


*  Described  in  rindustrie  Minerale,  vol.  vn,  2d  series.  The  Bochkoltz,  of  which 
it  may  be  regarded  as  a  modification,  is  described  in  the  same  journal,  vol.  xiv,  1st 
series,  and  vol.  i,  2d  series.  See  also  a  pamphlet  distributed  at  the  Paris  Exhibition 
of  1889,  and  probably  to  be  had  by  addressing  the  Society  Anonyme  des  Houilleres 
de  Montrambert  et  de  la  B6randi^re,  4  Quai  de  THopital,  Lyons,  France. 
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stroke.  The  essential  feature  which  distinguishes  it  from  the  com- 
mon balance  is  that,  instead  of  hanging  from  trunnions,  it  rests  on  a 


Fi8.a8.— Curves  showing  the  velocity  of  the  cages  as  regulated  by  tail-rope  governor. 

pair  of  rockers,  A  A,  Figs.  29  and  SO,  much  as  a  common  rocking-chair 
does,  and  on  them  rocks  back  and  forth.    The  ratio  between  the 
lengths  of  its  two  arms,  and  hence  the  upward  pull  which  it  exerts 
on  the  pump  rod,  are  constantly  changing. 
H.  Ex.  410— VOL  III  18 
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Thus  at  the  beginning  of  the  up-stroke  it  rests  on  the  left-hand  end 
of  the  rockers  A  A,  the  counterweight  at  its  right  hand  end  has  the 
maximum  moment,  pulls  up  most  strongly  on  the  rod,  and  acceler- 
ates their  rising  motion  greatly.  As  the  stroke  advances,  the  point 
of  suspension  of  the  balance  moves  to  the  right,  the  moment  of  the 
counterweight  and.  the  upward  pull  on  the  rods  decline,  reaching  a 


minimum  at  the  end  of  the  stroke,  when  the  balance  rests  on  the 
right-hand  end  of  the  rockers  A  A. 

During  the  down-stroke  the  reverse  occurs.  The  moment  and 
hence  the  upward  pull  of  the  counterweight  are  at  a  minimum  at 
the  beginning  of  the  stroke,  so  that  the  minimum  resistance  to  the 
descent  of  the  rods  is  now  offered.   As  the  stroke  advances  this  re- 
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sistance  constantly  increases.  At  the  beginning  of  the  stroke  the 
resistance  oflfered  by  the  counterweight,  plus  the  water,  plus  the  fric- 
tion, is  less;  at  the  end  of  the  stroke  it  is  greater  than  the  weight 
of  the  pump  rods. 

In  Fig.  31  ordinates  represent  weights,  abscissae  the  travel  of  the 
pump  rods  during  the  downstroke.  The  line  ABC  represents  the 
resistance  of  the  balance  to  the  descent  of  the  pump  rod,  M  O  repre- 
sents their  free  weight  (i.  e,,  the  excess  of  their  weight  over  that  of 
the  water  plus  friction),  O  D  represents  their  travel. 


Fio.  81.— Diagram-  Work  of  the  balance  on  the  down-stroke. 

A  B  C  D  O  is  the  work  of  resistance  of  the  balance.  O  M  N  D  is 
the  work  of  the  free  weight  of  the  pump  rods.  B  is  the  point  of 
equilibrium. 

The  surface  A  M  B  is  the  excess  of  the  work  of  the  free  weight 
of  the  rods  over  the  resisting  work  of  the  balance  during  the  first 
part  of  the  down-stroke. 

The  surface  BCN  =  AMBis  the  excess  of  the  resisting  work 
of  the  balance  over  that  of  the  rods  during  th^  latter  part  of  the 
down-stroke. 

B,  the  point  of  equilibrium — when  the  resistance  of  the  balance, 
plus  water,  plus  friction,  equals  the  weight  of  the  pump  rods — is 
reached  after  the  middle  of  the  stroke  ;  t  e.,  the  velocity  of  the  rods 
is  accelerated  during  more  than  half  the  stroke. 

The  circumstances  which  led  to  the  adoption  of  this  balance  at  the 
Ondaine  shaft  of  the  Montrambert  Company  were  as  follows: 
It  was  necessary  to  lower  the  pump  328  feet  (100  metres).  The 
pumping  engine  was  of  the  single-acting  Cornish  type,  with  a  bal- 
ance; it  was  in  good  condition,  and  to  replace  it  with  a  double-acting 
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engine  with  a  fly  wheel  and  much  expansion,  at  a  cost  of  $100,000, 
was  deemed  inexpedient.    The  leading  dimensions  were: 

Steam  cylinder,  diameter,  72.4  inches  (1.84  metres). 

Steam  cylinder,  stroke,  maximum,  9  feet  10  inches  (3  metres). 

Steam  cylinder,  stroke,  usual,  9  feet  6  inches  (2.9  metres). 

Plungers,  diameter,  15.6  inches  (0.895  metres). 

Plungers,  stroke,  8  feet  6  inches  (2.6  metres). 

Discharge  pipes,  diameter,  15.7  inches  (0.4  metres). 

The  new  Rossigneux's  balance,  Figs.  29,  30,  is  made  of  iron  0. 59 
inch  (0.015  metre)  thick,  and  is  suspended  by  two  cast-iron  sup- 
ports weighing  about  13  tons  together.  These  receive  the  rockers 
or  shoes,  which  are  steel  castings  weighing  about  11  tons.  The  whole 
rests  on  forged  steel  plates,  supported  by  cast  iron,  resting  in  turn  on 
masonry. 

Though  the  normal  motion  of  the  balance  would  only  cause  it  to 
rock  without  sliding,  the  shocks  which  often  arise  at  the  ends  of  the 
stroke  might  displace  it.  Its  rockers  are  therefore  provided  with 
two  large  teeth,  which  gear  into  corresponding  depressions  in  the 


Fio.  82.^.  Pinette's  hoisting  engine. 

plates  on  which  they  rock,  so  that  if  the  balance  be  shifted  slightly 
by  these  shocks  as  it  rocks,  these  teeth  bring  it  back  to  its  normal 
position. 

The  chief  dimensions,  etc.,  of  the  new  balance  are  as  follows: 
Total  length,  44.62  feet  (13.6  metres). 

Lever  arm  of  balance  bearing  on  pump  rods  when  balance  is  horizontal,  19.84 
feet  (6.048  metres). 

Distance  from  center  of  counterweight  axis  of  balance,  21.06  feet  (6.42  metres). 
Distance  from  center  of  gravity  of  balance  to  axis,  12.22  feet  (3.724  metras). 
Travel  of  balance  on  its  supports,  7.05  feet  (2.15  metres). 
Radius  of  circle  of  rockers,  15.84  feet  (4.88  metres). 

Total  weight  of  balance  and  counterweight,  144,182  pounds  (65,400  kilograms). 
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Maximum  velocity  on  up-stroke,  5.18  feet  (1.58  metres). 
MaximiiTTi  velocity  on  down-stroke,  3.61  feet  (1.10  metres). 

Seconds. 

Length  of  up-stroke   2. 39 

Stoppage  after  up-stroke   1 . 54 

Length  of  down-stroke   3. 77 

Stoppage  after  down-stroke   8. 10 


10.80 


In  practice  the  engine  and  pump  make  5.5  strokes  per  minute. 

(12)  Brake  attachment  for  hoisting  engines. — In  the  hoisting  engine 
shown  in  Fig.  32  the  brake  band  is  held  away  from  the  drum  by  a 
simple  and  convenient  device,  a  pair  of  nearly  radial  telescopic  arms 
containing  spiral  springs,  which  allows  the  arms  to  telescope  when 
the  brake  band  is  drawn  to  the  drum. 

The  engine  here  shown  is  intended  for  depths  of  1,000  feet  and 
under.  It  can  be  used  under  ground,  but  is  designed  rather  for  the 
surface. 

The  table  which  follows  may  be  useful  in  giving  an  idea  of  current 
French  practice. 


Nominal 
horse- 
power. 

Vertical 
load. 

Velocity 
of  rope. 

Diameter 
of  drum. 

■ 

Length 
of  each 
drum. 

Approxi- 
mate 
weight. 

PouruU. 

Feet. 

Inches. 

Inche: 

Pounds. 

45 

4,400 

328 

68 

84 

19.800 

60 

6,000 

828 

67 

81 

24,000 

80 

7.700 

828 

71 

80 

28,600 

100 

8,800 

828 

79 

47 

88.000 

(13)  Champigny's  patent  y-grooved 
pulley y*  for  wire  ropes  (Fig.  33). — The 
V-groove  offers  a  manifest  advantage 
over  the  U-^^^^e :  the  cable  wedges 
itself  into  the  groove,  and  so  tends  less 
to  slide ;  or,  to  put  it  otherwise,  given 
adhesion  can  be  obtained  with  a  shorter 
arc  of  contact  between  rope  and  pulley. 

But  as  a  common  V-gi'oove. wears,  it 
soon  becomes  a  U -groove,  the  round 
rope  wearing  the  groove  to  its  own  sec- 
tion. Champigny  ingeniously  over- 
comes this  tendency  by  making  his  pul- 
ley of  two  disks,  held  slightly  apart  by 
distance  pieces,  against  which  they  are 
of  course  firmly  bolted.  Clearly,  as  the 
pulley  wears  the  groove  will  ever  remain 
nearly  V-shaped;  at  least  it  never  can  Fio.88.-6ectionrtr^^ampigny'8  grooved 
become  even  approximately  U-shaped. 


*  Compt.  Rend.  Soc.  Indust.  Min6rale,  May,  1887,  p.  82. 
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When  the  pulley  has  worn  so  far  that  its  eflEective  diameter  is  in- 
conveniently reduced,  he  restores  it  to  its  original  pitch  by  substi- 
tuting thinner  distance  pieces  for  those  used,  at  first.  This  of  course 
can  be  done  repeatedly. 

D.— Mining  tools  and  appliances. 

(14)  Safety  lamps* — A  good  safety  lamp  must  fulfill  several  con- 
ditions, some  of  which  are  all  but  mutually  exclusive: 

1.  It  must  give  a  good  light. 

2.  It  must  not  go  out  when  inclined  or  swung,  either  in  still  air  or 
in  a  current,  mild,  strong,  or  even  violent. 

3.  Both  when  in  a  current  and  when,  owing  to  the  presence  of  an 
explosive  mixture  of  fire-damp  and  air  within  the  lamp  itself,  an  in- 
ternal explosion  occurs,  it  must  hold  the  flame  in  and  not  allow  it  to 
pass  out  so  as  to  ignite  a  surrounding  explosive  atmosphere. 

4.  When  surrounded  by  a  combustible  mixture  of  fire-damp  and 
air  which  may  burn  within  the  lamp,  the  lamp  must  not  grow  so  hot 
as  to  redden  the  exposed  ironwork,  or  to  crack  the  glass,  or  to  set 
the  oil  boiling,  lest  the  surrounding  gas,  in  case  its  proportions  be- 
come explosive,  be  ignited. 

5.  It  must  be  either  beyond  the  power  or  against  the  immediate  in- 
terest of  the  miner  to  open  it,  or  at  least  to  open  it  under  conditions 
which  can  cause  an  explosion. 

Without  attempting  a  discussion  of  this  complex  problem,  I  will 
simply  point  out  how  some  of  the  lamps  brought  forward  in  connec- 
tion with  the  Exhibition  fulfill,  or  are  designed  to  fulfill,  certain  of 
these  conditions,  premising  that  the  draft  of  the  lamp  is  one-  of 
the  most  delicate  and  important  points.  It  must  be  so  strong  as  to 
supply  the  wick  with  oxygen  enough  to  give  a  clear  flame,  even  when 
the  lamp  is  inclined  or  swung,  or  in  a  current  of  air,  even  if  this  be 
moderately  impure.  But  if  a  considerable  excess  of  air  over  that 
needed  for  this  end  be  admitted,  either  when  the  lamp  is  in  repose, 
in  a  draft,  or  inclined,  then,  in  case  the  surrounding  atmosphere 
be  itself  combustible,  it  burns  within  the  lamp;  the  heat  thus  gen- 
erated, added  to  that  given  out  by  the  wick,  heats  the  lamp  so  hot  that 
its  walls  redden,  its  glass  cracks,  or  its  oil  boils.  The  lamp  needs, 
then,  enough  draft  to  burn  the  oil  under  all  conditions  (as  to  posi- 
tion, motion  through  or  of  surrounding  atmosphere,  etc.)  when  the 
surrounding  atmosphere  is  not  highly  combustible;  but  should  not 

*For  the  information  and,  indeed,  reasoning  on  which  these  remarks  are  based,  I 
am  indebted  to  a  considerable  extent  to  the  papers  presented  by  Messrs.  Marsaut, 
Le  Chatelier,  and  Fumat  in  connection  with  the  Elxhibition,  or  with  the  Interna- 
tional Ck>ngress  on  Mining  and  Metallurgy;  Les  Lampes  deSilrete,"  J.  B.  Marsaut, 
Besseges,  France;  *'  Lampes  de  Siirete,"  H.  Le  Chatelier,  extrait  du  Bulletin  de  la 
Soc.  de  rindustrie  Min^rale,  2d  ser.,  m,  18S9;    Lampe  Fumat,"  1S89,  Alais. 
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under  any  condition  (as  to  position,  etc.)  have  enough  draft  to  bum 
the  oil  plus  any  large  quantity  of  combustible  mixture  should  the 
atmosphere  become  strongly  combustible. 

Hence  the  draft  of  the  lamp — the  rate  at  which  the  air  passes 
through  it — should  be  nearly  constant.  Special  precautions,  then, 
must  be  taken  to  prevent  strong  currents  of  air  from  altering  it. 
Such  currents  are  of  course  likely  to  be  met,  for  instance,  when  the 
miner  walks  through  a  drift  against  an  exceptionally  strong  ventila- 
tion current,  swinging  his  lamp  back  and  forth  unconsciously  as  he 
walks;  here,  when  the  lamp  is  swinging  forward,  the  effective  ve- 
locity of  the  current  is  equal  to  its  velocity  through  the  drift,  plus 
the  velocity  of  the  miner's  walk,  plus  the  velocity  with  which  he 
swings  the  lamp  forward.  Again,  the  centrifugal  force  due  to  his 
swinging  the  lamp  tends  to  change  its  draft. 

The  lamps  which  we  will  now  consider  may  be  divided  into  those 
in  which  the  current  of  air  rises,  and  those  in  which  it  descends  to- 
ward the  wick.  The  former  class  includes  the  Davy,  the  Gray,  the 
Fumat,  Figs.  34, 35, 36,  and  37;  the  latter  includes  the  Marsaut  and  the 
Mueseler,  Figs.  38  and  39.  The  advantage  of  the  descending  cur- 
rent is  that  the  air  becomes  more  or  less  mixed  with  the  products  of 
combustion  before  reaching  the  wick,  and  a  very  small  quantity  of 
these  inert  gases,  nitrogen,  carbonic  acid,  and  vapor  of  water  suf- 
fices to  render  an  explosive  mixture  wholly  inexplosive. 

Moreover,  these  products  of  combustion  dilute  the  entering  air; 
hence,  if  the  surrounding  atmosphere  of  the  mine  consist  for  the 
moment  of  a  combustible  mixture  of  air  and  fire-damp,  the  propor- 
tion of  oxygen  in  the  atmosphere  immediately  around  the  wick 
readily  falls  so  low  that  not  enough  combustion  can  occur  to  keep 
this  atmosphere,  plus  the  gases  distilled  from  the  oil,  up  to  the  point 
of  ignition,  and  the  lamp  goes  out. 

The  descending  current,  then,  has  a  double  advantage,  of  rendering 
an  explosive  mixture  locally  inexplosive,  and  of  putting  the  lamp 
out  when  the  surrounding  atmosphere  is  highly  combustible.  With 
descending-current  lamps  a  far  smaller  degree  of  constancy  of  draft 
is  needed  than  in  case  of  ascending-current  lamps,  since  the  latter 
lack  this  double  advantage,  and  must  rely  on  the  constancy  of  their 
draft  to  keep  them  alight  in  currents  of  air  and  to  put  them  out 
in  explosive  mixtures. 

But  these  advantages  are  necessarily  coupled  with  the  disadvan- 
tage that  the  flame  is  much  less  bright  than  when,  as  in  case  of  the 
ascending  air  current,  the  air  arrives  at  the  wick  unmixed  with  the 
products  of  combustion.  Hence  repeated  efforts  to  obtain  a  safe  lamp 
with  ascending  current. 

A  great  defect  of  the  old  Davy  lamp  was  that  but  little  of  the 
light  could  pass  the  wire  meshing.   Were  this  remedied  by  placing 
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a  glass  chimney  opposite  the  flame,  and  inclosing  only  the  parts 
above  and  below  in  wire  meshing,  a  lamp  with  ascending  air  cur- 
rent resulted,  which,  however,  went  out  on  the  least  provocation. 
The  centrifugal  force  due  to  swinging  the  lamp  in  walking  sufficed 
to  overcome  the  draft  of  the  lamp,  the  products  of  combustion 
were  forced  back  on  the  flame,  and  the  lamp  went  out. 

In  Gray's  lamp,  Fig.  35,  the  centrifugal  force  is  balanced  by  mak- 
ing the  air  current  first  descend  through  vertical  tubes,  so  that  its 
downward  travel  is  nearly  as  long  as  the  upward  travel  of  the  prod- 


Fio.  84.— Davy's  safety  lamp. 


Fio.  aS-^ray's  safety  lamp. 


ucts  of  combustion.  The  position  of  the  entrances  for  air,  too, 
should  greatly  lessen  the  influence  of  currents  of  air  on  the  draft 
of  the  lamp.  Still  the  draft  is  not  constant  enough.  For,  on  the 
one  hand,  the  lamp  does  not  readily  go  out  when  placed  in  an  ex- 
plosive mixture,  but  enough  air  enters  to  burn  both  this  and  the  oil, 
and  the  lamp  grows  dangerously  hot.  And  if,  on  the  other  hand, 
we  throttle  the  passages  so  much  that  this  can  not  occur,  then  moder- 
ate agitation  checks  the  draft  so  much  that  the  lamp  goes  out  even 
when  surrounded  by  pure  air. 

Fumat's  new  lamp.  Figs.  36  and  37,  seems  to  have  overcome  these 
difficulties,  for  on  the  one  hand  currents  of  air,  swinging,  etc.,  seem 
to  produce  little  effect  on  it,  and  on  the  other  Le  Chatelier  states  that 
it  goes  out  immediately  when  placed  in  an  explosive  mixture,  adding 
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that  it  is  the  only  lamp  within  his  knowledge  with  ascending  current 
which  does.* 

In  the  lower  part  of  the  lamp  we  have  an  annular  passage,  A  A, 
which  distributes  the  air  so  that  it  passes  to  the  interior  from  all 
sides. 

The  middle  section  of  the  lamp  has,  on  one  side  only,  a  metallic 
down-take,  B,  through  which  the  air  descends  to  the  distributing 
passage  A.  The  right-hand  face  of  the  right-hand  wall  of  this  down- 
take,  i.  6.,  the  face  next  the  flame,  is  highly  polished,  and  thus  serves 
as  a  cylindrical  concave  reflector. 


Fio.  86.— Section  through     Fig.  87.— Elevation  of  side 
reflector  down-take.        opposite  reflector  down-take 
Fumat's  lamp. 

The  upper  section  has  in  the  first  place  a  wire-gauze  chimney,  C, 
protected  against  currents  by  the  sheet-iron  chimney  D,  outside  of 
which  is  the  jacket  E,  which  has  77  holes  0. 2  inch  in  diameter  (5  milli- 
metres), each  carrying  a  little  ferrule  or  tube  0.2  inch  long.  These 
holes  lie  in  the  face  of  the  jacket  opposite  to  the  down-take  B.  The 
air  enters  through  the  lower  of  these  holes,  passes  down  through  the 
down-take  B  and  through  the  distribution  passage  to  the  flame;  the 
products  of  combustion  pass  up  through  and  across  the  wire-gauze 
chimney  C  and  escape  through  the  upper  holes  in  the  jacket  E,  as 
indicated  by  the  arrows. 

We  have  here  two  columns  of  gas,  separated  by  the  sheet-iron 
chimney  D  and  the  glass  chimney  F.  All  but  the  lower  part  of  the 
inner  column  is  hot,  all  but  the  upper  part  of  the  outer  column  is 
cold.   The  centrifugal  force  developed  in  swinging  the  lamp  affects 

*  Remarks  at  the  International  Congress  on  Mining  and  Metallurgy,  based  on  his 
experiments  of  September  5,  1889. 
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these  two  columns  so  nearly  alike  that  the  draft  of  the  lamp  is 
not  seriously  changed.  Again,  currents  of  air  pressing  in  through 
the  holes  in  the  jacket  E  strike  into  the  cold  outer  column,  which 
transmits  the  pressure  to  both  ends  of  the  hot  column  alike,  and  the 
draft  of  the  lamp  is  not  afiEected. 

Placed  in  an  atmosphere  containing  fire-damp  this  bums  to  a  cer- 
tain extent  within  the  lamp,  the  cold  column  becomes  heated, 
expands,  loses  its  density  and  so  diminishes  the  draft ;  at  the  same 
time  less  of  it  by  weight  can  pass  the  wire-gauze  of  the  distributing 
passage  A  A,  less  oxygen  reaches  the  flame,  which  after  a  certain 
limit  ceases  to  grow.  Placed  in  an  explosive  mixture,  not  enough 
oxygen  can  reach  the  flame  to  keep  it  up  to  the  point  of  ignition,  and 
the  lamp  goes  out. 

Comparing  this  lamp  with  Gray's,  we  note,  first,  that  the  two 
columns  are  probably  decidedly  better  balanced  against  the  centrif- 
ugal force;  I,  because  the  cold  column  is  heated  to  a  considerable 
extent  through  the  chimney  D;  and,  II,  because  the  upper  part  of  the 
cold  column  is  itself,  if  not  hot,  at  least  very  warm,  while  in  Gray's 
lamp  the  difference  in  temperature  and  hence  in  density  between  the 
two  columns  must  be  decidedly  greater.  Second,  the  additional 
heating  of  the  cold  column  automatically  checks  combustion  when 
Fumat's  lamp  is  in  a  combustible  atmosphere.  To  these  I  think 
should  be  added  a  third  point,  that  the  air,  after  entering  the  lower 
holes  in  the  jacket  E,  becomes  somewhat  diluted  with  the  overlying 
products  of  combustion  which  are  passing  out  of  the  upper  holes, 
since  the  entering  and  escaping  bodies  of  gas  are  here  in  direct  con- 
tact with  each  other  and  must  inevitably  become  more  or  less  mixed. 
To  what  extent  this  dilution  occurs,  with  its  advantage  of  giving 
safety  and  disadvantage  of  dimming  the  flame,  direct  trial  alone  can 
show,  but  it  should  be  to  a  much  smaller  extent  than  the  common 
descending  current  lamps.  Finally,  it  would  seem  as  if  currents  of 
air  should  affect  the  draft  of  Fumat's  somewhat  less  than  that  of 
Gray's  lamp ;  but  on  this  one  hardly  likes  to  speak  confidently. 

Let  us  now  return  to  the  lamps  with  descending  air  current.  The 
oldest  of  these,  according  to  ^hatelier,  is  the  Clanny,  a  Davy  lamp 
in  which  the  lower  part  of  the  gauze  cylinder  is  replaced  by  glass. 
The  air  enters  through  the  lower  part  of  the  gauze  and  immediately 
above  the  glass,  descends  along  the  walls  of  the  glass  and  passes  to 
the  flame  much  as  in  the  Marsaut  lamp,  Fig.  38,  the  products  of 
combustion  passing  up  through  the  axis  of  the  lamp.  In  addition 
to  its  much  greater  illuminating  power,  this  lamp  had  the  advantage 
that  it  went  out  when  placed  in  a  still  explosive  atmosphere.  Un- 
fortunately, if  the  atmosphere  were  in  motion,  the  quantity  of  it 
which  entered  the  lamp  became  so  great  as  to  supply  enough  oxy- 
gen to  keep  the  flame  alight;  the  fire  damp  as  well  as  the  oil  burnt, 
the  gauze  became  red  hot,  and  hence  allowed  the  flame  to  pass. 
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Fio.  88.— French  form  of 
Marsaurs  lamp. 


It  was  found  that  a  metallic  shield  around  the  gauze  tended  to 
prevent  currents  of  air  from  increasing  the  quantity  of  air  which 
entered  the  lamp,  even  if  they  passed  at  the  rate  of  36  feet  (11  metres) 
per  second. 

Marsaut's  lamp,  Fig.  38,  is  based  on  this  princi- 
ple. It  is  a  Clanny  lamp  with  the  wire-gauze 
chimney  Q  doubled  or  tripled,  and  protected  by 
a  sheet-iron  jacket,  H.  The  air  enters  horizon- 
tally and  vertically  through  holes  in  H,  and  is 
baffled  so  as  to  diminish  the  effect  of  passing  cur- 
rents by  the  inner  metallic  ring  opposite  these 
holes.  The  products  of  combustion  escape 
through  holes  in  the  upper  part  of  the  jacket 
after  passing  the  gauze  chimney  G.  The  lamp 
goes  out  when  in  a  still  explosive  mixture,  as  the 
exit  passages  are  so  slight  that  much  of  the  prod- 
ucts of  combustion  is  baffled  back,  mixes  with 
the  entering  explosive  mixture  and  makes  it  in- 
combustible. But  this  result  is  attained  only 
by  careful  adjustment  of  the  dimensions  of  the 
lamp,  the  permeability  of  the  gauze,  the  size  of 
the  orifices,  etc. 

J  is  a  bushing  which  may  be  screwed  up  or  down  to  suit  varia- 
tions in  the  length  of  the  glass  chimney  K,  so  that  this  joint  is 
readily  secured.  The  use  of  gaskets  may  be  more  convenient,  but 
it  is  less  safe  than  this  arrangement.  This  joint  is  clearly  made 
good  wholly  independently  of  the  joint  between  lamp  and  oil  cup. 

In  spite  of  the  apparent  safety  of  this  lamp,  it  is  reported  that  the 
sheet-iron  covers  of  certain  Marsaut  lamps  were  found  reddened 
with  iron  oxide  as  if  they  had  been  red-hot,  after  the  fatal  explosion 
in  the  St.  Etienne  coal  mines,  where  they  were  in  use.  It  is  thought 
thf»t  the  flames  lengthened  so  much  as  to  heat  these  covers  red-hot, 
and  that  the  explosion  was  thus  precipitated.  The  explanation  that 
the  covers  were  heated  to  redness  by  the  explosion  does  not  seem 
reasonable.  Quite  an  appreciable  time  would  be  required  to  heat 
these  thick  covers  so  hot  that  their  surface  would  turn  red.  Could 
the  flame  of  the  explosion  last  so  long?  And  if  it  lasted  so  long  and 
were  so  hot  as  to  heat  these  covers  red-hot,  would  it  not  leave  clear 
evidences  of  this  condition  of  things  on  the  other  parts  of  the  lamp, 
which,  if  the  covers  were  heated  to  redness  directly  by  the  flame 
of  the  lamp  itself,  would  still  be  relatively  cool?  Many  competent 
judges  in  France,  however,  hold  this  lamp  wholly  blameless,  and 
prefer  it  to  all  others. 

Mueseler's  lamp.  Fig.  39,  is,  according  to  Le  Chatelier,  more  exten- 
sively used  than  any  other  with  descending  current.  Mueseler  inten- 
tionally baffles  back  the  products  of  combustion,  so  that  they  may 
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dilute  the  entering  air,  by  making  them  pass  through  a  long  narrow 
chimney,  M,  whose  section  is  too  small  to  allow  them  to  pass  readily, 
and  which  at  the  same  time  prevents  the  flame, 
in  case  of  its  lengthening  when  the  surround- 
ing atmosphere  is  combustible,  from  coming 
in  contact  with  the  gauze  chimney  N.  This 
chimney  is  the  essential  feature  of  the  lamp. 

This  lamp  always  goes  out  when  placed  in 
an  explosive  atmosphere,  either  still  or  moving 
horizontally,  and  it  is  not  put  out  by  currents 
of  air. 

Since  its  invention  in  1840  many  modifica- 
tions of  it  have  been  proposed,  some  of  which 
wholly  destroy  its  safety  Much  confusion 
arises  from  calling  all  these  modified  lamps 
Mueseler,  and  Le  Chatelier  would  reserve 
this  name  for  those  of  the  dimensions  of  the 


Fio, 


.  89.-Mue8eier  8  lamp.    Belgian  royal  decree  of  1876,  which  follow: 


Dimenaiom  of  Mueseler' 8  safety  lamp. 


The  inventors. 

Laws  of  1851  and  187«. 

Inches. 

Millimetres. 

Inches. 

MilUmetres. 

Wlre-guaga— 

1264 

929 

0.018 

0.88 

0.018 

0.88 

01A88  chimney- 

«.76 

•  70 

2.44 

68 

2.01 

61 

2. 86  to  2. 40 

60  to  61 

Inner  diameter  

1.78 

44 

2. 18  to  2.20 

64  to  56 

Sheet-iron  chimney- 

O.a9to0.47 

10  to  12 

0.89 

10 

0.96 

25 

0.96 

26 

1.18  to  1.88 

.  80to85 

1.18 

80 

Height  above  diaphragm  

8.74 

05 

8. 50  to  8. 68 

89  to  91 

0.96 

25 

1.02  to  1.10 

26  to  28 

(15)  Fastenings  for  safety  lamps. — It  has  been  found  that  miners 
so  readily  pick  any  common  lock  for  fastening  their  safety  lamps — 
the  carelessness  of  a  single  miner  who  seeks  to  trim  his  lamp,  thus 
exposing  the  lives  of  thousands  to  great  danger — that  fastenings 
other  than  keys  and  wholly  beyond  the  control  both  of  miners  and 
foreman  seem  very  desirable.  I  will  describe  three  shown  at  Paris: 
Cuvelier's  Hydraulic  Method,  Raffard's  Magnetic  Fastening,  and  the 
lead-rivet  fastening. 

C livelier' s  hydraulic  fastening. — The  lamp  is  opened  by  unscrew- 
ing the  joint  U  U,  so  that  the  lower  part  containing  the  oil  vessel, 
wick,  etc.,  is  separted  from  the  ring  V,  to  which  the  chimney,  etc., 
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forming  the  upper  part  of  the  lamp  are  attached.  In  the  conditions 
shown  in  Fig.  40  the  bolt  a  prevents  our  unscrewing  this  joint;  the 
lamp  is  locked. 


Fio.  40.  Fio.  41. 

Cuvelier's  hydraulic  f afltening  for  safety  lamps. 

The  bolt  a  is  held  up  firmly  by  the  claws  ss  of  the  stout  spring  k, 
and  can  be  lowered  so  as  to  permit  us  to  unscrew  this  joint  U  only 
by  withdrawing  ss  from  beneath  the  shoulder  of  a. 

Now  just  here  is  the  gist  of  the  ma.tter.  This  spring  is  a  flexible 
tube  like  that  of  a  pressure  gauge,  bent  around  nearly  to  a  circle. 
It  is  so  stout  that  it  can  not  be  opened  by  pushing  a  wire  into  it;  in- 
deed, there  is  no  entrance  through  which  a  stiif  wire  could  be  pushed. 
But  it  is  readily  opened,  its  two  sides  moving  apart,  as  in  th^  direc- 
tion of  the  arrows  in  Fig.  41,  on  introducing  into  it  through  the  little 
hole  m,  water  or  other  fluid  under  enormous  pressure.  The  hollow 
tubes  fc,  opening  centrifugally  when  under  hydraulic  pressure, 
withdraw  the  claws  ,9.5  from  beneath  the  collar  on  a,  the  spring  R 
forces  a  down,  and  we  can  now  unscrew  our  joint  U,  and  thus  open 
the  lamp.  The  pressure  is  readily  supplied  in  the  lamp-filling  room 
from  any  convenient  source,  but  underground 
the  miner,  of  course,  has  no  means  of  generat- 
ing or  applying  it. 

A  convenient  form  of  press  for  supplying 
water  under  pressure  is  shown  in  Fig.  42. 

We  have  in  the  first  place  a  cast-iron  reser- 
voir, Q,  in  the  middle  of  which  is  fixed  a  strong 
bronze  hydraulic  cylinder,  about  1^  inches  in 
diameter.  In  this  cylinder  plays  a  plunger, 
A,  its  lower  end  carrying  a  leather  U  packing. 
This  plunger  is  held  down  by  the  weights  B, 
and  raised  and  lowered  by  the  hand- wheel  C. 
From  the  bottom  of  this  cylinder  runs  a  nar- 
row tube,  conveying  water  under  pressure  to ' 
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the  lamps,  and  controlled  by  a  cock,  F.  From  a  little  hole  or  induc- 
tion port  near  the  top  of  the  cylinder  runs  another  little  tube  to  the 
bottom  of  the  outer  reservoir.  When  the  piston  is  lifted  by  the  hand- 
wheel  C,  a  pai-tial  vacuum  arises  in  the  cylinder;  as  soon  as  the  pack- 
ing of  the  plunger  has  risen  past  the  induction  port,  water  rushes  in 
from  this  outer  reservoir  and  the  cylinder  is  thus  filled  automatically. 
The  rods  E  pass  through  pipes  fastened  to  the  bottom  of  the  reservoir. 

The  apparatus  certainly  seems  simple.  There  is  only  one  valve,  the 
cock  F  in  the  little  pressure- pipe,  and  this  cock  and  the  packing  on  the 
plunger  seem  to  be  the  only  parts  to  which  attention  must  be  given. 

This  form  of  fastening  has  been  adopted  by  eight  important  French 
and  Belgian  collieries.  For  information  we  are  directed  to  apply  to 
M.  Catrice,  P^ruvelz,  Belgium. 

Magnetic  fastenings. — The  bolt  which  locks  the  lamp  may  be  held 
in  place  by  a  powerful  spring,  to  which  is  attached  a  bar  of  iron  so 
shaped  that  it  may  be  withdrawn,  drawing  with  itself  the  bolt  of  the 
lainp,  by  means  of  a  powerful  magnet.  The  lamp,  thus  unbolted,  is 
now  opened  by  unscrewing  its  base  from  its  upper  part. 

In  Villier's  arrangement  the  bolt  of  the  lamp  carries  a  horseshoe- 
shaped  armature  of  soft  iron,  which  is  drawn  down,  unbolting  the 
lamp,  by  means  of  a  powerful  electro-magnet,  magnetized  by  a 
magneto-electric  machine  driven,  through  a  pedal,  by  the  lamp  man's 
foot.  But  the  power  required  to  drive  the  magneto-electric  machine 
is  so  great  that  a  single  lamp  man,  using  all  his  strength,  can  open 
only  six  lamps  per  minute,  and  only  three  per  minute  during  contin- 
uous work. 

Raffard  has  substituted  for  Villier's  electro-magnet  a  simple  per- 
manent horseshoe  magnet,  capable  of  lifting  about  44  pounds."  This 
magnet  is  fixed  horizontally  and  immovably  immediately  beneath 
the  top  of  the  table  shown  in  Fig.  43,  its  poles  being  prolonged  up 
through  the  table-top  by  little  iron  cylinders  0.67  inch  in  diameter 
and  0.78  inch  long,  so  placed  as  to  fit  against  the  ends  of  the  armature 
attached  to  the  lamp  bolt. 

In  a  hole  in  the  table-top  plays  a  copper  disk,  driven  by  the  pedal 
B  and  the  lever  A.  It  fits  the  base  of  the  lamp,  and  has  two  holes 
through  which  our  little  cylinders  pass. 

To  open  the  lamp,  place  it  on  this  copper  disk,  bringing  the  ends  of 
its  armature  against  those  of  our  little  cylinders,  and  raise  the  lamp 
by  pressiDg  on  the  pedal.  As  the  armature,  and  through  it  the  bolt, 
are  held  down  firmly  by  the  magnet,  we  thus  unbolt  the  lamp,  and 
can  now  unscrew  and  open  it.  Nothing  remains  but  to  free  the  base 
of  the  lamp  from  the  magnet.  This  is  done  by  pressing  the  pedal 
down  a  little  farther,  thus  raising  the  copper  disk  a  little  higher,  and 
with  it  separating  the  armature  from  the  magnet. 

As  the  distance  through  which  the  lamp  man  has  to  lift  the  lamp 
itself,  and  later  the  armature,  in  order  to  free  it  from  the  magnet,  is 
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small,  the  amount  of  work  done  is  said  to  be  inconsiderable,  only 
one  four-hundredth  of  that  required  in  Villier's  arrangement.  It  is 
reported  that  one  lamp  man  can  open  more  than  30  lamps  per  minute 
without  fatigue.* 

The  lead  rivet  fastening  is  shown  in  Fig.  44.  After  the  lamp  has 
been  screwed  together,  bringing  two  ears,  a,  on  the  body  of  the  lamp, 
and,  6,  on  its  base,  opposite  each  other,  a  lead  rivet,  c,  is  slipped 
through  them,  and  a  letter  or  other  device  is  stamped  on  it. 

Of  course  the  workman  can  open  this  fastening  by  cutting  the 
rivet  with  his  knife;  but  he  thus  leaves  a  record  which  he  can  not 
efface,  and  which  should  lead  to  his  discharge. 


Fxo.  43.— Apparatus  for  opening  BaiEard's  Fio.  44.— French  form  of  Maraaut^s  safety  lamp 

magnetic  fastening.  with  lead  rivet  fastening. 

Similar  to  this  is  the  plan  of  soldering  the  two  parts  of  the  lamp 
together. 

(16)  Steel  mine  cars. — The  rapidity  with  which  steel  cars  have 
driven  wooden  ones  out  of  use  in  the  last  few  years  is  striking. 

Romain  Sartiaux,  said  to  be  the  most  important  maker  of  mining 
cars  in  France,  reports  that,  up  to  1884,  in  the  coal  mines  of  the 
basins  of  the  North  and  of  the  Pas-de-Calais  in  France,  wooden  mihe 
cars  alone  were  used,  except  at  Anzin,  Escarpelle,and  Meurchin,  where 
iron  cars  had  already  been  introduced.  The  first  trials  with  steel 
cars  were  made  in  1884,  2,650  cars  being  used  as  an  experiment. 
Last  year  Sartiaux  supplied  5,250  steel  cars,  11,552  steel  axles  with 
steel  wheels,  23,377  steel  wheels  without  axles,  31,369  steel  axle 
boxes. 

These  cars  are  made  wholly  of  steel  (apparently  mild  Bessemer 

*For  further  information,  see  a  pamphlet  by  N.  J.  Raflfard,  May  1889,  "Ferme- 
tiire  des  Lampes  de  Sdrete  des  Mines,"  to  be  had  from  Maison  Br^guet,  the  makers 
of  the  apparatus,  19  Rue  Didiot,  Paris. 
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or  open-hearth  steel).  Their  cost  is  said  to  be  about  the  same  as 
that  of  wooden  cars  of  equal  capacity,  while  their  life  is  much  longer 
(8  to  10  years  if  galvanized,  6  to  8  if  black,  against  3  years  for  wood) 
and  their  repairs  much  less  expensive,  to  wit :  Ten  cents  per  car  for 
the  first  year,  20  cents  for  the  second,  and  40  cents  per  annum  for 
the  subsequent  years,  while  the  cost  of  repairs  to  wooden  cars  is 
from  $2  to  $2.60  per  annum  per  car  in  this  district.  It  is  only  fair  to 
add  that  the  ratio  of  the  cost  of  wood  to  that  of  steel  is  very  much 
greater  than  in  the  United  States.  One  may  travel  hundreds  of 
miles  through  thickly  settled  parts  of  France  without  seeing  a 
wooden  house  or  a  shingled  roof. 

(17)  Hardy^s  patent  picks. — Two  of  these  are  shown  in  Figs.  45  to 
47.  That  in  Fig.  45  needs  little  explanation.  The  sleeve  at  the  end 
of  the  handle  presses  outward  strongly,  and  so  tends  to  keep  the 
pick  from  slipping,  while  it  of  course  protects  the  handle  greatly. 


Fio.  46.— Hardy'B  pick.  Fios.  46,  and  47. 


In  the  "Acme"  pick,  shown  in  Figs.  46  and  47,  the  pick  proper, 
C  D,  fits  into  a  socket  on  the  handle,  instead  of  having  the  handle 
fit  into  an  eye  in  the  pick.  The  pick  proper  has  a  groove  on  its 
upper  side,  just  fitting  the  top  part,  A  B,  of  the  socket.  In  order  to 
insert  the  pick  into  the  socket  the  wedge  E  of  the  latter  must  be 
withdrawn,  as  shown  in  Fig.  47.  The  pick  is  then  slipped  in,  and  E 
is  then  driven  home,  forcing  the  top  A  B  of  the  socket  into  the  cor- 
responding depression  in  the  upper  side  of  the  pick.  This  pick  is 
designed  especially  for  coal  mining. 

(18)  Hardy^s  patent  multiple  wedge  for  bringing  coal  dotvn  (Fig. 
48). — Instead  of  a  single  wedge,  a  pair  of  wedges  are  used,  shaped 
so  that  a  third  may  be  driven  between  them. 

In  using  it  a  pair  of  feathers,  as  usual,  is  first  inserted  in  the  hole; 
within  these  is  driven  the  first  wedge,  or  rather  pair  of  wedges, 
wedging  the  coal  down  somewhat,  and  within  this  pair  of  wedges  is 
then  driven  the  third  wedge. 
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Fio.  48.— Hardy's  multiple  wedge. 

E.— Mining  transportation,  etc. 

(19)  Transportation  by  hanging  chains  at  Ain-Sedma,  Algeria. — 
The  problem  whicli  was  presented  at  Ain-Sedma  was  to  transport  an 
enormous  quantity  of  rich  iron  ore  to  tlie  Mediterranean  from  a 
point  2,300  feet  above  sea  level  and  3.75  miles  distant  in  a  straight 
line,  a  dozen  deep  ravines  lying  between. 

Five  plans  were  considered  : 

1.  A  common  railway,  with  a  maximum  grade  of  2.5  per  cent., 
and  more  than  18  miles  long. 

2.  A  39-inch  railway  running  through  the  principal  valley  and  fed 
by  gravity  inclines. 

3.  A  railway  with  rack  and  pinion  arrangement. 

4.  A  suspended  wire-rope  railway. 

5.  A  railway  governed  by  hanging  chains. 

The  latter  was  decided  to  be  much  the  cheaper  method  under  the 
existing  conditions,  and  was  adopted. 

The  line  has  a  total  length  of  4.45  miles  (projected  horizontally), 
and  a  total  fall  of  2,292  feet,  so  that  the  average  fall  is  9.75  per  cent. 
But  as  there  are  level  places,  and  even  up  grades,  the  actual  average 
fall  is  15.5  per  cent.  The  maximum  grade  is  limited  to  30  per  cent. 
To  keep  within  this  limit  it  was  necessary  to  span  streams  at  a  great 
height  by  means  of  trestles  and  very  light  bridges,  and  to  pierce  the 
summits  by  tunnels,  sometimes  of  considerable  length.  Moreover, 
in  order  to  avoid  grades  of  40  and  even  50  per  cent.,  it  was  found 
necessary  to  have  several  curves. 

The  hanging  chain  arrangement — Conceive  a  common  double- 
track  narrow-gauge  railway  (Fig.  49),  with  a  very  steep  grade,  so 


 * 

Fio.  49.— Transportation  by  hanging  chains  at  AIn-Sedma.  Plan  of  railway. 


steep  that  the  ore  cars,  if  left  to  themselves,  would  run  down  it  at 
tremendous  speed — in  short,  a  gravity  road.  Imagine  that  about  5 
feet  above  this  road,  and  at  considerable  intervals,  lies  a  series  of 
transmission  or  toothed  pulleys,  A  A',  with  vertical  axes  which  stand 
H.  Ex.  410— VOL  III  19 
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midway  between  the  tracks.  Conceive  a  series  of  long  endless  chainSy 
each  slightly  overlapping  the  next,  each  running  around  a  pair  of 
these  pulleys,  and  each  thus  forming  a  long  straight-sided  loop,  its 
straight  sides  parallel  with  the  tracks,  one  side  thus  hanging  above 
the  middle  of  the  down  track  and  running  down  hill,  the  other  side 
hanging  above  the  middle  of  the  up  track  and  running  up  hill.  Con- 
ceive further  two  series  of  ore  cars  running  on  these  tracks  at  con- 
siderable intervals  (Fig.  50),  a  series  of  full  cars  running  on  the  down 


Fio.  50.— Transportation  by  hanging  chains  at  AIn-Sedma.  General  view. 

track,  a  series  of  empty  cars  running  on  the  up  track.  Conceive  that 
each  car  has  at  one  end,  on  its  upper  edge,  an  open  U  notch  or  crotch, 
so  placed  that  the  chain  which  hangs  above  the  track  hangs  into  and 
rests  in  it,  thus  laying  hold  of  the  car.  This  grasped,  it  is  e\'ident 
that  the  full  cars  on  the  down  track,  as  they  tend  to  run  down  hill, 
will  drag  this  chain  down  hill  with  them,  and  that  as  this  side  of 
the  chain  travels  down  hill  and  approaches  the  pulley  A'  (Fig.  49) 
at  its  lower  end,  the  other  part  of  the  chain  which  lies  above  the  up 
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track  will  be  dragged  up  hill  towards  pulley  A,  and  with  it  the 
empty  cars  upon  which  it  hangs  and  to  which  it  attaches  itself  by 
means  of  the  notches  or  crotches  already  referred  to.  Finally,  con- 
ceive that  these  transmission  pulleys  are  just  a  little  higher  than  the 
tops  of  the  ore  cars,  so  that  as  a  car  approaches  a  pulley,  say  A',  the 
chain  is  gradually  lifted  out  of  the  notch  on  its  upper  edge,  the  car 
thus  released  running  on  by  its  own  momentum  to  join  the  chain  on 
the  further  side  of  the  pulley,  which,  of  course  runs  around  a  pulley 
similar  to  A  and  immediately  beneath  it,  and  is  therefore  not  shown 
in  Fig.  49. 

Thus  one  side  of  each  of  these  endless  chains  is  pulling  empty  cars 
onwards  and  up  hill,  the  other  side  is  holding  back  a  series  of  full 
cars  which  are  running  down  hill. 


The  whole  line  is  divided  up  into  six  sections,  and  each  section 
contains  several  endless  chains,  each  chain  tandem  to  and  barely 
overlapping  the  next. 

All  the  chains  of  each  section  are  in  communication  and  under 
mutual  control;  those  of  the  different  sections  are  independent. 

In  each  section  are  many  transmission  stations,  one  at  the  end  of 
each  chain.  A  transmission  station  consists  simply  of  two  driving 
pulleys,  i.  e.,  toothed  pulleys,  fixed  on  the  same  shaft.  The  links  of 
the  chains  lay  hold  of  or  **mesh"  into  the  teeth  of  these  pulleys, 
and  thus  it  is  that  successive  adjoining  chains  are  under  mutual 
control. 


1 


Fio.  61.— Transportation  by  hanging  chains  at  AIn-Sedma.  Station  at  head  of  section. 
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The  station  at  the  head  of  each  section  has  in  the  first  place  a  loose 
pulley,  which  simply  forms  the  lower  end  of  the  next  upper  section, 
and  returns  the  descending  chain.  In  the  second  place,  it  contains 
the  main  driving,  or  rather  brake  pulley  of  the  lower  section.  This 
pulley  is  of  the  Lancashire  type,  and  has  stout  vertical  steel  bars  for 
teeth,  which  lay  hold  of  the  upper  chain  of  the  lower  section  and 
prevent  its  slipping.  The  chain  makes  one  and  a  half  and  some- 
times two  and  a  half  turns  around  the  pulley. 

The  speed  of  this  main  brake  pulley  is  controlled,  first,  by  a  fan 
brake  (Fig.  51);  secondly,  by  a  common  band  brake,  by  means  of 
which  the  upper  chain  of  the  section  may  be  checked  or  even 
arrested,  when  through  it,  and  thence  through  the  pulleys  of  the 
transmission  stations,  we  at  the  same  time  check  or  arrest  success- 
ively the  several  lower  chains  of  the  same  section. 

The  track  and  the  travel  of  the  ore  cars  are  continuous  from  the 
top  of  the  line  to  the  sea.  At  the  stations,  both  those  of  transmis- 
sion and  those  at  the  section  heads,  the  cars  leave  the  chains  momen- 
tarily, or  rather  the  chains  are  lifted  by  the  pulleys  so  high  that 
they  lose  hold  of  the  cars,  which  by  their  momentum  pass  from 
chain  to  chain.  The  inclination  of  the  up  track  must  be  reversed 
from  an  up  to  a  down  grade  for  a  short  distance  on  each  side  of  each 
station,  so  that  the  cars  running  on  it  may  pass  readily  from  chain  to 
chain. 

The  gauge  is 21. 65  inches;  the  distance  between  the  up  and  down 
tracks,  11.8  inches.  The  rails  are  of  Bessemer  steel,  and  weigh  about 
13  pounds  per  running  yard.  As  the  chains  of  the  diflferent  sections 
support  different  stresses,  owing  to  differences  in  grade,  so  their 
weight  varies  from  about  17  to  26  pounds  per  running  yard,  their 
total  weight  being  about  150  tons.  They  areof  charcoal  iron.  Seven 
hundred  ore  cars  are  used.  • 

The  plant  was  built  after  the  plans  of  M.  Briill,  director  of  the 
mines,  and  under  his  direction,  much  of  the  material  being  supplied 
by  the  Taza- Villain  establishment,  to  which  we  are  indebted  for  a 
description  of  it. 

(20)  Fan  brake  and  gravity  road  at  Bilboa  * — The  distinctive  fea- 
ture of  the  Cad^gal  gravity  road  at  Bilboa  is  the  use  on  a  large  scale 
of  the  fan  brake  (Fig.  52). 

The  rich  iron  mines  of  Somorrostro  lie  at  the  summits  of  precipi- 
tous mountains,  midway  between  Bilboa  and  the  sea,  at  a  height  of 
from  650  to  1,000  feet.  The  problem  of  transporting  the  ore  from 
the  mountain  tops  to  the  plane  at  their  feet  is  well  solved  by  the  use 
of  the  gravity  road. 

The  Cad^gal  gravity  road  is  about  2,000  feet  long,  with  a  total 
fall  of  about  525  feet    Its  inclination  is  35  per  cent,  in  its  upper,  30 

'Communication  sur  les  Divers  Movens  de  Transport  Meclianique  Employ^  dans 
les  Exploitations  de  Minerai  de  fer  de  Bilbao,  par  M.  Malissard-Taza.  1881, 
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per  cent,  in  its  middle,  and  25  per  cent,  in  its  lower  part.  It  is  a 
straight  double-track  road,  of  39.4-inch  gauge. 

The  machinery  (Fig.  52)  consists  of  a  great  double  drum,  slightly 
conical,  nearly  20  feet  in  diameter,  covered  with  three-quarter  inch 


3 

e 


i 


I 


s 


.  iron  plates,  and  supported  by  three  strong  spiders,  the  middle  of 
which  is  toothed,  and  gears  into  a  pinion  on  the  shaft  of  the  fan 
brake. 

The  fan  brake  is  made  up  of  four  straight  blades  at  right  angles 
to  each  other.   They  are  6  feet  7  inches  wide,  while  the  outside  diam- 
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eter  of  the  fan  is  16  feet  5  inches.  This  brake  acts  solely  by  the  fric 
tional  resistance  which  the  air  offers  to  the  swift  turning  of  its 
blades. 

The  peripheries  of  the  end  spiders  of  the  drum  have  rims  arranged 
so  that  they  can  be  grasped  by  the  band  brakes,  which  can  be  worked 
by  the  engineer  who  stands  at  the  head  of  the  incline,  at  a  distance 
of  about  200  feet.  The  band  brakes  are  held  away  from  the  drum 
by  counterweights,  as  shown. 

The  cables  are  of  steel,  and  1.57  inches  in  diameter.  The  drum 
itself  stands  high  enough  to  let  the  trains  which  form  on  the  level  at 
the  head  of  the  incline,  and  which  have  eight  2-ton  cars  each,  pass 
beneath  it.  The  upper  and  lower  ends  of  the  gravity  road  are  so 
arranged  that  all  the  maneuvers  of  the  cars,  both  on  arrival  and 
departure,  are  effected  by  gravity. 

When  the  train  is  released  at  the  head  of  the  incline  its  descent  at 
first  increases  rapidly,  as  the  fan  brake,  now  moving  slowly,  offers 
but  little  resistance.  As  the  speed  of  train  and  fan  brake  increase, 
the  latter  offers  more  and  more  resistance,  so  that  the  velocity  of 
descent  very  soon  becomes  constant.  The  fan  brake  is  designed  to 
give  the  train  a  maximum  speed  of  about  600  feet  per  minute,  which 
corresponds  to  a  velocity  of  90  revolutions  per  minute  for  the  fan 
itself.  Actually  the  train  runs  down  the  2,000  feet  of  incline  in 
about  3.5  minutes,  while  from  6  to  7  minutes  are  occupied  by  the 
maneuvers  at  the  ends  of  the  incline,  so  that  we  have  a  trip  about 
every  10  minutes,  or  a  traffic  of  about  1,000  tons  per  10  hours.  This, 
we  are  informed,  could  be  raised  easily  to  1,500  tons,  by  having  more 
cars  per  train. 

This  descent  of  the  full  cars  and  the  ascent  of  the  empty  ones,  be 
it  understood,  is  accomplished  without  the  use  of  the  band  brakes, 
the  fan  brake  regulating  the  speed  of  the  trains  quite  automatically, 
and  without  the  intervention  of  the  engineer,  the  band  brakes  being 
merely  held  in  reserve  in  case  of  need.  They  are  strong  enough  to 
arrest  the  train  at  any  point  in  its  descent. 

The  advantages  claimed  for  the  fan  brake  are: 

1.  That  we  avoid  the  friction  and  consequent  heating  and  wear  of 
the  lagging  of  the  band  brake; 

2.  Perfect  regularity  of  descent; 

3.  That  it  can  be  easily  regulated  in  place,  by  changing  the  surface 
of  its  blades  to  suit  variations  in  the  conditioiiS  of  descent.  To  these 
may  be  added  another: 

4.  That  the  arrangement  requires  much  less  careful  and  constant 
supervision  than  the  band  and  other  common  forms  of  brake;  and 
that,  as  the  resistance  is  necessarily  applied  extremely  gradually,  we 
avoid  wholly  the  shock  and  consequent  deterioration  of  the  machin- 
ery due  to  sudden  and  violent  application  of  the  brake  by  careless 
hands. 
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(21)  McUissard'Taza's  automatic  '^Basculeur,'*^  or  dumping  plants 
Figs.  53  and  54. — This  is  an  arrangement  for  discharging  coal  from 
cars  into  boats,  without  power,  and  with  but  little  labor.  The  car 
itself,  with  a  short  movable  section  of  track,  tips  far  enough  to  let 
the  whole  charge  of  coal  slide  out  into  a  pocket,  from  which  a  chute 
leads  to  the  boat.  In  order  to  accomplish  this  the  movable  section 
of  track  is  laid  on  a  strong  platform  of  iron  beams,  which  is  movable, 
and  pivoted  at  the  point  O,  as  shown  in  Fig.  53.  As  shown,  this  pivot, 
instead  of  being  in  the  center  of  the  track,  is  much  to  the  land  side, 
so  that  the  weight  of  the  loaded  car  tends  to  tip  the  platform  down 
towards  the  chute  and  boat. 


Fio.  58.— Maliflsard-Taza's  "  Basciileur,''  or  coal-transferring  plant. 

A  heavy  bob,  counterweight,  or  pendulum,  M,  (Fig.  53)  is  fastened 
beneath  this  tipping  platform,  so  that  it  has  to  swing  and  rise  as  the 
platform  and  car  tip.  This  pendulum  is  of  such  a  weight  that,  while 
it  is  readily  swung,  and  lifted  by  the  weight  of  the  full  car,  it  suf- 
fices to  bring  the  platform  and  car  back  to  a  horizontal  position 
when  the  car  is  empty. 

Clearly,  without  some  special  precaution  the  weight  of  the  full 
car  would  tip  the  platform  down  violently,  and  after  the  car  was 
emptied  the  pendulum  would  bring  it  and  the  platform  back  to  their 
original  position  with  a  shock.  To  obviate  this  a  hydraulic  moder- 
ator or  brake  is  attached  to  the  platform.  It  consists  of  a  hydraulic 
cylinder,  H,  with  piston  and  piston  rod,  p,  connected  with  the  beams 
T  of  the  tipping  platform,  at  by  the  connecting  rod  6.  The  upper 
and  lower  ends  of  this  cylinder  are  connected  by  a  pipe,  Z,  in  the 
middle  of  which  is  a  cock,  which  controls  the  passage  of  water  from 
one  end  of  the  cylinder  to  the  other,  and  thus  the  motion  of  the  pis- 
ton, and  through  this  the  motion  of  the  tipping  platform  and  car. 
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This  hydraulic  cylinder  is  merely  a  moderator  or  brake,  and  not  a 
motor;  we  may  call  the  cock  which  controls  the  motion  of  the  water 
from  one  end  of  the  cylinder  to  the  other  the  brake  cock. 

The  lower  end  of  the  chute  may  be  moved  by  a  wire  rope  running 
over  a  windlass  at  the  level  of  the  tipping  platform,  so  that  the 
stream  of  coal  may  be  directed  to  the  far  or  near  side  of  the  boat  at 
will;  while  the  boat  itself  is  towed  lengthwise  by  an  endless  iron 
rope,  passing  over  sheaves  about  level  with  the  boat  and  fastened  to 
the  vertical  face  of  the  masonry  wall  at  such  a  distance  on  either 
side  of  the  chute  that  we  can  bring  all  points  in  the  length  of  the 
boat  beneath  it.  This  towing  table  is  driven  by  a  second  windlass 
at  the  level  of  the  tipping  platform,  and  with  it  one  man  can  readily 
shift  the  boat  lengthwise. 


Fig.  54.— Malissard-Taza's  Basculeur/* 

The  manner  of  operating  the  basculeur  is  as  follows:  The  tipping 
platform  is  fastened  in  a  horizontal  position  by  means  of  a  safety 
bolt.  A  full  car  is  run  upon  it,  and  the  stops  Y  are  screwed  by  the 
hand- wheels  shown  against  the  water  side  of  the  car,  to  prevent  the 
latter  both  from  moving  lengthwise,  and  from  tumbling  over  into 
the  chute  when  the  platform  and  car  tip.  The  safety  bolt  is  now 
drawn,  and  the  brake-cock  connecting  the  two  ends  of  the  hydraulic 
cylinder  is  opened,  allowing  the  water  to  pass  from  tlie  upper  to  the 
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lower  end  of  the  cylinder,  thus  permitting  the  piston  to  rise,  and 
the  platform  and  car  to  tip.  Before  the  platform  has  tipped  as  far 
as  is  shown  in  broken  lines  in  Fig.  53,  the  brake-cock  is  gradually 
closed,  so  as  to  check  the  motion  of  the  car  and  prevent  shock.  As 
the  car  and  platform  reach  the  position  shown  in  dotted  lines,  the 
fastenings  of  the  car  doors  strike  against  fixed  stops  which  unlatch 
them,  allowing  the  car  doors  to  fall  open.  ThjS  platform  is  imme- 
diately bolted  in  its  inclined  position,  and  held  there  till  all  the  coal 
has  run  out,  when  the  safety  bolt  is  again  drawn  and  the  brake-cock 
again  opened,  the  weight  of  the  pendulum  now  righting  car  and 
platform,  and  forcing  the  water  from  the  lower  to  the  upper  end  of 
the  cylinder. 

The  application  of  the  pendulum  is  a  particularly  happy  one. 
When  the  car  and  platform  begin  to  tip,  the  pendulum  offers  the 
minimum  of  resistance  to  their  motion,  its  resistance  increasing  rap- 
idly toward  the  end  of  the  stroke,  and  thus  tending  to  lessen  the 
shock.  On  the  return  stroke,  however,  when  the  weight  of  the  pen- 
dulum rights  the  car  and  platform,  it  acts  most  powerfully  at  first, 
when  the  most  powerful  action  is  needed  in  order  to  overcome  the 
inertia  of  the  car  and  platform.  Toward  the  end  of  the  stroke, 
however,  when  its  accelerating  action  would  only  tend  to  cause 
shock,  it  becomes  weaker  and  weaker,  and  finally  nil. 

The  basculeur  shown  in  Figs.  53  and  54  is  in  use  at  the  coal  mines 
of  Maries  for  10-ton  cars. 

The  advantage  of  this  arrangement  over  Fougerat's  and  that 
adopted  at  Eleu  is  that  no  power  is  required  for  transferring  the  coal, 
while  in  these  latter  arrangements  power  is  needed  for  lifting  the 
body  of  the  car  in  dumping.  On  the  other  hand,  a  little  extra  time 
is  needed  in  Taza's  arrangement  for  fastening  the  cars  by  the  stops 
Y,  though  it  is  not  clear  why  this  may  not  be  made  automatic. 

(22)  FougeraPs  basculeur,  Fig.  55,  used  by  the  Bruay  Coal  Mining 
Company  (Pas-de-Calais,  France),  raises  and  tips  the  coal  car  and  a 
movable  section  of  track,  as  shown  in  Fig.  55.  The  platform  and 
movable  track  are  pivoted  at  B,  and  are  lifted  by  the  hydraulic  cyl- 
inder E,  the  link  F  compensating  for  the  horizontal  travel  of  the 
apparatus.    A  screw  near-D  prevents  the  car  from  overturning. 

The  winch  K  enables  us  to  raise  the  chute  G  completely  out  of  the 
boat,  so  that  the  latter  may  pass  on,  or  to  simply  change  the  incli- 
nation of  the  chute,  to  suit  changes  in  the  angle  of  repose  of  the  coal. 
The  worm  beneath  the  chute  controls  the  end  of  the  chute,  and  thus 
enables  us  to  discharge  the  coal  to  right  or  left,  or  even  to  arrest  it. 

In  loading  by  hand  the  cost  was  formerly  2.4  cents  per  ton,  and 
they  could  only  load  from  fifteen  to  twenty  10-ton  carloads  daily. 
With  a  single  basculeur  the  cost  is  only  0.6  cent  per  ton,  and  with 
the  same  number  of  men  and  cars  as  formerly  they  now  load  seventy 
10-ton  carloads  daily.    Much  more  could  be  loaded  could  it  be 
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brought  to  the  basculeur,  which  can  load  100  to  120  tons  per  hour, 
all  maneuvers  included,  and  has  loaded  50  tons  in  11  minutes. 

Compared  with  Taza's  basculeur  the  one  before  us  has,  as  just 
pointed  out,  the  disadvantage  of  needing  considerable  power  for 


raising  the  car  and  platform,  but  the  advantage  that  the  coal  prob- 
ably slides  out  more  gently,  the  door  swinging  open  little  by  little 
as  the  car  tips,  and  letting  the  coal  out  little  by  little;  whereas  in 
Taza's  arrangement  it  is  clearly  necessary  that  the  car  doors  should 
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be  kept  closed  till  the  car  has  tipped  through  its  full  travel,  since  it 
is  the  weight  of  the  coal  that  tips  the,  car.  The  doors  being  thus 
suddenly  opened,  the  coal  all  gushes  out  at  once,  and  more  violently. 

The  cost  of  the  apparatus  is  given  as  about  $200  to  $240. 

These  basculeurs  are  clearly  applicable  to  materials  other  than 
coal,  and  with  equal  advantage. 


(23)  Coal-transferring  plant  at  ^leu  (Figs.  56  to  59). — This  is  an 
arrangement  for  transferring  coal  from  cars  to  boats,  diflfering  from 
Malissard-Taza's  in  that  the  body  of  the  car,  which  is  pivoted  on  the 
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truck,  is  tipped  by  power,  instead  of  the  whole  car  and  a  section 
of  track  being  tipped. 

A  sheet-iron  chute,  C,  leads  the  coal  to  the  boat  A.  In  it  a  pocket 
is  formed  by  the  gate  D.  The  section  of  the  chute  beyond  D  is 
movable,  so  that  by  varying  its  inclination  the  velocity  of  the  coal 
may  be  controlled.  .  At  the  very  end  of  the  chute  is  a  second  mova- 
ble section  which,  as  shown  in  broken  lines,  may  be  swung  so  as  to 
deliver  the  coal  towards  either  side  of  the  boat  at  will.  The  gate  D 
and  these  two  movable  sections  of  the  chute  are  moved  by  the  wind- 
lass E.  These  movable  sections  of  the  chute  are  counterweighted, 
first  by  a  heavy  counterweight,  secondly  by  a  diflEerential  one  which 
comes  more  or  less  into  play  to  suit  the  varying  positions  of  the  end 
section  of  the  chute. 


The  cars  used  are  wholly  metallic,  weigh  when  empty  15,600 
pounds,  and  consist  of  two  boxes,  F,  each  holding  5  tons,  and  piv- 
oted on  the  car  truck.  An  ingenious  catch,  shown  in  Figs.  57  to  59, 
allows  the  car  door  to  swing  open  when  the  body  of  the  car  has  been 
tipped  so  much  that  the  coal  will  slide  out.  This  catch  can  also  be 
opened  by  hand  when  the  car  is  level,  so  that  these  cars  may  be  used 
for  common  filling  purposes,  etc.,  as  well  as  for  dumping  into  the 
chute. 

This  catch  works  as  follows:  The  latch  O  is  pivoted  at  Q,  so  that, 
when  the  door  is  to  be  opened  by  hand,  it  can  be  raised  by  the  hand- 
lever  P,  releasing  the  lug  N  on  the  door,  as  shown  in  Fig.  58,  but  a 
stop  on  the  truck  prevents  O  from  turning  farther  down  than  as 
shown  in  Figs.  57  and  59;  hence,  when  the  body  of  the  car  is  tipped, 
the  lug  N  descending,  slides  down  and  out  of  the  jaw  in  O,  and  the 
door  then  swings  out  as  shown  in  Fig.  59. 

Each  of  the  two  boxes  F  of  which  the  car  body  consists  is  raised 
and  tipped  35  degrees  by  a  hook  K,  which  in  turn  is  moved  by  one 
of  the  two  single-acting  steam  cylinders  J,  by  means  of  the  chains 
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shown  in  Fig.  56.  The  hook  K  is  attached  automatically  to  the  car 
body. 

Cars  are  brought  by  a  locomotive  in  trains  of  twenty  to  the  track 
which  passes  through  the  dumping  plant,  and  are  successively 
brought  opposite  the  chute  by  means  of  a  wire  rope  I,  Fig.  58, 
running  over  the  sheaves  L  L,  and  driven  by  the  steam  winch  H, 
which  readily  moves  the  whole  train  bodily  in  either  direction. 
This  steam  winch  and  the  tipping  cylinders  are  operated  by  levers 
which  are  placed  so  as  to  be  simultaneously  controlled  by  the  engi- 
neer, who,  with  one  other  man,  can,  it  is  said,  load  six  boats,  or  say 
1,500  tons  in  twelve  hours.  A  250-ton  boat  has  been  thus  loaded 
in  47  minutes. 


Fxo.  60.— The  Blake  crusher;  opened  to  show  its  construction. 

F.— Crushing  machinery. 

(24)  Hie  Blake  multiple-jaw  crusher  or  granulator,  Figs.  60  and 
61,  is  a  modification  of  the  famous  Blake  crusher,  with  a  number  of 
jaws  instead  of  a  single  pair,  and  designed  for  granulating,  but 
hardly  for  pulverizing,  already  crushed  ore,  etc.  Fig.  64  shows  the 
machine  opened  to  exhibit  its  interior;  Fig.  65  shows  it  assembled 
for  use.  We  note  in  the  former  three  movable  jaws,  which  rock 
around  shafts  at  their  bases.    The  chute  shown  feeds  the  already 
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crushed  material  between  all  these  jaws  simultaneously.  The  left- 
hand  or  fourth  jaw  is  fixed. 

The  fly-wheel  shaft  carries  an  eccentric,  which  at  each  revolution 
forces  a  pitman  upward  against  a  pair  of  toggles  which  force  the 
breech  piece  to  the  left,  and  thus,  through  the  tension  rods  on 
either  side  of  the  machine,  pull  the  right-hand  movable  jaw  to  the 
left.  When,  as  in  working,  the  spaces  between  the  jaws  are  filled 
with  mineral,  this  transmits  the  pressure  to  the  left  from  jaw  to  jaw, 
and  thus  the  mineral  in  all  the  spaces  is  squeezed  and  crushed  at 
each  turn  of  the  fly  wheel  and  stroke  of  the  pitman. 


During  the  return  stroke  the  jaws  are  all  opened  to  the  right,  fol- 
lowing up  the  motion  of  the  tension  rods  by  rubber  buffers  at  their 
their  upper  corners,  shown  at  the  bottom  of  Fig.  60. 

"  The  tensile  strains  are  wholly  upon  wrought  iron  or  steel,  while 
those  of  compression  are  resisted  by  cast  iron.  The  machine  is  closed, 
and  the  dust  made  by  it  wholly  confined.  The  pivoting  of  the  rear 
toggle-block  is  an  important  feature,  and  makes  it  easy  to  adjust 
the  opening  and  take  up  the  wear  on  the  toggles  and  jaw  plates  by 
means  of  tension-rods.  The  construction  of  the  pitman  is  somewhat 
similar  to  that  in  the  Blake  challenge  breaker,  with  the  diflference 


Fio.  61.— The  crusher  ready  for  work. 
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that  there  is  no  tensile  strain  upon  the  pitman  rods;  they,  in  com- 
bination with  the  breeches,  permit  an  easy  adjustment  of  the  length 
of  the  stroke  of  the  main  toggle  jaw.  This  is  effected  by  lengthen- 
ing or  shortening  the  pitman  by  means  of  washers  on  the  rods  be- 
neath the  breeches." 

With  the  earlier  machines  there  was  a  troublesome  tendency  to  clog; 
the  later  ones  seem  to  be  doing  much  better.  Some  which  were  set 
up  at  the  Lyon  Mountain  mills  of  the  Chateaugay  Ore  and  Iron  Com- 
pany have,  according  to  Mr.  Blake,  been  in  continuous  use  night  and 
day  ever  since.  There  are  now  fourteen  of  these  machines  in  these 
mills,  while  in  all  twenty-seven  machines  had  been  sold  up  to  July 
8,  1889. 

Mr.  Blake  informs  us  that,  multiple-jaw  crusher  with  three 
jaws,  each  20  inches  by  2  inches,  receiving  pieces  1^  inches  and 
smaller,  will  readily  crush  100  to  150  tons  of  hard  quartz  or  lean 
magnetic  iron  ores,  consisting  of  disseminated  grains  of  magnetite 
in  a  tough  feldspathic  gangue,  to  corn-gram  size  and  dust  in  24 
hours.  If  it  be  supplemented  with  another  crusher  with  five  jaws, 
each  15  by  one-half  inch  receiving  capacity,  all  the  material  can  be 
crushed  to  one-tenth  of  an  inch  and  smaller,  that  which  is  already  re- 
duced to  one-tenth  in  the  first  machine  being  taken  out  by  screening 
before  sending  the  coarse  to  the  second  or  supplemental  crusher." 

We  have  no  direct  information  as  to  the  consumption  of  power  in 
granulating  with  this  multiple-jaw  crusher,  but  for  crushing  lumps 
of  lean  Chateaugay  magnetite,  15  inches  in  diameter  and  less,  in 
Blake  crushers  and  subsequently  granulating  them  in  this  machine, 
not  more  than  half  a  horse-power  is  needed  per  ton  of  ore.  For 
crushing,  granulating,  and  concentrating  122,814  tons  (of  2,240 
pounds)  of  this  ore  the  total  cost  was  $0.34  per  2,240  pounds  ($0,307 
per  2,000  pounds).  The  item  of  "Mill-supplies,  renewal  and  re- 
pairs" was  from  $0,075  to  $0.08  per  ton,  including  all  repairs  to  jigs 
as  well  as  to  crushers  and  other  machinery,  and  to  the  building 
itself. 

Certain  data  as  to  cost,  etc.,  follow: 


Capacity 
pernourto 
oora-graln 
size. 

Number 
of  ma- 
chine. 

Number 
of  jaws. 

Receiring 
capacity  of 
jaws. 

Weight. 

Price. 

Tons. 

Inches. 

Pounds. 

1 

8 

5  by  0.5 

225 

$100 

3to4 

2 

8 

15  by  1.75 

4,000 

650 

4to6 

8 

3 

a0by2.00 

12,600 

1,200 

As  already  pointed  out,  the  machine  aims  to  granulate  rather  than 
to  pulverize,  in  short  to  replace  Cornish  rolls,  especially  as  prepara- 
tory to  concentration.    Mr.  Blake  thinks  it  inexpedient  to  use  it  for 
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Per  cent. 

Through  00  on  No.  70. . . . 

  1.12 

Through  70  on  No.  80  , 

  8.37 

Through  80  on  No.  90..  . 

 97 

Through  90  on  No.  100 

.97 

Through  100  on  No.  120 

2.21 

  6.09 

crushing  jBner  than  between  10  and  20  mesh,  but  recommends  it  espe- 
cially on  account  of  its  low  cost  for  labor,  for  power,  and  for  repairs, 
its  large  output,. and  its  small  proportion  of  fines. 

The  following  table  gives  the  proportion  of  product  of  each  of  sev- 
eral degrees  of  fineness,  as  determined  by  T.  A.  Edison  in  crushing 
Chateaugay  magnetite: 

Per  cent. 

Through    4  on  No.  8   14.10 

Through    Son  No.  16  28.56 

Through  16  on  No.  20   10.74 

Through  20  on  No.  30  15.38 

Through  30  on  No.  40   9. 30 

Through  40  on  No.  50   8. 82 

Through  50  on  No.  60   3.37 

Q.— Blowing  machinery  for  metallurgical  works. 

(25)  The  Cocker  ill  blotving  engine  far  blast  furnaces,— The  pop- 
ularity of  this  admirable  engine  is  shown  by  the  fact  that  the  one 
at  tlie  Exhibition  is  the  one  hundred  and  fifty-second  of  this  type 
built  by  the  Socidt^  Cockerill. 

It  is  a  vertical  compound  engine  with  one  air  and  two  steam  cyl- 
inders. At  the  general  level  are  the  cam  shaft,  and  the  main  shaft 
which  carries  two  fly  wheels,  one  at  either  end.  Immediately  above 
the  main  shaft  are  the  two  steam  cylinders;  next  comes  the  cross- 
head,  to  which  their  piston  rods  and  the  connecting  rods  are  attached 
below,  and  to  which  the  piston  rod  of  the  air  cylinder  is  attached 
above;  while  above  all  comes  the  single  air  cylinder.  The  connect- 
ing rods  are  attached  directly  to  wrist  pins  on  the  fly  wheels. 

The  principal  dimensions  are  as  follows: 

Feet.  Inches. 

Diameter  of  air  cylinder   9  10 

Diameter  of  high-pressure  cylinder   2  9^ 

Diameter  of  low-pressure  cylinder   3  11^ 

Stroke   8  0 

Diameter  of  air  pump   2  6 

Stroke  of  air  pump   4  0 

Diameter  of  feed  pump   5i 

Stroke  of  feed  pump   2  3i 

Diameter  of  fly  wheels   23  9 

Weight  of  fly  wheels  net  tons. .       19. 8 

Normal  speed    revolutions . .  15 

Volume  of  air  delivered  at  15  revolutions,  at  4|  pounds  pressure,  cubic 
feet   13,703 

While  adhering  to  this  general  type  of  engine,  the  Cockerill  Com- 
pany has  made  some  important  modifications,  the  most  noticeable 
of  which  is  in  the  manner  of  driving  the  cam  shaft.  It  was  formerly 
driven  from  the  crank  shaft  by  a  train  of  gearing;  this  has  been  re- 
placed by  a  single  eccentric  attached  to  the  crank  shaft,  which  drives 
the  cam  shaft  by  a  small  pitman.   This  is  not  only  a  more  silent  way 
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of  driving  the  cam  shaft,  but  one  which  consumes  less  power,  avoid- 
ing the  friction  of  the  gearing.  The  steam  passages  are  larger  than 
of  old,  the  crosshead  is  strengthened,  the  cylinders  are  fastened  more 
firmly  to  the  bed  plate,  and  this  last  is  heavier  than  formerly. 
While  15  revolutions  is  called  the  normal  speed,  the  engine  may  run 
advantageously  at  18  revolutions. 

The  cut-oflE  of  the  high-pressure  cylinder  is  variable,  but  not  auto- 
matic, and  occurs  at  about  one-third  stroke.  The  piston  packing  in 
each  of  the  four  cylinders  consists  of  a  single  steel  ring,  set  out  by 
springs.    The  air  cylinder  is  neither  lubricated  nor  cooled. 

H.— Rolling  mills  and  iron  working  appliances,  etc. 

(26)  Universal  reversing  plate  mill  of  Chatillon  et  Commentry. — 
This  mill,  which  is  at  Montluzon,  France,  has  two  interesting  fea- 
tures: arrangements  for  inclining  the  upper  roll,  so  as  to  give  the 
plates  a  pentagonal  section,  and  for  changing  the  distance  between 
the  rolls  while  always  keeping  their  spindles  parallel  with  each  other 
and  with  the  driving  shafts.  The  first  not  only  gives  a  considerable 
saving  of  metal  but,  what  is  much  more  important,  permits  us  to 
reduce  the  great  expense  to  which  makers  of  armor  plates  have 
hitherto  been  put,  of  machining  their  plates  to  forms  like  that 
sketched  in  Fig.  62.  The  second  aims  to  effect  a  considerable  saving 
in  friction,  and  hence  in  power. 

Leading  dimensions,  etc. — The  rolls  are  39  inches  (1  metre)  in  di- 
ameter, and  19  feet  (5.8  metres)  long,  and  weigh  29.5  gross  tons 
(30,000  kilogrammes)  each.  They  can  now  roll  piles  or  ingots  3  feet 
11  inches  (1.20  metre)  thick,  and  changes  are  now  making  which  will 
enable  them  to  receive  pieces  6  feet  Of  inches  (2  metres)  thick.  Their 
housings  are  15  feet  5  inches  (4.7  metres)  high,  and  14  feet  1  inch 
(4.30  metres)  apart. 

The  rolls  are  reversed  by  a  five-gear  arrangement,  the  clutch  of 
which  is  driven  by  a  special  hydraulic  cylinder. 

The  vertical  rolls  are  20  inches  (0.5  metre)  in  diameter  and  4  feet  3 
inches  (1.3  metre)  long. 

Arrangement  for  tipping  the  upper  roll. — The  journals  of  the  upper 
roll  rest  in  spheres  within  its  carriages,  so  that  it  is  free  to  tip.  The 
arrangement  for  tipping  it  is  sketched  in  Figs.  62  and  63  and  shown 
on  a  large  scale  in  Fig.  64.  The  rolls  themselves  are  counter- 
weighted,  so  that  they  always  press  up  against  the  vertical  screws 
shown  in  Figs.  62  and  63.  These,  as  usual,  are  driven  by  worms  on 
an  overhead  shaft,  T  T'  (Fig.  64),  which  in  turn  is  driven  only  when 
the  upper  roll  is  to  be  raised  or  lowered,  at  other  times  remaining 
motionless.  This  shaft  is  not  continuous;  its  right-hand  end,  T',  is 
driven,  and  from  this  motion  may  or  may  not  be  communicated  to 
the  left-hand  end,  T,  at  will,  by  a  five-gear  reversing  arrangement. 
H.  Ex.  410— VOL  III  20 
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Only  four  of  these  gears  can  be  seen  in  the  cut.  Fig.  64  shows  some 
details  of  this  arrangement.  Between  T  and  T'  lies  the  crab  Z,  driven 
by  T',  and  thrown  into  gear  with  either  of  two  clutches,  one  at  the 


Fio.  64.— Detail  of  the  tipping  gear  of  ChatiUon  &  Commentry's  plate  mill. 


right,  the  other  at  the  left,  or  held  free  between  them,  at  will.  The 
pinion  at  the  left  is  keyed  to  the  shaft  T,  while  the  pinion  at  the 
right  is  loose  on  the  shaft  T'. 

If  now  the  right-hand  end,  T',  of  the  shaft  is  to  be  driven  while 
the  left,  T,  is  stationary,  so  that  only  the  right-hand  end  of  the  upper 
roll  is  to  be  raised  or  lowered,  Z  is  held  free  between  the  clutches  If, 
on  the  other  hand,  both  T  and  T'  are  to  be  moved  in  the  same  direc- 
tion, so  that  the  upper  roll  may  rise  or  fall  without  changing  the 
inclination,  Z  is  pressed  against  the  clutch  at  the  right,  turning  it, 
and  through  it  T,  in  the  direction  in  which  T'  is  turning.  If,  finally, 
T  and  T'  are  to  be  moved  simultaneously  but  in  opposite  directions, 
as  happens  when  the  inclination  of  the  upper  roll  is  to  be  changed 
rapidly,  Z  is  pressed  against  the  clutch  at  the  left,  which  it  forces  to 
turn  in  the  same  direction  as  T',  and  which  transmits  its  motion, 
through  the  train  of  gearing  shown,  to  T,  which  is  thus  forced  to 
move  in  the  opposite  direction. 

Arrangement  far  keeping  the  spindles  parallel,  Figs.  65  to  70. — 
The  pinion  P  of  the  lower  roll  C  is  driven  by  the  engine,  in  turn 
driving  the  pinion  P'  of  the  upper  roll  C  by  means  of  the  idlers  8 
and  S'.  The  bearings  of  S  are  fixed;  those  of  S'  are  free  to  slide  in 
the  groove  shown  in  Figs.  67  and  70. 

This  groove  is  the  arc  of  a  circle  concentric  with  S,  so  that  S'  plays 
as  a  satellite  around  S.  The  shaft  of  the  upper  pinion  P'  is  fastened 
to  the  shaft  of  S'  by  means  of  a  link,  so  that  S'  always  remains  in 
gear  with  P',  its  own  weight  keeping  it  ever  in  gear  with  S.  Thup 
when  the  upper  roll  C  and  its  pinion  P'  are  lowered  from  the  posi- 
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tion  shown  in  Figs.  65  to  67,  and  its  bearings  slide  to  the  left  of 
the  position  shown  in  Fig.  67  till  C  and  P'  reach  the  level  of  S';  as 
they  descend  farther,  S'  slides  to  the  right  till,  when  C  reaches  its 


Fio.  09.  Fio.  70. 

Chatillon  &  Commentry's  plate  mill. 


lowest  position,  S'  stands  as  shown  in  Fig.  70.  The  pinion  housing 
are  of  steel,  and  weigh  about  83.7  gross  tons  (85,000  kilograms). 

(27)  Five  thousand  horse-power  reversing  26-inch  blooming  and 
rail  train  at  Valenciennes, — The  distinctive  feature  of  this  train  is 
that  the  blooming,  roughing,  and  finishing  stands  are  driven  simul- 
taneously and  directly  by  one  and  the  same  horizontal  reversing 
engine,  without  gearing;  an  arrangement  which  will  hardly  com.- 
mend  itself  to  American  mill  men,  though  it  would  be  rash  to  say- 
that  it  is  not  suited  to  the  particular  conditions  existing  at  Valen- 
ciennes. 

Next  to  the  engine  stands  the  two-high  blooming  stand,  next  comes 
the  roughing  stand,  and  beyond  this  the  finishing  stand.  There  is 
no  gearing,  save  to  transmit  the  motion  from  the  lower  to  the  upper 
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rolls.  Driven  rollers  on  either  side  of  each  stand  feed  the  piece  into 
and  out  from  the  rolls;  a  manipulator  traverses  it  lengthwise  of  the 
train;  while  an  inclined  track  with  loose  rollers  in  front  of  the  fin- 
ishing stand  helps  to  feed  the  piece  into  the  rolls  by  gravity. 

We  will  now  take  up  the  different  parts  in  more  detail. 

The  building  has  an  area  of  24,220  square  feet,  and  is  wholly  de- 
voted to  this  train  and  its  appurtenances. 

The  engine,  which  has  two  cylinders,  was  especially  designed  for 
great  power  and  great  speed  combined.  Its  leading  dimensions,  etc. , 
are  as  follows: 

Diameter  of  cylinders  (1.250  metres),  4  feet  \\  inches. 
Stroke  (1.400  metres),  4  feet  7  inches. 

Steam  pressure  (8  to  5  kilograms  per  square  centimetre),  48  to  71  pounds  per  square 
faich. 

Cut-off,  three-fourtiis  stroke. 
Maximum  revolutions  per  minute,  150. 
Indicated  horse-power  at  150  reTolutions,  4,982. 
Piston  speed  at  150  revolutions,  1,876  feet  per  minute. 
Bearings  of  cross-head  (1  by  0.30  metre),  89  inches  by  12  inches. 
Journals  of  shaft  (.435  metre  diameter  by  .7  metre  long),  16.6  inches  diameter  by 
27.5  inches  long. 

Bearings  of  connecting  rods  (.425  metre  diameter  by  .52  metre  long),  16.6  inches 
diameter  by  20.5  inches  long. 
Weight  of  bed  plates,  68  long  tons. 
Weight  of  foundation  block,  about  1,000  tons. 
Weight  of  crank  shaft,  62,800  pounds. 

Weight  of  reciprocating  parts  of  each  cylinder,  28,000  pounds. 
Total  weight  of  engine,  484,000  pounds. 

The  bearing  surfaces  are  all  made  large.  The  valves,  which  are 
cylindrical,  are  governed  by  two  common  eccentrics,  with  an  Allen 
link,  which  can  be  fixed  at  any  point,  so  as  to  vary  the  cut-off.  The 
shaft  is  of  steel  and  is  hollow.  The  two  cranks  are  at  right  angles. 
The  admission  ports  have  an  area  one- sixth  that  of  the  piston. .  A 
single  engineer  on  an  elevated  platform  commands  the  whole,  con- 
trolling with  levers  the  admission  of  steam,  the  reversing  gear,  the 
cut-off,  and  the  manipulating  mechanism  for  manipulating  the  ingot. 

The  engine  is  built  to  work  either  with  or  without  condensation; 
actually  it  does  not  condense.  The  management  believes  that  con- 
densation is  disadvantageous  for  engines  of  this  class.  First,  it  points 
out  that,  despite  the  area  of  the  ports,  one-sixth  that  of  the  piston, 
in  order  to  reach  a  vacuum  of  12  pounds  per  square  inch,  or  four- 
fifths  of  an  atmosphere,  the  steam  must  escape  at  a  speed  of  138  feet 
per  second,  a  greater  velocity,  it  is  maintained,  than  the  remaining 
one-fifth  atmosphere  can  generate.  It  further  points  out  that  the 
communication  with  the  condenser  tends  to  cool  the  cylinders,  thus 
diminishing  the  efficiency  of  the  engine,  and  that  the  engine  reverses 
much  less  quickly  if  condensing  than  if  noncondensing,  the  steam 
actually  present  on  the  exhaust  side  of  the  piston  in  the  latter  case 
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acting  as  a  cushion  to  arrest  and  even  reverse  the  motion  of  the  en- 
gine. Finally,  the  management  reports  that  the  actual  consumption 
of  steam  in  rolling  at  Valenciennes  with  this  noncondensing  engine 
compares  favorably  with  that  of  other  engines  doing  like  work. 

The  roll  train. — The  diameter  of  the  blooming  rolls  is  26.37  inches; 
that  of  the  finishing  rolls,  36  inches.  There  are  eight  blooming  passes 
in  four  grooves,  seven  roughing  and  five  finishing  passes,  or  altogether 
twenty  passes  from  13.3-inch  ingots  to  rails  or  billets. 

The  feed  rollers  are  driven  by  reversing  steam  engines. 

The  traversing  piece  is  driven  by  hydraulic  power,  and  passes  in 
front  of  all  three  stands,  passing  the  piece  from  stand  to  stand  and 
from  groove  to  groove. 

There  are  sixteen  soaking-pits  with  auxilliary  gas  firing,  fed  by 
two  hydraulic  cranes,  which  also  serve  a  gas-reheating  furnace,  with 
a  hearth  13  feet  long,  and  with  seven  doors  on  each  side. 

The  piece  is  turned  by  hand,  the  turning  in  front  of  the  blooming 
rolls  being  eflFected  by  a  suspended  hook,  which  one  man  manages. 
There  are  three  men  before  and  three  behind  the  train.  Altogether 
there  are  twenty-eight  men  and  four  boys  employed  between  ingots 
and  rails,  including  the  engineers  for  the  engine,  the  feed-roll  en- 
gines, the  locomotive,  and  the  pumps,  and  also  the  shear-men  and  saw- 
men,  but  not  the  rail-finishers.  With  this  number  of  men  130  tons 
of  2-inch  billets  can  be  turned  out  in  twelve  hours,  with  a  consump- 
tion of  55  pounds  of  coal  in  the  soaking-pits  and  of  419  pounds  of 
coal  for  steam  raising  per  ton  of  billets,  running  single  turn. 

The  rolls  can  be  changed  in  an  hour. 

Sections  weighing  from  33  to  220  pounds  per  yard  and  pieces  up 
to  200  feet  long  can  be  made  in  this  mill. 

The  output  seems  trifling  enough  to  American  rail-mill  engineers, 
accustomed  to  outputs  of  1,000  tons  a  day;  turning  the  piece  by  hand 
instead  of  by  machinery  seems  crude  enough;  finally,  the  idea  of 
driving  the  blooming  and  finishing' rolls  at  the  same  speed  and  by 
the  same  reversing  engine  seems  a  step  backwards,  and  a  long  one. 
If  we  only  roll  one  piece  at  a  time,  i,  6.,  if  we  do  not  begin  blooming 
me  ingot  till  the  preceding  piece  has  left  the  finishing  pass,  our  out- 
put is  small  and  the  friction  is  excessive,  three  sets  of  rolls  running 
continuously  while  only  one  is  working.  If  we  would  roll  two  or 
three  pieces  at  a  time  the  short  bloom  has  to  wait  and  cool  between 
passes  while  the  200-foot  billet  or  rail  is  passing  through  the  finish- 
ing rolls,  before  we  can  reverse  and  enter  the  bloom  for  a  new  pass. 
Indeed,  the  two-high  reversing  mill  seems  especially  unfitted  for 
blooming,  for  here  the  piece  is  so  short  that  we  have  to  reverse  at 
very  short  intervals.  The  power  used  in  stopping  and  starting  the 
engine  is  heavy  in  proportion  to  that  used  in  the  useful  work  of 
rolling. 

It  is  claimed  for  the  mill  that  it  is  especially  suited  for  the  existing 
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conditions.  It  is  called  on  to  turn  out  very  many  small  orders^  and 
a  large  proportion  of  the  time  is  therefore  spent  in  changing  rolls. 
The  gros^  amount  of  the  orders  is  not  suflScient  to  fully  employ  a 
separate  blooming  mill  with  a  separate  engine  and  engineer.  The 
answer  would  seem  to  be,  combine  with-other  concerns  till  your  gross 
orders  enable  you  totkeep  powerful  machinery  fully  occupied.  Have 
two  finishing  trains,  so  that  one  may  run  while  you  are  changing 
rolls  in  the  other. 

(28)  Fox^s  Tnachine-jlanged  plates, — By  means  of  powerful  hy- 
draulic presses,  the  Leeds  Forge  Company,  limited,  flanges  large 
marine  and  other  boiler  fronts,  and  locomotive  engine  and  tender 
frame  plates,  at  a  single  operation  between  gigantic  dies.  Fig.  71 
shows  an  engine  frame  plate  thus  flanged.  A  marine  boiler  front  13 
feet  7i  inches  (4.25  metres)  in  diameter,  of  steel  about  seven-eighths 
inch  thick,  with  a  flange  turned  around  it  about  7i  inches  deep,  and 
with  three  flue-openings  flanged  about  4  inches  deep,  is  shown  at  the 
Exhibition.  It  is  claimed  that  when  the  piece  leaves  the  press  its 
flanges  are  accurately  at  right  angles  to  its  face,  and  that  the  piece 
itself  needs  no  subsequent  straightening. 


Fig.  71. —Engine-frame  plate,  flanged  by  Fox's  process 

For  pressing  long  pieces  two  or  more  hydraulic  plungers  may  press 
at  the  same  time  on  different  parts  of  the  die. 

(29)  Fox's  patent  corrugated  boiler  flues  and  furnaces. — In  making 
these  the  flue  is  first  welded  as  a  cylinder,  and  then  corrugated  while 
hot,  between  corrugated  rolls.  To  do  this  the  upper  roll  of  the  two 
rolls  which  corrugate  the  flue  is  withdrawn  endwise  through  the 
window  of  one  of  its  housings,  the  already  welded  and  now  red-hot 
flue  is  placed  immediately  above  and  resting  on  the  lower  roll,  and 
the  upper  roll  is  rapidly  slipped  back  into  place  through  the  flue, 
pressed  down  towards  the  lower  roll,  and  both  rolls  are  rotated ; 
pinching,  rotating,  and  coi-rugating  the  flue  between  them. 

The  chief  advantages  claimed  for  these  corrugated  flues  and  fur- 
naces over  plain  ones  are  as  follows: 

1.  Higher  efficiency  in  evaporation,  because  they  may  be  made 
much  thinner  than  plain  flues  without  danger  of  collapsing. 

2.  More  rapid  evaporation  for  given  volume,  thanks  to  their  larger 
heating  surface.  It  is  also  claimed  that  the  increase  of  heating  sur- 
face in  the  furnace  itself  leads  to  more  thorough  transfer  of  heat  from 
the  products  of  combustion  to  the  water,  i,  e.,  better  efficiency. 

3.  The  flues  and  furnaces  are  compressible  lengthwise;  hence,  the 
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Fio.  72.— Lafltte'sflux  platos. 


boiler  as  a  whole  is  less  strained  and  distorted  by  the  excess  of  ex- 
pansion of  the  furnace  and  flues  over  that  of  the  less  highly  heated 
parts  {e.  g,y  the  shell  in  marine  boilers). 

4.  It  is  not  necessary  to  have  stiffening  rings,  flanges,  etc.  These 
not  only  tend  to  bum  out,  but,  heating  and  hence  expanding  at  a 
different  rate  from  the  undoubled  parts,  induce  yitemal  stress. 

It  is  claimed  that  direct  comparative  tests  show  that  these  corru- 
gated furnaces  offer  4.5  times  as  great  resistance  to  collapsing  pres- 
sure as  plane-surface  flues  of  like  dimensions. 

(30)  Lafitte's  patent  flux  plates,  Fig.  72. — Believing  that  it  is  not 
easy  to  spread  the  borax  or  other  flux  used  in  welding  uniformly 

over  the  surfaces  to  be  welded,  Lafitte  uses  his 
flux  not  in  powder  but  in  a  thin  sheet  or  wafer, 
C,  Fig.  77.  This  wafer  is  given  consistency  by 
incorporating  within  it  a  very  thin  wire  gauze 
netting  with  large  meshes.  In  other  words,  he 
prepares  his  welding  plates  by  covering  both 
sides  of*  a  thin  sheet  of  wire  gauze  with  molten 
flux,  which  fill  the  meshes  as  well.  The  wire,  whose  volume  is  triflings 
of  course  unites  in  welding  with  the  pieces  of  iron  welded. 

Many  very  important  establishments 
are  said  to  use  these  sheets,  which  cer- 
tainly seem  simple  and  convenient. 
A  trial  made  with  one  of  them  for  a 
member  of  the  jury  gave  excellent  re- 
sults. 

(31)  Self -skimming  foundry  ladle, — 
Fig.  73  shows  a  foundry  ladle  with  a 
partition  designed  to  keep  the  slag 
back,  so  that  it  may  not  run  into  the 
molds  with  the  metal  and  injure  the 
castings.  The  names  of  thirty-nine 
establishments  which  use  it,  some  of 
them,  such  as  Vickers,  Hadfield,  and 
the  Steel  Company  of  Scotland,  really 
eminent,  are  given.    It  is  a  clever 

adaptation  of  the  so-called  syphon  tap  used  in  copper  and  lead  smelt- 
ing to  the  needs  of  the  iron  foundry. 


Fio.  78.— Self -skimming  foundiy  ladle. 
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SPECIAL  REPORT  ON  MACHINE  TOOLS. 


By  Prof.  JOHN  H.  BARR. 


(1)  The  United  States  exhibits  of  machine  tools  at  the  Paris  Ex- 
position of  1889  were  not  numerous,  but  were  gener&,lly  conceded 
to  be  excellent  in  workmanship,  convenience  of  manipulation,  and 
general  design.  All  of  them  would  bear  comparison  with  simi- 
lar displays  from  other  countries,  and  some  of  the  tools  shown  by 
our  makers  were  quite  universally  acknowledged  to  excel  those  of 
all  competitors.  The  only  regret  that  an  American  need  feel  is  that 
many  other  builders,  capable  of  equally  good  work,  were  not  repre- 
sented. 

Tributes  to  American  mechanical  skill  were  frequently  expressed 
by  both  British  and  Continental  engineers,  and  far  more  eloquent 
than  words  of  commendation  was  the  imitation  noticeable  through- 
out Machinery  Hall. 

But  more  is  to  be  learned  from  a  consideration  of  the  features  in 
which  others  surpass  us  than  in  contemplation  of  our  own  excellence, 
and  it  has,  therefore,  been  the  policy  in  wi'iting  this  report  to  pay 
more  attention  to  the  leading  European  designs  than  to  the  well- 
known  products  of  our  own  manufacturers. 

Owing  to  the  cheapness  of  labor  it  is  not  surprising  that,  in  many 
fields,  labor-saving  machinery  has  been  less  generally  applied  on  the 
continent  of  Europe  than  is  common  in  the  United  States;  yet,  in 
some  lines,  the  European  manufacturers  have  carried  the  develop- 
ment of  such  machines  very  far,  and  particularly  in  the  application 
of  milling  processes  to  bolt  and  nut  machinery,  and  the  process  of 
sawing  to  the  working  of  metals. 

The  American  milling  machine  has  made  an  ineflfaceable  impres- 
sion on  European  practice;  but  in  the  use  of  milling  machines  for 
very  heavy  work,  and  for  the  reproduction  of  peculiar  shapes,  we  can 
doubtless  learn  much  from  the  study  of  the  designs  brought  out  in 
Europe.  Several  of  these  designs  are  treated  more  fully  in  the  fol- 
lowing notices,  and  it  is  unnecessary  to  give  specific  examples  here. 
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The  employment  of  band  saws  for  metal  working  is  now  a  well- 
established  feature  in  manufacture  abroad,  and  several  establish- 
ments in  Great  Britain  and  the  Continent  now  meet  the  demand  for 
sawing  machines  designed  for  this  kind  of  work. 

Taken  as  a  whole,  the  exhibits  of  this  class  did  not  present  a  great 
deal  in  the  way  of  novelty. 

(2)  Bariquand  &  Sons,  127  Rue  Oberkampf,  Paris,  made  one  of 
the  finest  and  most  attractive  exhibits  in  this  class.  It  included 
drilling  machines,  milling  machines,  lathes  of  various  kinds,  and 
several  special  tools,  all  of  the  highest  order  of  workmanship  and 
finish.  The  sensitive  drills  and  other  drill  presses  embrace  no 
features  of  special  interest  except  the  nicety  of  construction.  The 
latter  have  automatic  feeds,  and  all  have  hardened  and  ground  bear- 
ings. A  combined  drilling  and  tapping  machine  has  automatic  stop 
and  return  mechanism  for  the  arbor. 

A  vertical  milling  machine.  Fig.  1,  has  the  spindle  held  rigidly  in 
its  vertical  position,  securing  greater  accuracy  than  could  be  ex- 
pected in  the  adjustable  spindles  of  the 
combination  type  so  common  in  Eu- 
rope. The  table  has  automatic  move- 
ments in  two  directions  and  the  feed 
mechanism  may  be  instantly  disen- 
gaged at  any  point  of  its  travel.  In 
addition  to  the  ordinary  vise  and  divid- 
ing head,  this  machine  is  fitted  with  an 
attachment  for  dressing  circular  work 
(the  hubs  of  cranks,  etc.),  a  special 
head  for  holding  bolts  in  facing  the 
heads,  and  a  small  table  with  two  mo- 
tions controlled  by  a  templet  for  copy- 
Fio.  i.-upright  miUini?  machine,  by  Bar-  ing  work.  In  this  machine  the  spindle 
iquand&  sons,  France.  ^j^.^^^^  directly  by  a  belt  running 

over  guide  pulleys;  but  two  larger  sizes  are  made  in  which  a  cone 
and  back  gears  are  supplied,  a  pair  of  bevel  gears  communicating 
motion  to  the  vertical  spindle.  The  back  gears  are  of  the  twisted 
form,  which  is  much  used  in  European  practice  in  place  of  spur 
gearing. 

The  horizontal  imiversal  milling  machine  built  by  these  makers  is 
very  similar  to  the  Brown  &  Sharpe  machine. 

A  small  precision  lathe  for  tool  work,  instrument  making,  or  other 
light  work  requiring  great  accuracy  has  two  lead  screws,  one  of 
which  is  reserved  for  making  other  lead  screws,  measuring-screws,  or 
standards,  only.  This  screw  is  made  with  great  care  after  the  stand- 
ard metric  scale  of  the  Conservatoire  des  Arts  et  Metiers.  Auto- 
matic disengaging  mechanism  is  provided  for  the  feed  motion. 

A  hollow  spindle  turret-head  screw  lathe,  admitting  bars  up  to 
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1  9-16  inches  through  its  spindle,  has  six  tools.  The  turret  mounting 
has  five  motions — a  transverse  motion  of  the  whole,  a  circular 
motion,  a  longitudinal  motion,  a  smaller  transverse  motion  with 
micrometer  stops,  and  the  rotation  of  the  turret  on  its  center.  In 
addition  to  the  turret  there  are  a  screw-cutting  slide  and  a  cutting 
off  tool.  The  back  gears  are  engaged  or  disengaged  by  means  of  a 
cup  friction  on  the  cone,  controlled  by  a  hand  lever,  so  that  the  speed 
of  the  spindle  can  be  instantly  changed  in  the  ratio  of  one  to  six 
without  shifting  the  belt  or  stopping  the  lathe. 

(3)  One  of  the  most  interesting  special  machine  tools  seen  at  the 
Exposition  was  the  machine  for  fluting  bayonets,  etc.,  by  which 
four  converging  flutes  are  cut  at  once  on  a  taper  shank.  Four 
milling  cutters  placed  opposite  each  other  in  pairs,  and  rotating 
in  vertical  planes,  are  connected  by  splined  rods  and  bevel  gear- 
ing so  that  they  all  approach  or  recede  from  the  centera  together. 
The  blank  form,  with  its  axis  vertical,  is  placed  in  the  intersection 
of  the  planes  of  the  cutters;  and  as  the  cut  proceeds,  the  piece  to  be 
cut  is  given  a  vertical  feed  while  the  cutters  are  fed  toward  the  cen- 
ter in  a  ratio  corresponding  to  the  taper.  The  four  cuts  oppose  each 
other  and  thus  do  not  tend  to  spring  the  piece. 

(4)  E.  &  Ph.  Bouhey  fils,  43  Avenue  Daumesnil,  Paris,  made 
one  of  the  largest  exhibits  of  machine  tools  in  the  Exposition.  It 
consisted  almost  entirely  of  heavy  tools;  milling  machines  (both 
horizontal  and  vertical),  slotters,  pulley  and  gun  lathes,  shearing 
machines,  planers,  drill  presses,  etc. 

A  massive  radial  drill  press,  built  especially  for  Schneider  &  Co., 
of  Creusot,  has  the  following  dimensions: 


At  the  base  of  the  column  there  is  a  driving  cone  with  five  speeds, 
which  transmits  the  power  to  a  vertical  spindle  in  the  interior  of 
the  column,  whence,  by  spur  and  bevel  gearing,  it  is  carried  to  the 
drill  spindle.  The  column  swivels  on  the  base  plate;  the  arm  ro- 
tates about 'its  own  axis  on  the  column  through  an  angle  of  60 
degrees,  and  the  spindle  head  swivels  on  the  arm  through  an  angle 
of  150  degrees.  The  latter  movement  is  by  hand  but  the  others  are 
automatic.  The  variety  and  range  of  movements  avoid  much 
trouble  in  moving  and  resetting  the  work. 

(5)  Machine  for  planing  and  chamfering  the  edges  of  plates. 
Length  of  travel  7  meters  (23  feet).  Vertical  travel  of  head  0.6 
meters  (19.7  inches).   The  plate  to  be  chamfered  is  held  on  a  flat 


Meters.  Inchea. 


Vertical  travel  of  radial  arm  

Vertical  travel  of  drill  spindle  , 

Maximum  height  of  spindle  above  base 
Minimum  height  of  spindle  above  base  . 

Horizontal  travel  of  head  on  arm  

Diameter  of  spindle  


1.200  =  47.23 
0.500=19.68 
^.880  =  98.68 
0.680=26.76 
1.700  =  66.91 
0.100=  3.96 
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bed,  but  is  not  clamped  down  along  the  edge  to  be  dressed,  as  is 
ordinarily  done.  By  any  method  of  clamping  the  sheet  down,  the 
irregularities  almost  inevitably  occurring  are  only  partially  taken 
out;  and  as  the  planer  tool  travels  in  a  straight  line,  the  result  is 
that  the  edge  is  unevenly  chamfered.  In  the  machine  under  con- 
sideration, the  tool  is  carried  by  a  counterbalanced  arm,  and  two 
jaws  (one  above  the  sheet  and  the  other  below  it)  travel  with  the 
tool  along  the  ways.  These  two  jaws  follow  the  irregularities  of 
the  plate,  and  cause  the  tool  on  the  counterbalance  arm  to  take  the 
same  course;  consequently,  the  chamfer  is  uniform  throughout  the 
length  of  the  plate,  regardless  of  irregularities.  For  planing  a  verti- 
cal face,  the  arm  is  clamped  firmly  to  the  traveling  carriage,  and 
vertical  motion  takes  place  only  by  the  regular  feed.  The  machine 
is  then  similar  in  its  action  to  any  side  planer,  the  suppression  of  a 
long  plate  clamp  permitting  work  of  different  kinds  to  be  held  on 
the  table. 

One  other  tool  of  a  special  nature  is  worthy  of  mention,  namely, 
a  lathe  for  turning  cannon.  Height  of  centers  605  millimeters  (23} 
inches),  distance  between  centers  7  meters  (23  feet),  length  of  bed 
10.13  meters  (23  feet  2f  inches).  There  are  two  carriages,  and  a 
heavy  taper  attachment  at  the  back,  for  giving  the  taper  to  the  bar- 
rel, similar  in  principle  to  the  Slate,  and  other  familiar  attachments, 
used  on  our  tool  lathes. 

(6)  Dandoy-Mailliard,  Lucq  &  Co.,  Maubeuge,  northern  France, 
made  one  of  the  largest  and  most  varied  exhibits  of  machine  tools  to 
be  seen  in  the  Exposition,  including  lathes,  planers,  shapers,  slot- 
ters,  milling  machines,  drill  presses,  punches,  shears,  and  other  tools 
for  the  machine  shop,  blacksmith  shop,  and  boiler  works.  The 
machines  shown  were  generally  strong,  heavy,  and  convenient;  but 
the  finish  was  not  of  the  highest  class,  the  patronage  of  this  firm 
being  mainly  from  that  class  of  small  manufacturers,  so  numerous 
on  the  Continent,  who  demand  a  serviceable  tool  and  do  not  exact 
the  greatest  precision  and  .finish.  Of  the  tools  shown,  few  exhibit 
any  great  innovation  in  design  or  construction.  One  of  the  most 
noticeable  was  a  large  vertical-spindle  milling  machine  with  the 
planer  type  of  bed  and  table.  This  seems  to  be  k  very  serviceable 
tool  for  the  heaviest  of  plain  work,  and  represents  very  well  a  class 
of  the  machines  extensively  used  in  Europe  for  doing  large  work  by 
the  milling  process.  In  this  class  of  machines,  more  than  any  other 
perhaps,  have  our  friends  across  the  water  surpassed  us. 

(7)  A  novelty  in  the  way  of  a  combined  table  and  vise  for  a  drill 
press  is  shown  by  this  firm.  A  round  flat  table,  with  slots,  as  in  the 
ordinary  drill-press  table,  is  split  along  a  diameter,  and  the  two  semi- 
circular plates  so  formed  act  as  jaws  of  the  vise.  The  inner  edges 
have  hardened  steel  plates,  and  these  jaws  swivel;  when  clofiled  the 
two  jaws  can  be  rotated  as  a  common  drill-press  table. 
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(8)  Frey  &  Co.,  23  me  de  T Atlas,  Paris,  exhibited  a  large  com- 
bined milling,  boring,  and  drilling  machine.  It  is  built  for  work  on 
large  and  heavy  pieces  which  are,  from  their  nature,  ver}'-  difficult 
to  mount  on  a  moving  table.  The  design,  therefore,  differs  materi- 
ally from  the  common  construction.  This  tool  resembles  in  a  very 
general  way  the  large  boring  machine  brought  out  by  Sellers  &  Co. 
some  years  ago,  in  which  the  work  is  secured  to  a  slotted  bed  plate, 
and  the  working  head  is  moved  to  a  suitable  position  on  the  plate 
for  operation.  In  the  machine  under  consideration  the  work  is  se- 
cured to  a  solid  stationary  bed,  and  the  spindle  housings  are  carried 
on  a  saddle  by  two  vertical  columns.  The  head  may  be  given  recti- 
linear feeds  in  any  of  three  directions  at  right  angles  to  each  other ^ 
vertical,  transverse,  or  longitudinal.  The  former  is  given  to  the 
saddle  on  the  column,  the  latter  two  are  motions  of  the  column  itself 
on  the  bed.  The  spindle  carries  two  tools  or  **fly  cutters"  on  an 
arm,  or  it  will  take  the  ordinary  forms  of  milling  cutters,  a  boring 
bar,  or  a  drill. 

In  addition  to  the  stationary  bed  for  holding  the  work,  already 
referred  to,  there  is  a  circular  table,  provided  with  a  rotary  feed  by 
means  of  a  worm  and  wheel,  thus  extending  the  range  of  the 
machine. 

Four  sizes  of  this  machine  are  built,  as  shown  by  the  annexed  table: 


Longitudinal. 

Vertical. 

Transverse. 

Prices. 

No. 

Meters. 

Feet  and 
inches. 

Meters. 

Feet  and 
inches. 

Meters. 

Feet  and 
inches. 

Francs. 

Dollars. 

1 

2.000 

6  (J.  74 

0.750 

2  5.5 

0.450 

1  5.7 

,  7,000 

1.400 

2 

2.500 

8  2.42 

1.000 

3  3.4 

0.900 

2  11.4 

10,000 

2,000 

8 

8.000 

9  10. 11 

1.150 

8  9.5 

1.000 

8  8.4 

15,000 

8,000 

4 

4.000 

18  1.48 

1.800 

5  10.9 

1.300 

4  8.2 

22,000 

4,400 

The  above  prices  given  in  dollars  are  only  approximate.  This 
machine,  as  will  be  readily  seen,  has  a  good  range.  The  details  are 
very  conveniently  arranged  and  it  would  be  a  useful  tool  for  many 
shops.  The  workmanship,  though  fair,  would  perhaps  not  meet  the 
most  exacting  demands. 

(9)  P.  Hure,  8  rue  Fontaine  au  Roi,  Paris. — European  builders 
make  many  foi*ms  of  milling  machines  in  which  the  spindle  can  be 
used  in  either  a  vertical  or  a  horizontal  position,  and  also  many  mill- 
ing machines  for  reproducing  from  a  template,  or  for  making  milling 
cutters  in  which  the  teeth  follow  the  contour  of  the  cutter.  While 
no  machines  of  these  types  can  be  as  rigid  as  the  standard  form  of 
milling  machines  commonly  used  in  the  United  States,  they  are  well 
adapted  for  certain  kinds  of  light  work.  One  of  each  class  exhib- 
ited by  Hur6  (see  Fig.  2)  will  be  described,  though  the  variety  of 
H.  Ex.  410— VOL  III  21 
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such  machines  is  so  great  that  no  one  style  can  be  considered  as 
representative. 

The  combined  vertical  and  horizontal  machine  has  a  longitudinal 
travel  of  250  millimeters  (9.84  inches),  a  transverse  travel  of  1  meter 
(39.36  inches),  a  vertical  travel  of  250  millimeters  (9.84  inches);  the 
distance  from  the  vertical  arbor  to  bed  is  260  millimeters,  allowing 
it  to  work  to  the  center  of  a  circle  520  millimeters  (20.56  inches); 
weight,  1,300  kilogrammes  (2,866  pounds);  price,  3,400  francs  ($680). 
A  strong  vertical  column  terminates  in  a  flat  circular  disk  or  plate 
at  about  the  height  of  the  table.  Upon  this  the  head  stock,  the  bot- 
tom of  which  corresponds  in  shape  with  the  top  of  the  post,  stands. 
A  strong  bolt  passes  up  through  the  center  of  the  column  and  forms 
a  pivot  around  which  the  head  stock  may  swivel,  and  by  means  of 
which  it  can  be  clamped  firmly  at  any  position  in  a  horizontal  plane. 
This  head  stock  carries  two  cutter  spindles,  one  horizontal  and  the 

other  vertical,  the  latter  running  in 
bearings  in  overhanging  brackets. 
There  is  a  horizontal  countershaft  at 
the  base  of  the  machine,  and  a  belt 
runs  from  a  cone  on  this  shaft  to  one 
I  on  a  second  countershaft,  which  is  at 
the  end  of  a  swinging  frame  which  in 
turn  swings  about  the  first  shaft  as  an 
axis,  while  the  spindle-driving  belt 
passes  from  this  secondary  shaft  over 
guide  pulleys  to  the  pulley  on  the  end 
of  the  vertical  cutter  spindle  when  the 
vertical  spindle  is  in  use.  To  convert 
into  a  horizontal  machine,  the  head  is 
turned  through  a  horizontal  angle  of 
90°  after  loosening  the  clamping  nut, 
the  belt  is  run  directly  to  the  pulley 

Fig.  2.  MilUnj?  machine  with  vertical  and  OU  the  end  of  the   horizontal  C litter 

horizontal  spindles;  P.  Hur6,  France,  spiudle  f  rom  the  sccoudary  shaf  t,  and 
the  swinging  arm  is  dropped  until  the  slack  in  the  belt  is  taken  up, 
in  which  position  the  arm  is  clamped  fast  to  an  arc  provided  for  the 
purpose.  Tlie  change  is  readily  made  and  the  design  probably  se- 
cures as  stiff  a  tool  as  any  of  these  convertible  machines. 

(10)  The  machine  for  reproducing  or  forming  cutter  teeth  to  tem- 
plate has  a  head  with  a  horizontal  arbor  for  carrying  the  blank. 
The  cutting  arbor  is  horizontal  and  is  on  a  block  which  slides  freely 
on  the  vertical  arm  of  an  angle  iron.  The  other  arm  of  this  angle 
iron  slides  through  a  horizontal  dovetail  guide,  clamped  to  the  bed 
of  the  machine,  the  two  giving  the  spindle  any  position,  in  a  plane 
at  right-angles  to  its  axis,  within  its  range.  To  the  back  of  the 
arbor  block,  a  long  hand  lever  is  attached  by  a  universal  joint.  The 
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rear  end  of  this  lever  is  pivoted  to  the  frame,  also  by  a  universal 
joint,  and  it  has  a  handle  at  the  front.  This  hand  lever  is  provided 
with  a  conical  guide  roller  which  can  be  brought  to  bear  upon  the 
fixed  template,  serving  as  a  guide.  The  driving  belt  runs  directly 
to  the  countershaft,  the  latter  having  a  radial  balance  compen- 
sating lever  to  take  up  the  slack  in  the  belt  as  the  arbor  is  moved, 
thus  keeping  a  constant  tension  on  the  belt.  In  operation  the  work- 
man takes  hold  of  the  handle,  after  having  started  the  machine,  and 
by  bearing  against  the  template  as  he  follows  its  contour  with  the 
conical  roller  its  form  is  copied  and  reduced.  If  the  cut  is  too  heavy 
to  be  taken  the  first  time,  a  second  uniformly  deeper  cut  can  be  taken 
by  simply  sliding  the  conical  roller  in  the  direction  of  its  axis,  making 
a  part  nearer  the  apex  run  on  the  template.  This  machine  is  sold 
for  1,100  francs  ($220). 

(11)  Hurtu  &  Hautin,  54  Rue  de  Saint-Maur,  make  an  exhibit  of 
small  tools  of  a  high  order.  Many  other  houses  had  more  and  much 
larger  tools  in  their  spaces,  but  few  equaled  these  in  refinement  of 
construction. 

The  small  precision  lathe,  small  milling  machines,  and  drill  presses 
are  excellent  tools  for  light  work  of  the  finest  class,  and  the  machine 
made  for  straightening  taps,  drills,  reamers,  arbors,  etc.,  after  harden- 
ing, is  a  simple  contrivance  that  it  would  seem  could  be  introduced 
with  good  results  in  many  shops. 

The  precision  lathe  mentioned  above  is  made  with  a  bed  to  be 
mounted  on  a  bench.  It  has  a  height  of  centers  of  120  millimeters 
(4.72  inches),  or  a  swing  of  9.44  inches,  and  admits  400  millimeters 
(15.75  inches)  between  centers,  the  bed  being  1.1  meters  (43  inches) 
long.  This  machine  is  intended  for  plain  work,  but  great  care  is 
taken  in  every  detail  to  eliminate  or  reduce  to  the  minimum  all 
sources  of  error. 

The  carriage  is  weighted  instead  of  being  gibbed,  and  the  rest  has 
two  motions,  transverse  and  longitudinal.  The  carriage  is  attached 
to  the  lead  screw  by  a  solid  nut,  the  screw  lying  between  the  two 
flat  ways  of  the  bed. 

The  screw  is  driven  from  the  spindle  by  a  short  shaft  and  gearing, 
and  the  automatic  feed  is  stopped  by  throwing  out  a  clutch.  A  hand 
wheel  on  the  screw  (at  the  tail-stock  end)  serves  as  a  hand  feed  in 
place  of  the  ordinary  rack  feed. 

Two  types  of  milling  machines,  vertical  and  horizontal  spindles, 
were  represented  by  two  sizes  each.  The  smaller  size  machines  have 
a  longitudinal  motion  of  400  millimeters  (15.75  inches),  and  a  trans- 
verse motion  of  105  millimeters  (4.1  inches),  while  the  larger  ma- 
chines have  corresponding  travels  of  700  millimeters  (27.55  inches), 
and  210  millimeters  (8.2  inches),  respectively.  The  small  machines 
are  mounted  on  strong  iron  benches,  either  singly  or  in  pairs,  the 
large  machine  being  of  the  ordinary  pillar  form.    Movable  stops 
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with  micrometer  adjusting  screws  are  provided  to  determine  the 
limits  of  feed  in  all  directions,  and  the  automatic  feed  motion  is  pro- 
vided with  disengaging  mechanism.  The  spindles  are  of  hardened 
steel,  afterward  ground. 

(12)  The  machine  for  straightening  taps,  reamers,  arbors,  etc., 
shown  by  Fig.  3,  consists  essentially  of  a  short,  strong  bed,  carrying 
two  movable  heads  with  centers,  and  a  bracket  or  arm  overhang- 
ing the  ways  at  the  middle  of  the  bed. 


This  arm  has  a  vertical,  differential  screw  which  can  be  brought 
down  upon  the  piece  to  be  straightened.  The  screw  has  at  its  upper 
end  a  hand  wheel  with  holes  or  notches  at  equal  intervals,  over  which 
a  click  plays.  The  nut  lias  a  screw  thread  of  a  different  pitch  on  its 
outer  surface,  with  a  worm  wheel  attached  to  the  top,  into  which  an 
endless  screw  gears.  The  piece  to  be  straightened  is  placed  between 
the  centers  (the  amount  of  the  distortion  having  been  previously 
determined) ;  the  screw  is  then  lowered  until  the  piece  is  sprung  a 
little  more  than  enough  to  straighten  it,  and  a  gas  jet  is  applied  be- 
low it  to  lieat  it  up.  When  cool  the  work  is  removed  and  examined, 
and  if  not  rectified  the  operation  is  repeated  until  the  result  is  satis- 
factory. For  light  work  the  hand  wheel  and  simple  screw  alone  are 
used,  each  one-tenth  of  a  millimeter  (0.004  inch)  motion  of  the  screw 
(or  flexure  of  tlie  piece)  being  indicated  by  the  passage  of  the  space 
between  two  adjacent  notches  under  the  click. 


FiQ.  8.— Machine  for  straightening  taps,  etc.,  by  Hurtu  &  Hautin,  France. 
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In  heavier  work,  where  sufficient  force  could  not  easily  be  applied 
by  the  simple  screw,  the  tangent  screw  is  brought  into  play,  an  index 
on  the  rim  of  the  nut  indicating  flexure  to  one-twentieth  of  a  milli- 
meter (0.002  inch).  The  endless  screw  and  its  hand  wheel  move  up 
and  down  with  the  nut,  so  that  it  is  in  gear  and  available  for  use  at 
any  position.  A  small  block  of  brass,  to  fit  the  flutes  of  the  reamer, 
tap,  or  drill  being  operated  upon,  may  be  placed  under  the  end  of  the 
screw  to  avoid  any  injury  to  the  parts  exposed  to  pressure.  Arbors 
up  to  50  millimeters  (2  inches)  in  diameter  maybe  straightened  with 
this  machine.  An  accessory  to  the  machine  indicates  the  amount  of 
distortion  in  the  piece,  and  can  also  be  used  to  determine  the  eccen- 
tricity of  a  piece  which  is  out  of  round.  Two  flat  guides  or  ways  on 
the  front  face  of  the  bed  support  two  movable  centers,  between  which 
the  piece  is  placed.  A  small  spindle,  sliding  in  a  vertical  guide,  has  a 
foot  at  its  upper  end  which  is  held  against  the  work  by  a  light  spring, 
and  the  lower  end  of  this  spindle  presses  against  the  horizontal  short 
arm  of  a  bell  crank,  the  longitudinal  arm  of  which  is  a  needle  play- 
ing in  front  of  a  graduated  arc.  The  brackets  supporting  this  spin- 
dle, with  its  attachments,  is  traversed  along  the  length  of  the  piece; 
the  spring  holding  the  foot  against  the  work,  so  that  the  foot  moves 
up  and  down  with  the  irregularities  in  the  piece  under  inspection, 
and  the  needle  indicates  these  irregularities,  its  movements  being 
twenty  times  the  actual  deformation.  For  detecting  and  determin- 
ing the  eccentricity,  or  the  amount  of  spring,  the  piece  is  revolved 
on  its  centers  by  hand,  the  readings  of  the  needle  being  noted  and 
the  highest  points  marked,  to  aid  in  the  straightening  process. 

In  addition  to  the  machines  described  above,  a  very  complete  line 
of  milling-machine  cutters,  drills,  etc.,  were  shown  in  a  great  variety 
of  forms,  and  of  fine  workmanship. 

(13)  A  machine  for  fluting  small  twist  drills,  in  which  both  flutes 
are  cut  at  once,  is  a  very  well-arranged  tool. 

Two  dovetailed  guides  on  a  vertical  column  carry  sliding  heads 
and  cutter  arbors,  one  of  the  cutters  of  the  latter  being  parallel  to 
each  of  the  two  flutes  to  be  cut.  One  of  these  cutters  works  below 
and  the  other  above  the  drill,  and  they  are  driven  by  small  round 
belts.  By  this  means  the  slender  drill  is  relieved  of  the  pressure 
due  to  the  cut  and  the  two  flutes  are  made,  in  the  line  required,  at 
one  cut.  The  sliding  heads  allow  the  arbors  to  be  adjusted  for  differ- 
ent sizes  of  drills  or  diameters  of  cutters.  These  machines  are  all 
intended  for  a  high  class  of  small  work,  and  seem  to  be  admirably 
adapted  for  the  purpose. 

(14)  A.  Janssens,  10  Rue  Alibert,  Paris,  exhibited  several  ma- 
chines, as  the  agent  of  George  Richards  &  Co.,  of  Manchester.  Two 
of  these  may  be  mentioned:  a  side  planing  machine,  the  design  of 
which  is  so  well  known  in  tliis  country  as  to  require  no  description; 
and  a  forcing  machine  for  mandrels.    This  latter  machine  consists 
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of  two  upright  columns  having  an  adjustable  table  carried  by  clamp 
sleeves  sliding  on  them,  by  which  the  table  can  be  secured  at  any 
height.  A  cross-head  connecting  the  columns  at  their  upper  ends 
has  bearings  for  a  horizontal  shaft,  and  a  guide  for  a  vertical  ram, 
extending  downward  from  the  underside  of  the  shaft.  The  horizontal 
shaft  has  tight  and  loose  pulleys  at  one  er.d  for  driving  it,  a  balance 
wheel  at  the  other  end,  and  over  the  ram  an  eccentric  of  short  throw 
which  gives  to  this  ram  a  rapid  reciprocating  motion  of  one-eighth 
inch  or  less.  The  pulley,  or  other  piece,  in  the  bore  of  which  the 
arbor  is  to  be  forced,  is  mounted  on  the  table  below  the  ram.  The 
arbor  is  entered  and  the  ram,  by  its  gentle  taps,  forces  it  down.  The 
ram  is  terminated  by  a  long  screw  at  its  lower  end,  with  a  hand- 
wheel  attached,  and  by  running  this  screw  down  the  arbor  can  be 
followed  up  as  it  enters  the  bore.  The  force  of  the  blow  is  easily 
regulated  by  the  amount  of  feed  thus  given.  The  machine  will  re- 
ceive a  piece  24  inches  in  diameter.  The  ram  makes  from  350  to  400 
vibrations  per  minute.  Larger  sizes  are  made  also.  This  machine 
may  be  employed  for  drifting  out  square  holes,  forcing  pieces  tnado 
for  a  driving  fit,  etc.,  as  well  as  for  the  purpose  for  which  it  is 
especially  designed. 

(15)  Jules  LeBlanc  &  Co.,  52  Rue  du  Rendezvous,  Paris,  displayed 
a  large  machine,  on  the  Vincent  system,  for  forging  bolt  blanks, 
rivets,  etc.,  which  was  quite  notable.  The  die  is  held  in  an  anvil  at 
the  base  of  the  machine,  between  the  two  uprights  which  constitute 
the  frame.  Above  this  die  is  a  multiple  thread  screw  of  steep  pitch, 
surmounted  at  its  upper  end  by  a  horizontal  conical  friction  wheel. 
A  horizontal  shaft  above  this  carries  two  other  friction  cones,  and  a 
small  end  motion  of  this  shaft  causes  one  or  the  other  of  these  cones 
to  engage  with  the  cone  on  the  screw  ram,  by  means  of  which  the 
screw  is  alternately  raised  and  lowered  with  considerable  rapidity. 
The  lower  end  of  the  screw  carries  the  die  for  forming  the  head,  and 
the  momentum  acquired  in  running  the  screw  down  is  expended  in 
upsetting  the  head.  The  action  is  automatic,  the  operator  only 
inserting  the  stock  and  removing  the  finished  piece,  the  machine 
itself  starting  it  from  the  dies  after  the  blow.  The  travel  of  the 
screw  is  easily  adjusted,  thus  controlling  the  force  of  the  blow. 
The  capacity  is  from  twenty  to  thirty  pieces  per  minute.  Five  sizes 
are  made  for  bolts  from  C  to  40  millimeters  in  diameter  {i  of  an  incE 
to  l-ft  inches)  and  from  100  to  250  millimeters  (4  to  10  inches)  long. 
The  prices  range  from  1,000  to  3,500  francs  (8200  to  $700).  Similar 
machines  for  nuts  are  also  made. 

(16)  A  machine  shown  in  this  exhibit,  for  chamfering  nuts,  is  very 
simple,  and  seems  to  be  effective.  A  cone  drives  a  spindle  through 
single  gears,  and  a  revolving  cutter  head  on  this  spindle  carries  a 
plug  center  just  large  enough  to  easily  enter  the  hole  in  the  nut. 
Two  cutters  inserted  in  this  head  from  its  back  face,  passing  through 
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its  flange  and  directed  toward  the  axis,  terminate  in  cutting-  edges 
at  opposite  sides  of  the  plug  center,  the  angle  of  the  cutting  edges 
being  that  of  the  desired  chamfer  on  th*e  nut.  The  tail  block  has  a 
socket  for  receiving  the  nuts,  and  a  hand  crank  feeds  this  tail  block 
toward  the  head  stock  by  means  of  a  rack  and  pinion.  The  work- 
man puts  the  nut  in  the  socket  with  one  hand,  and  brings  the  tail 
block  up  by  a  turn  of  the  crank;  the  center  enters  the  nut,  holding 
it  central,  and  the  two  revolving  cutters  chamfer  it  almost  instantly. 
This  machine  takes  nuts  up  to  35  millimeters  (If  inches),  and  will 
turn  out,  it  is  claimed,  thirty  per  minute.    Price,  700  francs. 

A  large  circular  shearing  machine,  or  more  properly  scissors,  as 
the  action  does  not  partake  of  the  nature  of  shearing,  involves  a 
principle  not  in  ordinary  use.  A  strong  frame,  not  unlike  that  of 
an  ordinary  punching  or  shearing  machine,  carries  two  horizontal 
shafts,  geared  together  at  the  back  ends  and  bearing  two  disks,  with 
edges  beveled  both  ways,  at  the  front  ends.  The  two  conical  frusta 
forming  the  edges  of  these  disks  make  an  angle  of  about  60  degrees 
with  each  other  at  their  junction.  The  upper  shaft  has  a  vertical 
adjustment.  The  cutting  edges  of  the  two  disks  are  exactly  opposite 
(in  the  same  plane),  and  the  action  on  the  sheet  passing  through  is 
to  groove  it  on  both  sides.  The  sheet  can  easily  be  so  guided  as  to 
follow  any  desired  path,  straight  or  curved;  and  if  grooved  deeply 
enough  can  be  readily  broken  along  the  grooves  formed. 

This  machine  will  cut  metal  up  to  20  millimeters  (0.78  inch)  in 
thickness.  The  disks  are  510  millimeters  (20  inches)  in  diameter. 
It  will  cut  to  the  center  of  a  sheet  1,200  millimeters  (47  inches)  wide. 
Its  weight  is  7,200  kilograms  (15,800  pounds).  Price,  9,500  franca 
($1,900).  These  makers  build  many  other  forms  of  shearing  and 
punching  machines,  bolt  machines,  etc. 

(17)  C.  Lomont,  of  Albert,  Somme,  displayed  several  good  tools, 
few  of  which,  however,  are  of  special  interest.  A  planer  was  shown 
with  proposed  attachments  for  milling  and  grinding;  the  former  is 
attached  to  the  i^laner  cross-head,  the  vertical  milling  spindle  being 
driven  by  bevel  gearing  through  a  horizontal  shaft  with  a  cone  at 
the  end.  The  grinding  head  carries  on  a  vertical  spindle  an  annu- 
lar griuder,  similar  to  that  described  in  the  notice  of  the  display  of 
Ant.  Fetu-Defize  &  Co.  The  grinder  is  driven  at  a  high  speed 
through  friction  cones.  The  planer  itself  differs  in  no  important 
particular  from  the  ordinary  form. 

A  slotting  machine,  in  which  the  head  can  be  set  at  any  angle  in  a 
vertical  plane  by  clamping  bolts,  is  a  convenient  tool,  and  well  made, 
but  aside  from  this  feature,  by  which  an  inclined  stroke  as  well  as  a 
vertical  one  may  be  obtained,  it  is  of  the  ordinary  type. 

(IS)  E.  Nury,  Tarnos,  has  a  process  for  punching  plates,  rails,  or 
various  forms  of  profile  irons,  when  it  is  required  to  have  many 
pieces,  with  several  holes  similarly  spaced,    A  box  is  made  to 
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fit  the  general  contour  of  the  metal  to  be  operated  upon  and  open  at 
the  ends.  The  covering  plate  to  this  box  is  a  jig,  with  holes  for 
spacing  and  guiding  the  punches.  Below  these  holes  in  the  jig  there 
are  corresponding  holes  in  the  box  to  allow  the  punches  and  plugs 
to  pass  through.  The  punches  are  simply  short,  slightly  hardened, 
tapered  rods,  of  a  cross  section  agreeing  with  the  holes  to  be  punched 
(which  need  not  be  circular),  and  in  operating,  the  bar,  plate,  or  rail 
is  put  in  place,  the  punches  inserted  in  the  jig  holes  (one  punch  in 
each) ;  the  whole  is  then  put  under  a  press  .and  the  punches  are  forced 
through.  In  addition  to  the  boxes  for  these  special  profiles,  a  uni- 
versal "  box  is  supplied  for  use  in  certain  kinds  of  more  general  work. 

(19)  Panhard  &  Levassor,  19  Avenue  d'  Ivry,  Paris,  exhibit  sev- 
eral machines  for  sawing  cold  metals.  These  are  of  three  classes: 
(a)  Ribbon  or  band  saws,  (b)  Circular  saws,  (c)  Jig  saws,  or  recip- 
rocating saws. 

The  most  interesting  and  important  of  the  machines  in  this  display 
tire  those  of  the  lirst  class;  consequently  these  will  be  considered  in 
f  ullest  detail.  It  is  in  this  class  that  Panhard  &  Levassor  have  in- 
troduced most  largely  their  special  constructions,  which  are  of  a  type 
that  is  probably  not  familiarly  known  in  the  United  States. 

Band  saws  were  used  as  early  as  186G  for  sawing  metals,  and  this 
house  had  a  machine  specially  designed  for  such  work,  at  the  Mari- 
time and  Universal  Exposition  at  Havre  in  1868;  but  it  was  not 
until  six  or  seven  years  later  that  they  became  adopted  as  a  part  of 
shop  equipment,  the  first  large  establishment  into  which  the  new 
feature  was  introduced  being  the  shops  of  the  Chemin  de  fer  dxi 
Midir 

In  1878  many  improvements  had  been  made,  and  these  makers 
exhibited,  at  the  Exposition  of  that  year,  a  band  saw  for  cutting 
iron,  capable  of  sawing  metal  in  various  forms  of  large  dimensions. 
This  saw  was  purchased  by  the  "  Compagnie  des  Chemins  defer  de 
rOuesfy^'  and  soon  after  that  another  was  ordered  by  the  same  com- 
pany. 

Since  1878  improvements  have  been  repeatedly  made,  and  new 
tyi)es  have  been  produced  to  meet  special  requirements  from  time 
to  time. 

Tlie  machine  in  itself  is  quite  simple,  consisting  essentially  of  a 
strong  frame,  carrying  two  pulleys,  on  which  are  stretched  the  blade 
of  the  saw,  the  general  appearance  very  much  resembling  an  ordi- 
nary band  saw  for  wood  work.  The  speed  of  the  pulleys  varies  with 
the  nature  of  the  metal.  A  table  is  supplied  for  supporting  the 
work,  the  latter  being  fed  by  hand  by  a  carriage  driven  through  a 
screw  and  hand  wheel  or  automatically,  according  to  the  nature  of 
the  work  and  size  of  the  piece  operated  on. 

Tlie  saw  blades,  in  order  to  be  used  most  efficiently,  require  spe- 
cial properties  both  in  quality  of  material  and  in  the  manufacture. 
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Their  great  hardness  prevents  giving  them  much  set,  and  it  is  there- 
fore necessary  to  make  them  thicker  at  the  teeth  than  at  the  back. 
The  thickness  of  the  blade  is  a  matter  of  no  little  importance,  and 
it  varies  with  the  diameter  of  the  carrying  pulleys.  If  the  blade  is 
too  thin,  it  can  not  resist  sufficiently  the  strain  brought  to  bear  by 
feeding  the  work  against  it;  if,  on  the  other  hand,  the  blade  is  too 
thick,  the  constant  bending  soon  fatigues  the  metal  and  it  breaks. 

A  thickness  of  1.3  to  1.6  millimeters  (0.05  to  0.06  of  an  inch,  or 
one-twentieth  to  one-sixteenth  of  an  inch)  is  advised  for  blades  run- 
ning on  pulleys  of  1  meter  diameter  (39.5  inches,  about);  and  for 
pulleys  of  1.25  meters  (49.25  inches,  nearly)  a  thickness  of  1.8  to  2.2 
millimeters  (0.07  to  0.08  of  an  inch)  is  recommended;  the  ordinary 
thicknesses  are  1.4  millimeters  (0.055  inch)  for  the  first  of  the  above 
size  of  wheels,  and  2.0  millimeters  (.078  inch)  for  the  second  size. 

The  pitch  of  the  saw  teeth  is  also  a  matter  of  importance.  The 
spacing  should,  so  far  as  possible,  vary  with  the  thickness  of  the 
work  being  cut. 

For  ordinary  work  the  pitch  runs  from  3  to  6  millimeters  (0.12  to 
0.24  inch);  but  if  the  cut  is  40,  50,  or  60  centimeters  in  thickness 
(15. G  to  23.6  inches),  the  pitch  may  be  8,  10,  or  even  15  millimeters 
(0.31,  0.39,  or  0.59  inches). 

Less  depends  on  the  breadth  of  the  blade;  it  should  not  be  too 
great.  If  a  saw  cuts  well  it  will  penetrate  the  metal  without  the 
application  of  excessive  force,  making  it  unnecessary  that  it  should 
possess  great  transverse  rigidity;  on  the  other  hand,  an  increase  of 
breadth  involves,  almost  necessarily,  an  increase  of  thickness,  which 
implies  additional  cost  in  manufacture  and  diminished  durability. 
For  straight  cuts,  30  to  35  millimeters  (1.18  to  1.38  inches)  for  the 
smaller  machines,  and  40  to  50  millimeters  (1.56  to  2  inches)  for  the 
larger  ones,  are  convenient  widths.  For  cutting  out  curved  outlines 
the  width  of  the  blade  allowable  depends  on  the  radius  of  the  curve. 

The  speed  of  the  saw  should  vary  with  the  nature  of  the  material, 
being  reduced  as  the  metal  is  harder  and  increased  for  softer  metals. 
These  changes  of  speed,  within  reasonable  limits,  should  be  provided 
for  in  designing  the  tool.- 

For  hard  steel  a  linear  speed  of  40  to  45  meters  (130  to  146  feet) 
per  minute  may  be  used.  For  soft  steel,  iron,  or  hard  bronze  this 
speed  may  be  55  to  60  meters  (180  to  197  feet);  for  ordinary  brass  or 
bronze,  70  to  75  meters  (229  to  246  feet)  per  minute;  and  for  copper 
or  zinc  the  speed  may  be  much  greater.  For  working  these  last- 
mentioned  metals,  however,  machines  different  from  those  used  with 
the  harder  materials  would  usually  be  employed. 

The  sharpening  of  the  saws  is  of  the  greatest  importance,  and 
little  can  be  expected  from  a  saw  poorly  sharpened  or  improperly 
kept  up.  Up  to  1883  the  saws  were  filed  by  hand,  an  operation 
which,  owing  to  the  hardness  and  great  number  of  teeth,  was  very 
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laborious  and  expensive.  It  i9  now  done  by  a  special  automatic 
machine,  requiring  little  attention  and  costing  a  trifle  only  for  the 
emery  wheels  used. 

Besides  the  saw-sharpening  machine  exhibited  by  Panhard  & 
Levassor,  there  were  a  great  many  others  at  the  Exposition. 

DESCRIPTION  OP  MACHINES. 

Band  saius. 

Model  A,  N.  (shown  by  Fig.  4). — This  model  has  a  frame  in  one 
piece,  supporting  two  carrier  sheaves  each  of  1  meter  (39.37  inches) 
diameter,  and  a  table  on  which  the  work  to  be  operated  upon  is 
placed. 

The  lower  sheave  is  driven  with  a  slow  rotation  speed,  by  means 


Fio.  4.— Panhard  &  Levassor's  large  band  saw  for  metal;  model  A.  N. 

of  a  gear  and  pinion.  The  upper  sheave  is  carried  on  a  tightening 
block,  by  means  of  which  the  tension  of  the  blade  is  adjusted,  pre- 
cisely as  in  an  ordinary  band  saw  for  wood-working. 
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The  blade  when  stretched  on  the  sheaves  is  supported  against  the- 
thrust  of  the  cut  and  kept  in  line  by  two  special  guides,  one  below 
the  table's  surface  and  the  other  above,  carried  by  an  adjustable  foot, 
thus  allowing  the  blade  to  be  backed  up  close  to  the  cut,  where  the 
strain  is  applied  to  it. 

The  part  of  the  table  toward  the  frame  (inside)  is  plane  and  sta> 
tionary,  while  the  outer  portion  has  a  carriage,  movable  in  two 
directions  at  right  angles  with  each  other.  The  longitudinal  move- 
ment is  automatic,  and  has  several  variations  of  speed  to  suit  work 
of  different  thicknesses  and  hardness. 

A  countershaft  is  provided,  and  by  means  of  cpnes  on  it  and  on 
the  driving  spindle,  the  saw  may  be  given  a  speed  to  correspond  to 
the  nature  of  the  metal. 

This  machine  will  saw  up  to  a  thickness  of  25  centimeters  (9.8 
inches),  and  is  intended  for  railroad  shops  and  general  machine 
shops. 

Model  A  N  F. — This  model  has  the  same  dimensions  as  the  pre- 
ceding,  but  has  the  plane  stationary  table  only,  the  work  being  fed 
up  and  directed  by  hand.  It  is  especially  designed  for  sawing  soft 
metals,  as  zinc,  copper,  etc.  For  this  class  of  work  a  higher  speed 
of  saw  is  advisable,  and  the  sheaves  are  driven  directly  from  the  line- 
shaft;  but  it  is  also  adapted  for  cutting  harder  materials,  and  to  this, 
end  an  intermediate  arbor  is  provided  for  securing  reduced  speeds. 

Model  A  U. — This  model  is  similar  to  the  first  mentioned,  but  is. 
much  stronger  and  larger.  The  carrier  sheaves  are  1.25  meters  (49. 1 
inches)  in  diameter,  permitting  the  use  of  thicker  and  stronger  saws,, 
and  consequently  adapted  for  larger  work,  or  capable  of  doing  the* 
same  kind  of  work  with  increased  speed. 

In  this  machine  the  carriage  is  placed  on  an  independent  bed, 
making  it  possible  to  give  it  any  desired  size  and  range  of  movement. 
Ordinarily  the  longitudinal  movement,  which  is  automatic,  is 
1.0  meter,  and  the  trans vere  movement  is  50  centimeters. 

The  speed  of  the  saw  and  the  feed  of  the  table  may  each  be  changed, 
by  means  of  cones,  to  suit  the  work. 

This  machine  will  cut  through  60  centimeters  (23.4  inches)  in 
thickness.  It  is  built  for  shops  manufacturing  large  work,  as  rail- 
road shops,  arsenals,  etc. 

Model  A  T. — This  model  has  sheaves  1  meter  in  diameter.  It  is 
provided  with  a  large  solid  table  on  which  the  work  is  placed. 

The  work  may  be  fed  to  the  cut  by  hand  freely,  or  be  forced  up  by 
a  hand  wheel.  This  machine  is  designed  mainly  to  cut  shapes,  such 
as  angle  irons,  T  and  I  beams,  channel  irons,  etc.  In  work  of  jbliis^ 
class  the  hand  feed  is  very  advantageous,  the  workman  being  able- 
to  proportion  the  feed  to  the  varying  thickness  of  the  work. 

For  bridge  work,  naval  construction,  etc.,  this  model  is  particu- 
larly well  adapted. 
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Model  A  p. — This  is  a  type  diflPering  quite  radically  from  the  fore- 
going in  some  respects.  In  this  model  the  large  double  bed  is  sta- 
tionary, carrying  between  the  two  parts  two  horizontal  ways,  on 
which  the  saw  frame  proper  slides.  The  work  is  held  on  the  sta- 
tionary beds,  and  the  saiv  is  fed  into  the  cut. 

For  cutting  up  stock  to  a  standard  length  (as  cross-beams  or  other 
such  material)  both  ends  may  be  cut  at  once,  the  ascending  edge  of 
the  saw  cutting  as  well  as  the  descending. 

In  trimming  the  ends  of  long,  heavy  beams  or  shafts  the  difficulty 
of  supporting  the  outer  end  on  a  traveling  carriage  is  obviated  by 
this  construction. 

For  advancing  the  saw  into  the  cut  a  double  series  of  speeds  is 
provided.  One  series  is  used  for  thick  parts  of  the  work,  and  the 
faster  feed  is  employed  for  the  thinner  parts.  The  advantage  of  this 
in  sawing  I  beams  and  other  profile  irons  will  be  apparent. 

(20)  Automatic  machine  for  sharpening  satvs. 

Model  VS. — As  before  stated,  the  sharpening  of  the  saws  for  cut- 
ting metal  is  a  most  important  element  in  the  efficient  working  of 
the  machine. 

Owing  to  the  great  number  of  teeth  in  a  band  saw  an  auto- 
matic sharpening  machine  has  become  necessary  wherever  band 
saws  are  extensively  used,  and  many  such  machines,  all  of  the  gen- 
eral type  well  known  in  this  country,  were  exhibited  at.  the  Paris 
Exposition.  The  hardness  of  the  blades  used  for  sawing  metal  makes 
the  employment  of  such  an  auxiliary  even  more  important  than  in 
the  case  of  wood-working  saws. 

The  machine  built  by  Pauhard  &  Levassor  uses  an  emery  wheel 
driven  by  a  belt  above,  and  is  composed  essentially  of  a  frame,  a 
balance  lever  carrying  the  emery  wheel,  a  feed  jDawl  which  moves 
the  saw  ahead  at  each  stroke  of  the  lever,  a  clamp  for  holding  the 
blade,  and  two  sheaves  on  which  the  saw  is  carried.  The  movement 
of  the  emery  wheel  is  controlled  by  an  adjustable  angular  guide, 
which  determines  the  form  of  tooth.  For  coarse-pitch  saws  the 
upper  and  under  sides  of  the  tooth  are  ground  separately,  while  for 
fine-tooth  saws  but  one  face  is  ground. 

A  device  is  also  attached  for  giving  the  set"  to  the  teeth,  which 
attachment  may  be  operated  at  the  same  time  the  grinding  is  pro- 
gressing. A  clamp  closes  at  each  stroke  of  the  lever,  and  two  small 
alternating  hammers,  i)laced  on  opposite  sides  of  the  blade,  set  the 
teeth. 

It  is  claimed  that  one  of  these  machines  will  keep  the  blades  of 
five  or  six  machines  in  order,  and  that  a  workman  can  give  it  the 
necessary  attention  and  not  interfere  with  his  sawing. 

The  cost  of  emery  wheels  (special  make)  is  small. 
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(21)  Circular  saws  atidjig  saws  for  edd  metal. 
Circular  satus. 

Model  F  8. — For  certain  classes  of  work  the  circular  saw  is  well 
adapted,  but  its  range  is  very  limited  as  compared  with  the  band 
saw.  It  is  best  fitted  for  such  work  as  beams,  channels,  etc. 
The  circular  saw  is  less  efficient  than  the  band  saw  in  two  respects: 
First,  because  it  will  turn  out  less  work  in  a  given  time,  and  second, 
because  the  saw  is  necessarily  thicker,  requiring  greater  power  to 
drive  it. 

This  type  of  machine,  as  made  by  Panhard  &  Levassor,  takes  a 
saw  of  50  centimeters  (19.68  inches)  diameter,  and  will  cut  stock 
up  to  a  thickness  of  15  centimeters  (5.9  inches).  It  has  a  table  with 
two  motions.  The  feed  is  automatic,  and  the  other  motion  is  given 
by  a  hand  crank.  The  latter  is  very  convenient  in  setting  work,  and 
permits,  within  certain  range,  taking  successive  cuts  without  resetting 
the  stock. 

Alternating  or  jig  saw  for  cold  metals. 

Model  E  T.  Shown  in  Fig.  5. — This  machine  is  intended  for  light 
work,  such  as  cutting  out  gauges,  or  ornamental  sheet-metal  work. 

The  blade  is  stretched  by  a  band 
running  over  three  pulleys,  one  at 
the  top  of  the  frame,  one  at  the 
bottom,  and  a  third  at  the  back. 
The  first  two  give  the  saw  its  ver- 
tical position  and  motion,  while 
the  third  holds  the  tightening  belt 
back,  thus  increasing  the  swing, 
or  space  for  the  work. 

The  reciprocating  movement 
is  obtained  in  a  manner  plainly 
shown  in  the  cut. 

A  drill  may  be  attached  to  the 
arm  of  the  frame  which  over- 
hangs the  table. 

In  point  of  speed  this  machine 
does  not  compare  with  the  band 
saws,  but  for  cutting  in  the  inte- 
rior of  a  plate  it  is,  of  course,  the 

only  method  possible.  VB,uh^va  &  Levassor. 

(22)  E.  Pr^tot,  11  and  13  Rue  des  Immeubles  Industriels,  Paris, 
displayed  a  very  rigid  gang  milling  machine  for  finishing  the  sides 
of  nuts.  It  is  well  designed  for  this  work,  and  it  is  asserted  that  one 
•  man  can  attend  two  of  these  machines,  turning  out  1,000  three- 
fourth  inch  nuts  in  10  hours.  It  has  two  horizontal  spindles  (one 
directly  above  the  other),  each  carrying  three  milling  cutters.  A 
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low  horizontal  bed  has  attached  to  it  two  knees,  either  of  them  sup- 
porting one  end  of  each  spindle  by  adjustable  saddles,  the  driving 
^ear  being  at  one  end  of  the  bed.  A  slotted  table  has  a  motion  across 
the  bed,  and  this  table  supports  on  arbors  between  centers  the  three 
strings  of  nuts  to  be  finished.  All  of  these  nut  arbors  have,  at  the 
front  end,  worm  wheels  gearing  in  a  long  screw,  by  means  of  which 
they  may  be  rotated  to  give  the  proper  angle  between  the  faces  of 
the  nut.  The  cutter  spindles  are  ad  j  usted  so  that  the  di stance  between 
cutters  equals  the  diameter  of  the  nuts,  which  in  being  passed  through 
have  two  opposite  faces  cut  at  once;  nuts  for  bolt^  from  8  to  30  milli- 
meters (t^  to  l-ft^  inches)  can  be  cut  on  the  No.  1  machine,  and  from 
10  to  50  millimeters  (A  to  2  inches)  on  the  No.  2  machine.  Each  of 
the  three  arbors  will  hold  ten  three-fourths  inch  nuts.  Nuts  or  bolts 
of  two,  four,  six,  eight,  or  twelve  faces  can  be  cut  on  this  machine. 

A  convertible,  horizontal,  vertical  or  inclined  spindle  milling  ma- 
•chine  is  built  by  this  maker.  The  column  of  this  machine  is  sur- 
mounted by  a  quadrant  overhanging  the  table,  the  arc  being  on  the 
upper  and  back  side.  The  spindle  case  is  pivoted  at  the  center  of 
the  quadrant  (its  lower  forward  point),  and  can  be  clamped  at  any 
position  to  the  quadrant  by  means  of  a  slot  in  the  latter.  The  driv- 
ing belt  passes  over  guide  and  tightening  pulleys  which  take  up  the 
belt,  adapting  it  to  different  positions  of  the  spindle.  The  other 
features  of  the  machine  present  no  peculiarities  except  that  two  attach- 
ments are  provided,  one  for  making  teeth  on  milling  cutters  by  a 
template,  or  for  doing  other  similar  work,  and  the  other  for  slotting 
or  mortising.  Neither  of  the  attachments  are  especially  well  suited 
to  the  main  machine,  however. 

(23)  Sainte,  Kahn  &  Co.,  104r-106  Rue  Oberkampf,  Paris,  showed 
JSL  large  variety  of  emery  wheels  and  grinders  in  machinery  hall. 
Among  the  former  may  be  mentioned  wheels  with  iron  bands  set  in 
the  flat  face  or  on  projecting  hubs  for  giving  additional  strength, 
some  of  the  wheels  being  made  in  segments. 

One'of  the  most  notable  of  the  grinding  machines  was  of  the  panto- 
graph type,  familiar  in  sand-papering  machines,  made  by  Sainte,  Kahn 
&  Co.  A  long,  swinging,  jointed,  horizontal  arm  carries  at  its  outer 
extremity  an  annular  emery  wheel,  rotating  in  a  horizontal  plane. 
A  balanced  hand  lever  at  the  top  of  the  grinding  spindle  affords 
means  of  varying  the  pressure  of  the  grinder  on  the  work.  Motion 
is  transmitted  to  the  wheel  by  a  series  of  belts,  the  first  of  which 
runs  from  a  horizontal  shaft  at  the  bottom  of  the  frame  over  two 
guide  pulleys  to  a  horizontal  pulley,  the  shaft  of  which,  with  the 
frame  and  first  section  of  the  arm,  form  a  hinge.  A  short  belt  runs 
from  this  hinge  to  the  next  joint,  and  a  second  short  belt  from  this 
to  the  grinder  spindle.  In  one  form  of  the  machine  the  bed  is  con- 
tinued under  the  grinder,  and  this  projecting  base  has  at  its  extremity 
A  column  with  a  slotted  table,  adjustable  in  height. 
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(24)  Sculfort-Malliar  &  Meurice,  Maubeuge,  exhibit  a  large  col- 
lection of  hand  and  power  tools  for  punching,  shearing,  and  drilling; 
and  also  special  machines  for  the  manufacture  of  wagons,  etc. 

A  large  hydraulic,  combined  punching  and  shearing  machine  is 
made  with  an  autotnatic  valve,  for  relieving  the  pressure  from  above 
the  plunger  instantly  when  the  working  stroke  is  completed,  giving 
a  quick  return.  A  lever  attached  to  the  plunger  rod  oscillates  about 
a  fixed  fulcrum.  Two  set  screws  are  so  adjusted  that  the  lever  opens 
the  valve  at  tie  proper  position  of  the  plunger,  making  communica- 
tion between  the  cylinder  and  the  reservoir.  A  counterweight,  acting 
through  a  lever  at  the  back  of  the  machine,  raises  the  head  rapidly. 
When  the  head  reaches  the  prearranged  limit  of  its  upward  travel, 
the  valve  is  closed  and  another  stroke  is  made. 

(25)  Soci^t^  Alsacienne  de  Construction  Mdchaniques,  Belfort. 
The  display  of  large  tools  by  this  establishment  was  very  creditable 
indeed.  The  workmsuiship  and  the  designs  generally  were  of  a  high 
order.  A  large  gap  lathe  "Tour  en  Tair,"  for  facing  pulleys,  and 
boring  and  facing  gears,  having  the  following  dimensions,  was 
among  the  many  good  tools  in  this  collection : 

Height  of  centers  260  millimeters  (10.23  inches)  or  20.5'  inches  swing 
above  the  bed.  Height  of  centers  in  gap  800  millimeters  (31.5  inches) 
=63  inches  swing.  Distance  between  centers,  1  meter =33. 4  inches. 
Distance  between  bed  and  face  plate  (width  of  gap)  600  millimeters 
(23.61  inches).  Diameter  of  face  plate  1  meter  (39.37  inches). 
Weight  of  lathe  2,850  kilogi*ammes  (6,250  pounds). 

The  facing  rest  is  carried  by  a  vertical  -column,  which  can  be  set 
at  the  proper  distance  from  the  center  and  bolted  down  to  the  solid 
base  plate.  The  short  bed  carries  a  tool  also  for  turning  the  shaft, 
boring  and  facing  the  hub,  etc. 

A  large  slotting  machine,  especially  well  built,  is  worthy  of  some 
notice.  The  principal  dimensions  are  :  Stroke,  600  millimeters  (23.6 
inches).  Longitudinal  travel  of  table,  950  millimeters  (37.4  inches). 
Transverse  travel  of  table,  800  millimeters  (31.5  inches).  Distance 
from  tool  to  the  vertical  column  of  the  frame,  1,200  millimeters  (47.25 
inches).    Weight,  14,500  kilogrammes  (32,100  pounds). 

The  table  of  this  machine  has  transverse,  longitudinal,  and  circular 
feed  motions,  all  of  which  are  automatic  and  instantly  reversible. 
A  special  feature  is  a  releasing  arraiigement  by  which  the  tool  is 
held  firmly  in  place  during  the  working  stroke,  but  is  allowed  to  fall 
back  on  the  upward  stroke;  thus  avoiding  rubbing  of  the  cutting 
edge.  This  is  accomplished  by  pivoting  the  tool  holder  at  the  upper 
end  and  forcing  it  out  against  a  stop  by  a  wedge  from  behind.  This 
we<3ge  is  attached  to  a  lever  which  i^hiys  up  and  down  with  the  ram 
between  two  adjustable  stop  pins;  these  pins  throw  the  lever,  thus 
withdrawing  and  inserting  the  wedge  at  the  end  of  the  lower  and 
upper  ends  of  the  strokes,  respectively.  A  four-stepped  cone,  with 
back  ^ears,  gives  the  usaal  range  of  cutting  speed. 
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A  large  vertical  spindle  milling  machine  is  a  fine  example  of  a 
type  of  machine  extensively  used  on  the  continent,  and  it  would 
seem  that  we  might  with  advantage  carry  this  principle  into  more 
general  practice  on  large  work  in  the  United  States. 

It  is  shown  in  Fig.  G. 

Distance  from  center  of  spindle  to  upright  frame,  600  millimeters 
(23.6  inches);  vertical  movement  of  spindle,  520  millimeters  (20.5 
inches);  longitudinal  motion  of  tables,  900  millimeters  (35.4  inches); 
transverse  motion  of  tables,  1,400  millimeters  (55.1  inches);  diame- 
ter of  spindle  110  millimeters  (4.33  inches);  weight,  7,150  kilo- 
grammes (15,760  pounds). 


Fio.  6.— Vertical  spindle  mQling  machine  by  the  Soci6t6  Alsacienne. 

The  head  supporting  the  spindle  is  gibbed  solidly  to  the  frame, 
and  is  balanced  by  counterweights. 

A  circular  table  is  carried  in  the  center  of  the  main  tables,  and 
this  has  a  rotary  feed  motion.  This  motion,  as  well  as  the  other 
motions  of  the  table  and  those  of  the  rising  and  falling  head,  are  so 
arranged  that  automatic  or  hand  feeds  may  be  used  in  any  or  all  at 
will.  The  transverse  feed  can  also  be  released,  and  a  guide  substi- 
tuted, for  profile  work.  This  is  a  principle  much  employed  in  Euro- 
l)ean  milling  machines.  Tlie  attachment  by  which  it  is  used  on  this 
tool  is  supplied  as  an  extra,  only  upon  order. 
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(26)  A  gear-cutter  for  cutting  spur  and  twisted  gearing  up  to  1 
meter  (39.37  inches)  in  diameter,  shown  by  Fig.  7,  was  a  prominent 
feature  in  the  exhibit  of  this  company. 

It  will  cut  spur  gearing  with  420  millimeters  (16.5  inches)  face,  or 
twisted  gearing  with  200  millimeters  (7.87  inches)  face.  This  ma- 
chine is  made  with  a  strong  horizontal  bed,  the  large  hollow  spindle 
being  supported  by  two  bearings,  and  the  cutting  head  carried  by  a 
frame  secured  to  the  back  side  of  the  main  bed.  The  milling  cutter 
is  driven  by  a  shaft  placed  vertically  for  spur  gearing,  or  at  an  angle 
with  the  vertical  equal  to  the  angle  of  the  teeth,  in  cutting  twisted 
gearing.    In  the  former  class  of  work  the  cutter  is  traversed  parallel 


to  the  bed  of  the  machine,  the  wheel  operated  upon  being  held  sta- 
tionary during  the  cutting  of  the  tooth,  and  only  turned  by  the 
amount  of  the  circular  pitch  in  changing  the  cut  from  one  tooth  to 
the  next.  This  movement  of  the  wheel  from  tooth  to  tooth  is  not 
effected  by  an  index  plate,  but  is  accomplished  by  means  of  a  large 
worm  wheel  and  worm,  a  train  of  change  gears,  and  a  crank  which 
can  be  accurately  turned  by  a  quarter  turn.  The  large  dividing 
worm  wheel  is  917  millimeters  in  diameter  (36  inches)  and  has  180 
teeth.  By  a  suitable  train  of  gearing  between  the  hand  crank:  and 
the  worm  almost  any  desired  division  can  be  accurately  made. 

In  cutting  twisted  gearing  the  milling  head  is  not  traversed,  but 
the  spindle  is  set  at  the  proper  angle  and  simply  revolved  in  this 
position.  The  large  dividing  wheel  is  still  held  stationary  during 
the  cutting  of  the  tooth,  but  a  smaller  worm  wheel  of  510  millimeters 
(20  inches)  diameter  is  attached  to  a  spindle,  which  passes  through 
the  center  of  the  larger  wheel  and  carries  the  gear  to  be  cut.  This 
smaller  worm  wheel  is  connected  by  a  train  of  gearing  to  a  screw, 
which  gives  an  axial  motion  to  this  spindle.  The  relation  between 
H.  Ex.  410— VQL  III  22 


Fig.  7.— Large  gear-cutter;  by  the  Soci6t6  Alsacienne. 
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this  circular  motion  and  the  axial  motion  can  he  arranged  to  give 
the  proper  resultant  helical  motion  to  the  work,  the  large  worm 
wheel,  as  before,  fulfilling  the  function  of  the  dividing  head.  This 
machine  has  a  good  range,  and  it  is  a  strong,  well-built  machine, 
suited  to  a  class  of  work  common  in  European  construction  of  ma- 
chine tools,  namely,  twisted  gearing.  The  weight  of  the  machine  is 
3,930  kilogrammes  (8,660  pounds). 

(27)  Soci^t^  de  Construction  de  Machines-outils.  E.  Le  Brun, 
director,  28  Boulevard  Richard-Lenoir,  Paris,  placed  on  exhibition 
a  tool  of  quite  original  design;  a  vertical-spindle  lateral-milling  ma- 
chine. The  long  horizontal  bed  resembles  that  of  a  large  shaping 
machine,  or  more  nearly  the  side  planer.  This  bed  carries  two 
tables  at  its  front  side  for  supporting  the  work,  and  these  have  both 
horizontal  and  vertical  slotted  faces.  On  the  top  face  of  the  bed  are 
two  flat  ways,  upon  which  slides  an  arm  overhanging  the  tables. 
This  arm  is  itself  fitted  with  a  horizontal  guide,  perpendicular  to  the 
bed,  on  which  the  spindle  head  is  carried.  The  vertical  spindle  re- 
ceives its  motion  from  a  shaft  running  lengthwise  of  the  bed  through 
suitable  gearing  and  splined  rods.  The  tables  may  be  set  at  any 
height  on  the  bed,  or  at  any  position  along  its  length.  The  cutter 
has  a  vertical  motion,  by  hand,  to  adjust  it  to  the  cut,  while  the 
head  has  an  automatic  movement  along  the  arm  (transverse  to  the 
bed),  and  the  arm  itself  has  an  automatic  longitudinal  motion  along 
the  bed.  The  transverse  movement  of  the  spindle  is  800  millimeters 
(31.0  inches),  whUethe  longitudinal  movement  is  1,800  meters  (5  feet 
10.8  inches). 

It  will  be  seen  that  this  construction  permits  a  range  in  plain  mill- 
ing far  beyond  machines  of  the  ordinary  type  having  much  greater 
weight  and  bulk.  While  the  overhanging  arm  may  lack  something 
of  the  rigidity  to  be  found  in  the  best  American  milling  machines, 
the  bearings  on  the  flat  ways  are  very  broad  and  the  arm  is  strongly 
gibbed  to  the  bed;  the  tran verse  feed  may  be  disengaged  by  lifting 
out  a  half -nut,  and  a  template  clamped  to  the  tables  for  giving  the 
work  a  desired  contour,  or  for  reproducing  peculiar  forms. 

(28)  Another  machine  which  embraces  some  new  features  in  its 
construction  is  a  pulley  lathe,  or  "tour  en  I'air,"  as  the  French  term 
it.  The  boring-bar  for  boring  the  hubs  is  supported,  fed,  and  driven 
from  the  tail  stock.  By  means  of  this  arrangement  the  face  of  the 
pulley  can  be  turned,  and  at  the  same  time  the  hub  may  be  bor^, 
each  tool  having  a  suitable  cutting  speed.  The  two  tool  blocks  for 
turning  the  face  are  placed  one  at  the  front  and  the  other  at  the  back 
of  the  lathe.  For  crowning"  the  face  the  two  blocks  are  con- 
nected with  suitably  formed  curved  guides  or  gauges  which  control 
the  position  of  the  tools  in  their  travel.  The  cutters  are  placed  at 
the  outer  edges  of  the  pulley  (one  at  either  edge)  in  commencing  the 
operation,  and  as  the  cut  proceeds  they  approach  the  center  of  the 
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face  along  the  fixed  paths,  where  the  two  cuts  run  into  each  other. 
The  same  screw,  one-half  of  which  is  right-handed  and  the  other 
half  left-handed,  controls  the  feed  of  the  tools. 

(29)  Of  the  other  tools  shown  by  this  establishment  but  one  can 
be  mentioned,  namely,  a  slotting  machine  with  a  head  capable  of 
being  set  at  an  angle  to  its  ordinary  vertical  position.  This  displace- 
ment is  effected  through  a  tangent  screw,  and  the  amount  of  incli- 
nation is  indicated  by  a  graduated  circle.  The  table  has  the  three 
usual  motions,  transverse,  longitudinal,  and  circular,  all  of  which 
are  automatic.  When  required,  means  of  reproducing  forms  by  a 
template,  in  a  manner  similar  to  that  used  in  vertical  milling  ma- 
chines, will  also  be  supplied.  The  sizes  range  from  a  stroke  of  160 
to  700  millimeters  (6  to  27.5  inches). 

(30)  Steinlen  &  Co.,  Mulhouse,  Alsace,  Germany.  At  the  rear 
of  the  Palace  of  Machines  there  stood  one  of  the  largest  of  the  pri- 
vate buildings,  which  was  devoted  entirely  to  the  display  of  ma- 
chinery built  by  the  Alsatian  house  of  Steinlen  &  Co.  Besides 
machine  tools,  they  exhibited  dynamos,  roller  engraving  machinery, 
and  steam  engines,  among  the  latter  being  two  large  "  straight-line" 
engines,  built  under  license  of  the  inventor.  Some  of  their  machines 
are  of  American  origin,  a  fact  that  is  freely  admitted  by  them. 
Their  grinding  machines  are  after  Brown  &  Sharpens  models,  and 
they  build  gear  cutters  under  Eberhardt's  patent.  Aside  from  these 
tools,  however,  there  are  many  others  of  highly  creditable  design  and 
construction,  covering  nearly  all  classes  of  standard  machine  tools 
as  well  as  some  machines  of  a  special  nature.  Among  these  is  a  large 
planing  machine  in  which  the  regular  saddles  can  be  replaced  by 
milling  heads,  converting  the  machine  readily  into  a  strong  milling 
machine,  with  great  range  for  plain  work.  Milling  is  carried  out 
extensively  by  this  house  in  their  own  practice,  and  is  applied  to  a 
much  larger  class  of  work  than  is  usual  in  this  country,  by  many 
of  the  European  manufacturers. 

A  small(9r  milling  machine  for  producing  certain  irregular  forms, 
all  of  the  same  shape,  in  large  quantities,  involves  a  principle  of 
construction  differing  from  that  employed  by  others.  The  work 
for  which  it  is  best  suited  is  such  as  small  cams,  parts  of  guns,  etc., 
or  other  work  having  a  general  outline  approaching  a  circle.  The 
spindle  is  horizontal  and  has  a  rising  and  falling  movement.  The 
blank  to  be  cut  is  mounted  on  another  arbor  parallel  to  the  cutter 
spindle  and  below  it.  This  work  arbor  has  at  one  end  a  template, 
similar  in  form  to  the  desired  shape;  the  cutter  spindle  has  a  roller, 
bearing  upon  the  edge  of  this  template;  as  the  work  arbor  is  slowly 
revolved  under  the  cutter  the  latter  is  raised  and  lowered  accord- 
ing to  the  form  of  the  template  and  the  piece  is  thus  given  a  corre- 
sponding form.  Several  other  applications  of  the  milling  machine 
to  gunmaking  and  similar  work  are  made  by  these  builders,  but 
they  are,  of  course,  largely  special  tools. 


Digitized  by  Google 


340  UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


Many  lathes  are  shown  in  this  building,  several  being  designed 
especially  for  boring,  with  a  boring  bar  operated  from  the  tail  stock, 

A  few  tools  from  the  same  house  were  shown  in  the  main  ma- 
chinery building  also,  'the  special  building  not  being  occupied  until 
late,  this  display  did  not  show  at  its  best;  but,  considering  workman- 
ship, design,  variety,  and  number  of  machines  exhibited,  it  was  no 
doubt  one  of  the  finest  sent  to  Paris  this  year. 

(31)  S.  Sc  M.  Demoor,  35  Rue  Zdrfeo,  Brussels,  Belgium,  made  an 
exhibit  of  special  nut  and  bolt  machinery,  which,  on  account  of  the 
originality  and  capacity  of  the  tools,  was  one  of  the  most  interesting 
of  any  to  be  seen  in  Machinery  Hall,  embracing,  as  it  did,  a  complete 
outfit  for  making  bolts,  finished  all  over  with  great  rapidity  from 
the  rough  blank.  The  principle  involved  in  the  machine  for  cutting 
threads  on  bolts  is  the  same  as  that  used  and  exhibited  by  J.  H. 
Stembergh  &  Son,  in  the  United  States  section.  The  dies  are  made 
with  the  threads  cut  on  their  flat  sides,  instead  of  on  the  ends,  as  usual. 
The  sharpening  of  the  disks  after  wear  is  then  reduced  to  the  simple 
process  of  grinding  the  end,  the  form  of  the  thread  not  being  altered. 
In  the  system  under  consideration  but  three  cutters  are  used  in  the 
head,  while  the  Sternbergh  machines  employ  four  cutters.  A  simple 
movement  of  a  key  or  lever  opens  the  jaws  when  the  thread  is  cut, 
releasing  the  piece  and  allowing  it  to  be  withdrawn  instantly.  The 
system  embraces  hand  die  stocks,  portable  hand  machines,  and  sta- 
tionary power  screw  machines,  or  bolt  cutters.  The  larger  machines 
are  made  with  two  parallel  heads  of  two  faces  each,  one  face  of  each 
being  for  cutting  bolts  and  the  other  for  tapping  nuts.  In  these 
machines  the  release  of  the  bolt  at  the  completion  of  the  threading 
is  automatic,  and  the  dies  are  also  automatically  closed  for  cutting* 
the  next  bolt,  to  the  exact  size,  it  is  claimed.  Adjustment  of  the 
dies  for  <?hanges  in  the  diameter  of  the  bolts,  either  for  passage  from 
one  size  to  another  for  which  the  same  die  is  used,  or  for  compen- 
sating for  wear  of  the  tap,  is  easily  and  quickly  made.  Two  sizes  of 
machines  are  made:  No.  1,  for  bolts  of  20  millimeters  (0.79  inch) 
and  under;  price  3,000  francs  ($600).  No.  2,  for  bolts  of  35  millime- 
•ters  (1.38  inches)  and  under;  price  4,000  francs  ($800).  It  is  stated 
that  this  machine  has  a  capacity  of.  1,000  pieces  per  hour. 

A  machine  for  turning  the  body  of  bolts  to  size,  which  also  faces 
the  under  side  of  the  head  a:id  dresses  the  end  at  the  same  opera- 
tion, is  made  in  two  sizes,  corresponding  to  those  of  the  bolt  cutters 
described  above.  They  turn  bolts  of  lengths  up  to  110  millimeters 
(4i  inches)  and  200  millimeters  (8  inches),  respectively;  prices  1,000 
francs  ($200)  and  1,800  francs  ($360). 

The  frame  resembles  that  of  a  drill  press,  and  a  revolving  vertical 
spindle  (the  lower  end  of  which  has  a  socket  for  receiving  the  bolt 
head),  which  receives  a  downward  feed  by  hand  or  automatically,  is 
placed  over  a  table.    This  table  has  a  hole  through  its  center,  in  lin^ 
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with  the  axis  of  the  spindle,  with  three  radial  cutter  blades  pro- 
jecting inward.  The  cutting  edges  of  these  blades  are  made  parallel, 
for  the  straight  shank  of  a  bolt,  with  similar  cutting  edges  at  the 
top  for  facing  the  under  side  of  the  head,  and  at  the  lower  end 
for  trimming  the  end  of  the  bolt  if  desired.  The  vertical  cutting 
edges  may  be  made  up  of  two  or  more  separate  cutting  edges,  to  give 
different  parts  of  the  bolt  different  diameters.  The  operation  is  as 
follows:  The  spindle  being  in  rotation,  the  operator  picks  up  a 
blank,  inserts  the  head  in  the  socket  in  the  end  of  the  spindle,  enters 
its  lower  end  between  the  stationary  cutters,  and  with  the  other  hand 
applies  the  feed,  which  forces  the  piece  down,  the  operation  being 
complete  at  a  single  stroke  of  the  lever  or  turn  of  the  wheel. 
.  The  smaller  machine  has  a  capacity  of  100  pieces  per  hour,  the 
larger  of  80  pieces  per  hour. 

The  departure  from  ordinary  practice  in  the  machine  for  shaping 
the  heads  of  bolts  is  quite  radical.  It  is  a  double  machine  and  consists 
of  two  vertical  rams  forced  downward  through  two  boxes,  compress- 
ing long  coil  springs.  These  boxes  each  carry  two  parallel  hardened 
steel  jaws  with  cutting  teeth  traversing  their  faces  diagonally,  and 
are  so  spaced  that  the  distance  between  the  opposite  cutting  edges 
equals  the  distance  across  the  finished  bolt  head.  A  guide  block 
which  slides  in  grooves  in  the  box,  parallel  to  the  cutters,  has  a  slot 
across  its  upper  face  at  an  angle  of  60"^  just  wide  enough  to  admit  a 
bolt  head,  and  holding  two  of  its  faces  parallel  with  the  cutters. 
The  ram  in  descending  presses  down  on  the  top  of  the  bolt,  forcing  it 
and  the  guide  block  down  through  the  box,  and  the  cutters  shave 
the  two  faces  exposed  to  their  action  to  form.  At  the  end  of  the 
stroke  the  bolt  is  dropped  into  a  tray,  and  the  plunger,  which  is 
automatically  released,  is  shot  up  to  its  original  position  by  the  coil 
springs.  The  bolts,  of  course,  have  to  pass  through  three  times  to 
be  finished.  For  the  first  passage  through  the  machine  a  guide  block 
is  used  with  the  slot  on  top  large  enough  to  admit  a  rough  head, 
while  for  the  other  two  passages,  another  guide  block,  with  a  slot  just 
wide  enough  to  take  in  the  two  faces  already  finished,  is  employed. 
Otherwise  the  bolt  would  not  be  held  firmly  and  the  form  of  the 
head  would  not  be  exactly  hexagonal.  Other  work  than  shaping 
bolt  heads  and  nuts  may  be  done  on  this  machine  by  using  suitable 
guide  blocks  and  properly  spacing  the  cutters.  The  machine  is 
double,  one  ram  remaining  up  while  the  other  is  descending,  thus 
making  the  action  more  continuous.  It  will  take  between  the  jaws 
45  millimeters  (If  inches),  and  will  turn  out  about  150  pieces  per 
hour.  It  is  stated  that  the  cutters  need  sharpening  only  once  in 
ten  days,  with  continuous  work,  and  that  the  sharpening  is  done 
without  drawing  the  temper.  Price  3,000  francs  ($600).  In  all  of 
these  machines  soap  water  is  used  in  place  of  oil  on  the  cutters. 
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The  set  of  bolt  machinery  is  completed  by  two  sizes  of  machines 
for  facing  and  chamfering  bolt  heads  and  nuts.  The  sizes  corre- 
spond to  the  machine  for  turning 
bolts.  Prices  800  and  1,200  francs 
($160  and  $240).  These  machines 
are  double,  one  end  being  for  nuts 
and  the  other  for  bolt  heads.  No 
particularly  new  principle  is  in- 
volved in  their  design. 

(32)  A  drill  grinder  exhibited  by 
this  firm  is  shown  in  Fig.  8. 

(33)  Fetu-Defize  &  Co.,  Li^ge, 
Belgium,  exhibited  a  strong  mor- 
tising or  key-seating  machine, 
which  is  very  creditable  in  design. 
(See  Fig.  9.) 

A  circular  slotted  table,  about  33 
inches  in  diameter,  with  a  rotary 
feed  motion  through  a  tangent 
screw,  is  mounted  on  a  square  table 
having  two  horizontal  motions  at  right  angles  with  each  other. 
Through  the  center  of  the  circular  table  a  strong  tool  bar  travels 
vertically. 


Fio.  8.— DriU  grinder;  J.  M.  Demoor,  Belgium. 


Fio.  9.— Key-seat  slotting  machine;  F6tu-Deflze  &  Co.,  Belgium. 


This  is  actuated  by  a  lever,  the  fulcrum  of  which  is  within  the 
bed  of  the  machine,  and  the  outer  end  is  slotted  to  receive  a  crank- 
pin  block.  The  crank  pin  is  attached  to  a  disk  driven  through  a 
gear  and  pinion  from  the  cone;  and  the  throw  of  the  crank  is  varied 
by  clamping  the  pin  nearer  to  or  farther  from  the  center  of  the  disk. 
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The  arrangement  is  the  ordinary  quick  return  motion  so  often  used 
in  shapers.  The  machine  is  especially  suited  for  key-seating.  The 
pulley  or  gear  to  be  operated  upon  being  clamped  to  the  table,  the 
cutting  takes  place  on  the  downward  sti:oke,  and  the  various  motions 
of  the  table  allow  the  work  to  be  adjus- 
ted and  fed  u})  to  the  cutter  as  desired. 
This  tool  may,  however,  be  used  for 
other  work  than  key-seating,  such  as 
dressing  the  inner  faces  of  connecting- 
rod  straps,  etc.  It  is  an  exceptionally 
compact  and  solid  machine,  and  one 
which  will  commend  itself  for  the  class 
of  work  within  its  range. 

(34)  A  series  of  rectifying  or  special 
grinding  machines,  for  finishing  work 
after  leaving  the  planer  or  other  ma- 
chine tool,  especially  adapted  to  loco- 
motive construction,  is  built  by  the 
same  company,  and  is  worthy  of  atten- 
tion. Three  models  were  exhibited. 
Model  B  L  3  is  for  finishing  the  bearing 
surfaces  of  a  link;  it  is  shown  by  Fig. 
10.  Two  suspension  rods  of  variable 
length  are  carried  by  an  adjustable  pin 
above  the  machine's  spindle,  and  the 
link  is  held  by  the  lower  ends  of  these 
rods. 

An  adjustable  crank  causes  the  rods 

and  the  link  to  oscillate  through  an  arc         W. -Machine  for  grinding  the  slots 

equal  in  length  to  a  little  more  than  the  '™'*''  Fetu-Defize  &  co. 
actual  bearing  surface  of  the  link.  An  iron  arbor,  carried  at  the 
end  of  a  rapidly  revolving  spindle,  turns  in  the  slot,  its  axis  being 
parallel  to  the  rectilinear  elements  of  the  link.  The  fine  emery 
applied  to  this  arbor  grinds  the  surface  accurately.  To  insure  uni- 
form grinding  the  arbor  spindle  is  given  a  positive  reciprocating 
end  motion,  so  that  the  face  of  the  grinder  traverses  the  surface 
operated  upon  in  a  direction  perpendicular  to  its  rotation. 

Model  B  L  4  has  a  similar  rotating  arbor  with  reciprocating 
axial  motion;  but  as  this  machine  is  intended  for  small  flat  surfaces, 
the  work  is  fastened  to  a  horizontal  traversing  table.  It  is  similar 
in  appearance  to  a  plane  milling  machine,  except  that  the  table 
motion  is  by  a  crank  and  slotted  lever,  giving  more  rapid  motion 
and  a  quick  return. 

Model  B  L  5  is  for  larger  flat  surfaces  and  the  frame  is  of  the 
planer  type.  The  platen  travels  to  and  fro  as  in  a  planer,  the  re- 
versal being  effected  in  the  ordinary  manner  by  stops  on  the  side 
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operating  a  belt-shifter.  The  cross-head  carries  a  vertical  spindle, 
driven  by  a  belt  from  the  countershaft  and  passing  over  guide 
pulleys.  The  low'er  end  of  this  spindle  is  furnished  with  the  grinder, 
which  is  annular  in  shape,  the  flat  edge  of  the  ring  being  the  grind- 
ing surface. 


Fio.  11.— Large  vertical  miU!iig  machine.  Fdtu,  Deflxe  &  Oo. 


These  three  machines  give  a  high  finish  to  work.  All  of  them 
seem  to  be  very  carefully  designed  and  constructed  with  accuracy. 

In  addition  to  those  described  above  there  was  in  this  exhibit  a 
very  good  line  of  general  tools;  one  large  turret  lathe,  a  locomotive- 
wheel  lathe,  a  radial  drill  press,  and  a  large  vertical  milling  machine. 
All  were  fine  tools,  but  none,  except  the  last  mentioned,  diflFer  in  any 
important  features  from  those  well  known  in  the  United  States. 

(35)  The  large  milling  machine  referred  to  (see  Fig.  11)  is  similar 
in  type  to  that  built  by  Socidtd  Alsacienne  and  Smith  &  Coventry, 
described  as  among  their  exhibits.  Provision  is  made  for  repro- 
ducing by  placing  a  guide  template  at  the  front  of  the  machine,  the 
ordinary  screw  motion  being  then  disengaged.  The  diameter  of 
the  spindle  is  90  millimeters  (3.54  inches);  diameter  of  the  slotted 
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circular  table,  850  millimeters  (33.5  inches);  clear  height  above  plat- 
ten,  370  millimeters  (14.55  inches);  transverse  travel  of  table,  1.150 
meters  (45.25  inches);  vertical  travel  of  tool,  250  millimeters  (9.84 
inches) ;  weight,  5,500  kilograms  (12,000  pounds).  Price,  5,000  francs 
($1,000). 

(36)  The  American  Screw  Company,  Providence,  Rhode  Island, 
exhibited  machines  for  making  wood  screws  by  the  cold-rolling  and 
swaging  process.  The  principal  requirement  in  metals  to  be  treated 
by  this  process  is  homogeneousness  in  quality.  A  publication  of  the 
company's  states:  "All  previous  attempts  to  make  a  screw  of  the 
requisite  stiffness,  and  having  threads  adapted  for  engaging  in  wood, 
failed  of  success  until  the  American  Screw  Company  developed  a 
principle  of  forcing  laterally  the  metal  displaced  by  the  dies  instead 
of  allowing  it  to  move  longitudinally,  as  it  always  did  under  dies 
constructed  prior  to  their  invention,  as  such  longitudinal  movement 
is  directly  opposed  to  the  production  of  a  sound  deep  thread,  and 
hence  could  only  be  applied  to  shallow  threads  and  short  lengths  in 
soft  metal.  Supplementing  their  process  for  enlarging  the  diame- 
ter of  the  thread  some  four  to  six  sizes  larger  than  the  body  of  the 
blank,  and  without  which  the  enlarged  diameter  of  the  thread  would 
have  no  practical  value,  is  their  process  for  producing  a  correspond- 
ing enlargement  of  the  head  having  a  swaged  slot  and  finished 
surface y  thus  producing,  by  the  combined  processes  of  swaging  and 
rolling,  a  symmetrically  proportioned  finished  wood  screw,  one 
vastly  stronger  than  can  be  made  by  the  cutting  process,  and  cost- 
ing much  less  to  manufacture  than  a  cut  screw  of  the  diameter  of 
the  wire  from  which  the  swaged  and  rolled  screw  is  made. 

The  following  claims  are  made  for  this  process:  (1)  Decreased  cost 
and  increased  selling  price;  (2)  Stronger  head;  (3)  superior  point, 
enabling  it  to  enter  the  wood  straight;  (4)  deep,  thin  thread,  having 
greater  hold  and  not  distorting  the  fibers  of  the  wood;  (5)  small 
shank,  which  avoids  splitting  the  wood;  (6)  extremely  tough  mate- 
rial; (7)  no  weak  place  in  the  screw.* 

(37)  Brown  &  Sharpe  Manufacturing  Company,  Providence,  Rhode 
Island,  made  one  of  the  best  displays  of  machine  tools  at  the  Expo- 
sition. It  included  several  of  their  milling  machines  (universal  and 
plain  and  of  diflEerent  sizes  and  types),  a  No.  2  vertical  chucking 
machine,  a  No.  3  universal  grinding  machine,  a  No.  2  surface 
grinding  machine,  a  No.  3  universal  cutter  and  reamer  grinder,  an 
automatic  gear  cutter,  two  screw  machines,  a  universal  hand  lathe, 
a  tapping  machine,  a  screw-slotting  machine,  high-speed  and  verti- 
cal spindle  milling  attachments,  gearing  models,  milling  cutters, 
sewing-machine  parts,  samples  of  castings,  specimens  of  work  done 

*For  a  farther  deBcription  of  this  process  see,  under  Class  53,  the  general  review 
of  the  sixth  group,  in  this  volume. 
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on  their  screw  machines,  milling  machines,  grinding  machines,  etc. ; 
also  photographs  and  lithographs  of  the  shops  and  a  few  of  the 
smaller  specialties  of  their  manufactures. 


Fio.  12.  —Brown  &  Sharpens  automatic  gear  cutter. 

These  tools  were  all  of  the  standard  design  and  finish,  exactly  the 
regular  line  of  work  put  on  the  market  by  the  Brown  &  Sharp 
Company,  the  character  of  which  is  too  well  known  to  Americans 
to  need  much  description  beyond  mere  mention,  though  a  brief 
notice  of  one  or  two  of  the  tools  more  recently  brought  out  may  be 
in  order. 

Their  automatic  gear-cutting  machine  is  shown  by  Fig.  12.  It  is 
arranged  for  cutting  both  spur  and  bevel  gears  up  to  18  inches  in 
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diameter,  4  inches  face,  and  No.  6  diametal  pitch.  The  indexing  is 
done  by  worm  wheel  and  worm  through  change  gears.  After  the  cut- 
ter is  attached  to  the  arbor  the  wheel  blank  is  mounted  on  the  head, 
which  is  lowered,  to  give  the  proper  depth  of  cut,  by  means  of  a 
screw  graduated  to  read  to  one  one-thousandth  of  an  inch.  The 
cutter  passes  through  the  blank,  returns  with  a  rapid  motion,  then 
the  wheel  is  revolved  for  the  next  cut,  all  of  these  operations  being 
automatic.  The  cutter  head  is  adjustable  at  any  angle  for  cutting 
bevel  wheels,  being  properly  graduated  for  setting,  and  the  cutter 
may  also  be  moved  laterally  from  the  central  position  for  this  class 
of  work. 

In  cutting  spur  gears  the  operator,  having  placed  a  blank  in  posi- 
tion and  started  the  machine,  need  pay  no  further  attention  to  it 
until  all  the  teeth  have  been  cut. 

Another  machine  deserving  notice  is  the  chucking  machine.  The 
chuck,  being  horizontal,  facilitates  the  setting  of  work  in  many 
cases.  It  will  take  pulleys  up  to  36  inches  in  diameter,  14i  inches 
face,  and  hub  12  inches  long.  Holes  as  large  as  4  inches  can  be 
bored,  and  the  turned  head  allows  several  different  operations  to  be 
performed  rapidly  without  displacing  the  work.  The  chuck  table  is 
driven  by  a  five-stepped  cone,  geared  6  to  1. 

The  turret  slide  has  a  motion  of  21  inches,  and  an  automatic  ad. 
justable  feed  motion,  with  quick  return.  It  is  counterbalanced  by 
a  weight  inside  the  column. 

The  exhibit  was  generally  admitted  by  those  familiar  with  machine 
tools  to  be  of  the  very  highest  order.  The  principles  and  often  the 
actual  designs  of  the  machines  which  the  Brown  &  Sharpe  Com- 
pany have  so  successfully  introduced,  have  been  very  widely  adopted 
by  European  builders. 

The  undeniable  traces  of  their  work  could  be  seen  throughout  Ma- 
chinery Hall. 

(38)  William  Sellers  &  Co.,  1600  Hamilton  street,  Philadelphia, 
Pennsylvania.  Two  planing  machines  of  an  entirely  new  design,  a 
vertical  drill  press,  a  tool  grinder,  and  a  drill  grinding  machine  were 
sent  to  the  Exposition  by  Sellers  &  Co.,  and  much  interest  and  many 
favorable  opinions  were  expressed  regarding  them.  The  work  of 
the  tool  grinder  was  greatly  admired,  and  mechanics  quite  gener- 
ally considered  the  planer  a  decided  advance  in  the  construction  of 
that  class  of  tools. 

The  following  explanation  of  the  new  planer  was  kindly  furnished 
for  this  report  by  the  makers.  The  machine  being  so  new,  and  of 
general  interest,  it  is  given  in  full : 

86  BY  86  INCH  PATENT  SPIBAL-GEABED  PLANINO  MACmNE. 

The  return  stroke  made  in  one-eighth  of  the  time  reqmred  for  the  cutting  stroke. 
Driven  by  spiral  gearing  throughout,  thus  avoiding  the  intervention  of  spur  or 
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bevel  wheels  and  insuring  the  engagement  of  not  less  than  four  teeth  of  the  rack, 
simultaneously,  with  the  pinion  on  the  diagonal  shaft,  thereby  imparting  to  the 
table  a  smoothness  of  motion  not  obtainable  in  any  other  form,  and  producing  work 
that  is  smooth  and  entirely  free  from  the  chatter  marks  observable  in  that  of  all 
other  planing  machines.  This  construction  also  permits  the  strengthening  of  the 
bed  in  its  most  vital  part,  between  the  uprights,  by  two  large  box  girders  and  one 
diagonal  girder,  in  the  space  usually  taken  up  by  the  spur  gearing  in  other  ma- 
chines. Tlie  cutting  stroke  is  at  the  rate  of  18  feet  per  minute,  the  return  stroke  at 
the  rate  of  144  feet  per  minute — the  quickest  ever  obtained  on  such  a  planer  without 
overrunning  the  required  distance — and  the  machine  wUl  plane  to  a  shoulder  with 
certainty ;  but  either  rate  can  be  changed  without  affecting  the  other,  as,  for  ex- 
ample, in  planing  unusually  hard  material  the  cutting  speed  may  be  reduced  by 
changing  the  size  of  the  driving  pulley,  without  affecting  the  rate  of  the  return 
stroke.  The  table  is  of  unusual  stiffness,  with  one  plane  and  one  very  flat  way,  the 
latter  having  four  bearing  surfaces,  two  to  carry  the  weight  and  two  more  to  take 
any  extra  heavy  side  thrust.  There  are  improyed  oiling  devices  in  the  ways,  all 
thoroughly  free  from  dirt.  The  driving  belts  are  wide,  on  high-face  pulleys,  and  are 
not  shifted  to  change  the  direction  of  the  table  movement,  the  engagement  with  the 
driving  shaft  being  effected  through  friction  clutches  which  are  small  in  diameter 
but  certain  in  acting,  reversing  the  motion  without  jar.  The  clutches  are  disen- 
gaged from  the  driving  pulley  positively  by  the  stops  on  the  planer  t|ble,  thus  mak- 
ing the  length  of  the  stroke  definite,  and  avoiding  the  variations  in  length  insepa- 
rable from  the  method  hitherto  employed,  of  shifting  the  driving  belts  from  fast  to 
loose  pulleys.  The  release  of  the  clutches  starts  a  train  of  gearing  driven  from  the 
slow-running  pulley  which  engages  the  clutch  with  the  opposite  pulley  and  at  the 
same  time  operates  the  feed  and  tool-lifting  devices,  which  operations  thus  take 
place  while  the  table  is  at  rest  or  changing  its  direction  of  motion  ;  hence  the  total 
stroke  of  the  tool  need  not  in  any  case  exceed  the  length  of  the  piece  to  be  planed 
by  more  than  3  to  4  inches.  The  feed  may  always  take  place  at  the  end  of  the  back 
stroke,  no  matter  in  which  direction  the  feed  is  working.  The  machine  can  be 
operated  from  either  side  by  hand  levers  which  control  the  table  movement  and  at 
the  same  time  disengage  and  arrest  the  feed  at  will,  so  that  the  table  can  be  run 
past  the  stops  as  often  as  required  for  examination  or  adjustment  of  work,  and 
when  the  planing  is  resumed  the  cut  will  show  no  mark  of  the  feed  arrest.  The 
cross-head  is  unusually  massive,  inclosing  the  saddles;  the  slides  being  broad  and 
flat,  not  angular,  and  fitted  with  -bronze  taper  shoes  to  take  up  the  wear.  The 
cross-head  is  fitted  with  two  saddles.  The  feed  screws  and  rods  to  each  are  sep- 
arate, so  that  each  can  be  operated  in  all  respects  independently,  except  in  the 
amount  of  feed,  which  will  be  the  same  for  both  saddles ;  but  by  extending  the 
crank  shaft  across  the  machine  and  providing  an  additional  crank,  rod,  and  iseg- 
ment,  the  two  saddles  can  have  feeds  entirely  independent  of  each  other.  The  feed 
is  adjustable  from  one  whole  revolution  of  the  feed  screws  down  to  nothing  by  an 
infinite  gradation,  as  there  are  no  teeth  in  the  feed  ratchet  to  limit  the  changes. 
The  tool  holders  on  the  cross-head  are  fitted  with  tool  lifters,  raising  both  tools  on 
the  back  stroke,  no  matter  in  what  direction  or  in  what  angle  the  planing  tool  may 
be  feeding.  There  is  a  vertical  sUde  rest  on  each  upright,  operated  by  separate 
feeds,  and  the  tools  of  these  slide  rests  stand  in  the  same  plane  with  the  tools  on  the 
cross-head.  The  vertical  slide  rests  can  be  lowered  below  the  top  of  the  table  when 
not  in  use.  The  cross-head  is  raised  and  lowered  by  power  by  means  of  friction 
wheels  that  can  be  held  to  their  work  with  slight  effort,  but  which  stop  as  soon  as 
the  workman  releases  his  hold  on  the  lever,  thereby  avoiding  the  accidents  arising 
from  hoisting  machinery  set  in  motion  and  then  left  to  work  during  the  absence  of 
the  operator.  For  power  of  cut,  smoothness  of  work,  quickness  of  back  stroke, 
length  of  stroke  as  compared  with  the  length  of  work,  facility  of  handling  the 
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table  and  the  feeds  from  both  sides  of  the  machine,  ability  to  stop  the  feed  and  re- 
start it  without  marking  the  work,  great  strength  and  convenience,  this  machine  is 
pre&ninent.  It  is  placed  parallel  with  the  line  shaft  to  economize  room  in  the 
shop,  but  can  be  placed  at  any  angle  to  this  shaft  with  facility. 


This  machine  is  the  same  in  general  principle  as  the  36  by  86  inch  machine  exhib- 
ited. The  cross-head  is  of  a  somewhat  different  form.  The  table  is  not  operated 
from  either  side,  and  the  tool  is  not  provided  with  a  lifting  attachment,  nor  is  the 
cross-head  raised  and  lowered  by  power,  such  features  not  being  required  on  a  ma- 
chine of  this  size. 

(39)  DriU-grinding  machine. — This  machine  will  grind  accurately 
either  flat  or  twist  drills  from  one-quarter  of  an  inch  up  to  2  inches, 
all  drills  being  held  in  the  same  chuck  without  the  use  of  bushings. 
It  will  grind  drills  to  any  included  angle  of  point  from  90°  to  130°. 
The  clearance  varies,  being  slightly  greater  toward  the  center.  The 
flat  face  of  the  stone  is  the  grinding  surface,  and  this  stone  is  fixed 
on  a  cast-iron  ring  which  is  bolted  to  a  flange  on  the  arbor,  diminish- 
ing danger  of  breaking  the  stone  in  screwing  up.  A  drill-pointing 
device  is  also  attached,  by  means  of  which  the  point  is  thinned  down, 
reducing  the  rubbing  action  of  the  end  and  the  force  required  to  feed 
the  drill.  This  feature  is  especially  valuable  as  the  drill  becomes 
worn  down  toward  the  shank  and  the  thickness  of  the  point  be- 
comes greater.  The  nature  of  the  work  done  by  this  grinder  was 
shown  by  the  equality  of  the  two  shavings  turned  out  from  opposite 
tips  of  the  drill;  both  shavings  being  several  inches  in  length  and 
almost  exactly  alike  in  size  and  curvature. 

The  tool-grinding  machine,  while  of  quite  recent  origin,  has  re- 
ceived such  notice  as  to  render  a  lengthy  description  unnecessary. 
The  following  is  from  the  makers  : 

All  ordinary  tools  used  in  lathes,  planers,  and  all  other  machine  tools,  the  cutting 
edges  of  which  are  bounded  by  planes,  or  planes  and  convex  curved  surfaces,  are 
ground  to  shape  from  the  rough  forging  with  ease  and  dispatch,  irrespective  of  the 
position  the  cutting  edges  have  in  relation  to  the  body  of  the  tools. 

The  grinding  wheel,  of  coarse  structure,  but  which,  from  its  direction  of  cut,  grinds 
quickly  and  grinds  fine,  is  mounted  on  a  box  frame,  part  of  which  serves  as  a  tank 
to  hold  the  water  used  in  flooding  the  tool  to  keep  it  cool.  This  tool  can  be  reversed, 
face  about,  on  its  spindle  to  equalize  the  wear,  while  it  is  protected  or  inclosed  in  a 
massive  cast-iron  cover.  A  rotary  pump  forces  water  to  the  tool  being  ground 
through  a  system  of  jointed  pipes,  the  nozzle  of  discharge  being  made  to  hold  the 
same  relation  to  the  tool  in  motion  as  at  rest.  Slide  rests,  adjustable  in  angle  by 
means  of  graduated  arcs  and  verniers,  have  vertical,  horizontal,  and  rotary  motion, 
moving  the  tool  in  all  directions  in  front  of  the  grinding  wheel  so  as  to  grind  several 
faces  at  one  setting  to  any  angle  of  clearance  or  top  rake. 

The  machine  is  furnished  with  former  plates  for  grinding  all  the  forms  of  rough- 
ing tools  we  have  found  most  useful  in  our  practice,  and  also  means  to  enable  new 
former  plates  to  be  originated  from  a  sample  tool  made  by  hand  or  otherwise. 

It  is  also  provided  with — 

(1)  A  chuck  for  circular  or  round-nose  tools,  which  is  also  used  in  connection  with 
former  plates  furnished  to  grind  curved-face  roughing  tools,  right  or  left  hand,  and 
at  any  angle. 
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(2)  A  holder  to  be  used  in  grinding  the  side  or  base  of  the  shank  of  tool. 

(8)  A  chuck  by  means  of  which  any  bent  tool  can  be  ground  on  all  its  faces  with- 
out changing  its  position  in  its  chuck,  with  as  much  ease  as  the  grinding  of  straight 
tools. 

(4)  A  chuck  to  hold  splining  or  key-seating  tools  in  the  same  manner. 

(5)  A  crane  for  lifting  the  heavy  wheel  cover,  changing  the  wheel  on  its  spindle, 
or  lifting  the  chuck,  etc. 

Tables  or  diagrams  bhowiug  all  the  angles  and  positions  of  chuck 
for  fifty-six  different  plain-faced  tools;  nine  different  shapes  (seven 
sizes  each)  of  right  and  left  tools,  with  former  plate  to  be  used  with 
each;  and  a  table  for  circular  tools  from  one-fourth  of  an  inch  to  2i 
inches  diameter  of  circle  are  also  sent  with  each  machine. 

(40)  Warner  &  Swasey,  Cleveland,  Ohio,  exhibited  a  number  of 
their  specialties,  including  screw  machines,  monitor  lathes,  special 
tools  for  valve  making,  and  brass-finishing  machinery;  and  many 
of  these  were  superior  to  any  similar  exhibit. 


Fxo.  la.— Turret  lathe  with  formhig  tools;  Warner  &  Swaaey,  United  States. 

The  screw  machine  has  a  wire  feed  and  the  turret  can  be  supplied 
with  a  great  variety  of  tools,  as  a  drill,  adjustable  box  tool,  hollow 
mill,  die  and  die  holder,  reamer,  and  stop  gauge.  A  great  variety 
of  pieces  having  different  shoulders  and  sizes  can  be  made  with 
rapidity  and  accuracy  by  means  of  the  ajustable  box  tool.  In  addi- 
tion to  the  turret  there  is  a  slide  for  cutting-off  tools,  etc.,  provided 
with  two  tool  posts.  Four  sizes  of  the  machine  are  made,  with  10, 
12,  16,  and  20  inch  swings,  having  holes  through  the  spindle  of  },  1, 
li,  and  If  inches,  respectively. 

The  forming  monitor  (see  Fig.  13)  is  of  especial  interest.  The 
following  is  quoted  from  the  publication  of  the  makers  : 
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These  machines  embody  a  departure  from  the  old  system  of  turn- 
ing irregular  shapes.  Their  operation  is  extremely  simple  and  the 
quality  of  the  work  turned  out  is  such  that  they  are  rapidly  taking 
the  place  of  all  other  methods. 

The  tool  slide  with  its  under-cutting  forming  tool  is  the  most 
characteristic  feature.  The  tool  carriage  is  drawn  forward  by  hand 
by  means  of  a  lever  rack,  causing  the  forming  tool  to  pass  under 
the  piece  at  the  proper  distance  below  it  to  turn  it  off  to  the  right 
diameter  and  shape.  At  the  beginning  of  the  return  movement  of 
the  carriage  the  tool  is  depressed  slightly  by  the  automatic  action  of 
a  double  eccentric,  and  its  edge  is  thus  prevented  from  dragging 
across  the  finished  work  as  the  tool  passes  back  to  place.  An  auto- 
matic chuck  is  provided  with  these  machines,  which  is  worked  by  a 
lever  shown  at  the  left  of  the  figure.  By  means  of  this  the  pieces  to 
be  operated  upon  can  be  placed  in  position,  rigidly  gripped  in  the 
spindle,  finished  and  removed,  without  stopping  the  machine.  In 
working  the  machine  those  operations  on  the  piece  requiring  the  use 
of  the  tools  in  the  turret  are  first  done,  after  which  the  forming  tool 
is  drawn  under  the  part  to  be  formed,  and  the  piece  thus  completed. 

The  under-cutting  tool  is  a  bar,  the  upper  face  of  which  is  milled 
lengthwise  so  as  to  give  it  a  cross  section,  the  outline  of  which  ex- 
actly corresponds  to  that  of  the  piece  it  is  desired  to  produce.  In 
grinding,  therefore,  it  is  only  necessary  to  grind  off  the  front  end, 
and  the  center  of  the  cutting  edge  remains  unchanged. 

(41)  Four  spindle  volve  milling  machine  (see  Fig.  14). — The  four 
heads  carrying  the  spindles  are  supported  by  two  knees,  one  on  each 
side  of  the  upright  spindle  which  holds  the  valves  to  be  milled.  The 
knees  are  adjusted  right  and  left  on  the  bed  by  means  of  hand 
wheels.  The  upper  heads  are  adjustable  vertically  to  give  the  re- 
quired distance  between  the  upper  and  lower  spindles,  while  the 
lower  heads  are  adjustable  right  and  left  on  the  knees  to  insure  mill- 
ing both  ends  of  the  valve  the  same  size.  Thus  each  of  the  four 
spindles  is  adjustable  separately,  so  that  valves  from  one-half  to  2 
inches  can  be  milled.  The  piece  to  be  milled  is  screwed  to  its 
proper  position  on  a  rod  sliding  within  the  upright  spindle  and  pro- 
jecting a  shoi-t  distance  above  it,  and  is  then  drawn  firmly  against 
the  spindle  by  a  large  hand  wheel  below.  After  milling  two  sides, 
a  partial  revolution  of  the  valve  through  60  or  90  degrees  is  ob- 
tained by  giving  a  lever  (just  above  the  hand  wheel)  a  forward 
movement,  which  unlocks  the  spindle,  turns  it  the  proper  distance, 
and  locks  it  ready  for  milling  the  next  two  sides. 

By  this  machine  the  four  parallel  faces  of  the  two  hexagonal  or 
square  parts  of  the  valves  can  be  milled  at  once.  A  two-spindle 
machine  is  also  made,  which  is  similar  except  that  but  two  opposite 
faces  are  milled  at  one  operation. 

Dovble-head  key  lathe, — This  machine  is  designed  for  turning  keys 
for  cocks  from  one-eighth  to  1  inch,  inclusive.    It  is  also  especially 
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adapted  for  making  gas  fittings.  An  automatic  feed,  adjustable  to 
any  desired  taper,  is  provided,  which,  when  once  set,  will  feed  across 
the  work,  or,  if  desired,  will  feed  across  the  work,  reverse  and  feed 
back,  and  then  stop,  taking  on  its  return  a  chip  due  to  any  spring 
there  may  have  been  in  the  tool  during  the  first  cut.  Two  complete 
machines  are  placed  on  one  bed,  as  one  operator  can  easily  attend 
both. 

These  makers  also  exhibited  a  case  containing  many  of  the  finished 
parts  of  valves,  etc.,  and  some  accessories  used  in  this  class  of  work. 


Fio.  14.— Four  spindle  valve  milling  machine;  Warner  &  Swasey. 

Their  methods  and  designs  are  now  so  familiar  in  the  United  States 
that  further  mention,  though  merited,  is  not  necessary. 

J.  H.  Sternbergh  &  Son,  Reading,  Pa. ,  exhibited  an  excellent  bolt- 
milling  and  screw-threading  macliine  which  has  been  referred  to 
above. 

(42)  Greenwood  &  Batley,  Albion  Works,  Leeds,  England.  These 
builders  have  made  many  large  tools  for  the  arsenals  and  other  Gov- 
ernment institutions.  They  do  not  confine  themselves  exclusively 
to  machine  tools,  but  this  line  of  work  is  the  most  important  of  their 
productions.  The  grandest  single  machine  in  this  class  at  the  Expo- 
sition was,  without  doubt,  the  large  lathe  just  built  for  Schneider  & 
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Co.,  of  Orensot,  by  Greenwood  &  Batley.  It  is  intended  for  boring 
and  turning  large  ingots  of  steel  weighing  up  to  100,000  kilograms 
(100  tons)  or  more.  It  is  claimed  that  this  lathe  can  easily  (with  the 
eight  tools  provided)  cut  off  over  a  ton  of  chips  per  hour. 

It  is  more  than  76  feet  long  over  all,  and  occupies  almost  1,600 
square  feet  of  floor  space.  A  few  of  the  most  prominent  features  of 
this  wonderful  tool  are  summed  up  in  the  following  brief  description, 
kindly  furnished  by  the  builders  for  this  report: 

The  lathe  we  are  now  exhibiting  at  the  Paris  Exposition  has  a  height  of  centers 
of  60  inches,  or  will  admit  between  the  centers  55  feet.  The  main  spindle  is  of  mild 
forged  steel,  oil  tempered,  and  revolves  in  hard  brass  bearings.  The  driving  cone  has 
five  speeds  with  single,  double,  treble,  and  quadruple  purchase  machine-cut  gearing. 
All  the  pinions  are  of  mild  forged  steel  and  the  wheels  of  tough  cast  iron.  There  are 
four  saddles,  each  arranged  to  carry  two  tools  on  the  swivel  slide.  One  of  the  special 
features  is  the  self-acting  traverse  motion  of  the  saddles  along  the  beds.  Thia  is 
arranged  so  that  one  saddle  can  be  moved  quickly  to  the  right  hand  while  the  other 
is  going  toward  the  left  hand,  or  one  saddle  may  be  facing  towards  or  from  the  center 
of  the  lathe  whilst  the  others  are  sliding,  or  one  saddle  may  be  sliding  a  taper  of  1 
in  100  inches  whilst  the  others  are  surfacing  or  sliding.  The  lever  head  is  also  new, 
and  consists  of  a  revolving  spindle  fitted  with  a  four- jawed  chuck  to  carry  the  end 
of  the  ingot  whilst  turning  the  center  portion  of  the  ingot  or  preparing  spots  for  the 
supports.  In  the  revolving  spindle  is  fitted  a  sliding  spindle  with  screw  adjustment 
for  ordinary  work.  The  bed  is  in  five  pieces,  each  weighing  about  24  tons.  These 
are  firmly  bolted  and  keyed  together,  and  fitted  with  two  mild  steel  screws  for  the 
self-acting  sliding  motion,  also  racks  for  the  quick  traverse  motion  of  the  saddles 
and  loose  head  stocks.  The  saddles  are  each  fitted  with  a  rest  for  crank-turning. 
These  fit  on  the  surfacing  or  transverse  slide  when  the  swivel  slide  is  removed. 

The  boring  bed  is  fitted  with  a  boring  saddle  having  a  self-acting  traverse  of  21 
feet,  driven  by  suitable  gearing  from  the  main  spihdle.  It  has  also  a  quick  traverse 
motion  in  either  direction,  driven  by  open  and  cross  belts  from  the  main  shafting 
in  the  factory.  Some  idea  may  be  formed  of  the  size  of  this  lathe  when  we  say  the 
driving  head  stock  and  gearing  weighs  84  tons,  the  driving  spindle  about  6  tons; 
each  of  the  saddles  weighs  about  28  tons,  and  the  total  weighs  of  the  lathe  with 
countershaft  about  880  tons  net. 

Each  carriage  is  furnished  with  hand  wheels  for  reversing  or  stop- 
ping both  feeds.  The  feed  mechanism  consists  of  rods  and  be^el 
gearing,  with  positive  clutches.  The  bevel  gears  are  in  pairs,  with 
a  double  clutch  between  the  two,  so  that  by  shifting  the  clutch 
sleeve  the  feed  is  first  stopped  and  then  (if  continued)  reversed.  A 
ratchet  lever  is  provided  for  moving  up  or  feeding  by  hand.  The 
screw  and  rod  feeds  of  the  front  carriage  are  duplicated  at  rear  of 
the  bed  for  driving  the  back  carriages.  All .  feeds  are  positive,  but 
a  cup  friction  clutch  (driven  directly  from  the  counter  shaft  by  an 
independent  belt),  is  used  for  the  quick  return  motions. 

A  shaft  runs  down  the  center  of  the  bed  to  give  feed  motion  to 
the  boring  attachment.  To  avoid  removing  the  pedestal  and  caps 
as  the  boring  proceeds,  a  beveled  pinion  is  placed  between  each  pair 
of  the  bearings  of  this  feed  shaft. 

Not  the  least  remarkable  thing  in  connection  with  this  tool  is  the 
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shortness  of  the  time  taken  in  its  design  and  construction.  A  con- 
sideration of  the  following  statement  conveys  some  idea  of  the  facili- 
ties possessed  by  this  house  for  turning  out  large  work. 

The  lathe  was  ordered  by  Messrs.  Schneider  &  Co.  July  31,  1888. 
The  design  occupied  nearly  four  months,  and  the  actual  construction 
was  not  begun  until  the  last  days  of  November.  At  the  end  of 
April,  1889,  it  was  shipped  to  Paris,  the  whole  construction  having 
taken  less  than  six  months. 

This  lathe  is  to  be  used  at  the  Creusot  Works  in  turning  and  bor- 
ing large  ingots  for  heavy  guns  and  similar  purposes. 

Greenwood  &  Batley  have  built  during  the  past  five  or  six  years 
many  large  lathes,  ranging  in  weight  from  50  to  over  300  tons,  sup- 
plying such  establishments  as,  the  Woolwich  Arsenal;  W.  Q.  Arm- 
strong, Mitchell  &  Co.,  Newcastle-on-Tyne;  John  Brown  &  Co., 
Sheffield;  Thomas  Firth  &  Sons,  Sheffield;  Taylor  Bros.  &  Co., 
Leeds;  Schneider  &  Co.,  Creusot,  France;  Soci^t^  de  Ji'orges  et 
Chantiers  de  la  Mediteranfe;  F.  Krupp,  Essen;  Arsenal  of  Alexan- 
drowsky,  near  St.  Petersburg;  Arsenal  of  Caeraca,  near  Cadiz;  Ar- 
senal of  Keaiuaeg,  China,  and  also  many  others. 

(43)  Hulse  &  Co.,  Manchester,  make  one  of  the  leading  exhibits 
in  the  English  section.  The  following  description  of  four  of  the 
most  noticeable  of  their  tools  was  kindly  furnished  by  the  makers: 

Improved  double  horizontal  slot-drilling  machine  for  catting  cotter  holes  in  con- 
necting rods,  keyways  in  shafts,  etc.  The  machine  has  two  drilling  head  stocks, 
and  these  operate  at  both  sides  of  the  work  simultaneously  and  are  provided  with 
self-acting  feed  and  self -disengi^ing  motions.  The  sliding  carriage  carrying  the  drill- 
ing head  stocks  is  adjustable  to  any  required  position  on  the  slide  bed  by  rack  and 
pinion,  and  is  then  connected  with  crank  disks,  which  latter  is  actuated  by  ellip- 
tical gear  for  giving  uniformity  of  traverse.  For  holding  connecting  rods,  shafts, 
and  other  round  objects  a  concentric  vise  is  provided,  together  with  a  movable 
head  stock,  the  latter  acting  as  a  ''steady''  for  the  overhanging  ends  nearest  the 
drills.  Work  of  other  descriptions  may  be  bolted  to  a  grooved  table  placed  along 
the  bed,  the  vise  and  movable  head  stock  being  at  the  time  removed. 

Patent  vertical  milling  and  drilling  machine  for  milling  and  drDUng  great  varie- 
ties of  straight  and  curvilinear  work,  such  as  levers,  cranks,  connecting-rod  ends, 
brasses,  etc.,  and  also  for  milling  the  ends,  flanges,  and  parts  of  cylinders,  and  drill- 
ing the  stud-holes.  It  has  a  rising  and  falling  spindle  carried  by  and  rotating 
within  a  hoUow  square  vertical  slide  which  rises  and  falls  along  with  the  spindle, 
so  that  the  main  bearing  of  the  spindle  is  close  to  the  cutter  in  aU  positions.  The 
spindle  has  a  self-acting  feed  action  similar  to  that  in  vertical  drilling  machines. 
The  shape  and  size  of  the  spindle  slide  are  such  that  the  cutter  can  operate 
on  surfaces  of  work  which  could  not  be  got  at  by  a  cutter  if  an  ordinary  slide 
were  employed.  The  table  for  carrying  the  work  consists  of  longitudinal  and 
transverse  slides,  surmounted  by  a  rotary  slide  which  can  be  removed  so  &s  to  allow 
the  work  to  be  fixed  to  the  uppermost  of  the  other  two  slides  when  desirable.  Each 
slide  has  an  independent,  variable,  self-acting  feed  action  which  can  be  readily  ap- 
plied, reversed,  or  suspended,  as  required.  The  lubricant  is  contained  in  a  cistern 
on  the  standard  of  the  machine,  and  a  centrifugal  pump  is  provided  for  delivering 
a  constant  supply  of  it  to  the  cutter,  the  surplus  lubricant  flowing  back  into  the 
cistern.    The  machine  admits  work  up  to  ^  inches  in  diameter  and  16  inches  in 
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height  when  the  rotary  slide  is  in  position;  when  this  slide  is  removed,  however, 
objects  up  to  24  inches  in  height  can  be  operated  on. 

Universal  cutter  grinding  machine;  specially  constructed  for  grinding  to  a  keen 
cutting  edge  the  teeth  of  face  and  edge  milling  cutters,  parallel  or  taper  reamers 
with  straight  or  spiral  flutes,  and  other  similar  cutters  after  they  are  hardened  and 
tempered.  The  grinding  is  effected  by  a  high>speed  emery  wheel,  the  work  being 
acted  on  by  one  of  the  sides  of  the  wheel,  instead  of  by  its  edge  as  is  usually  done.  This 
system  has  several  advantages  over  edge-grinding,  as,  for  example,  that  the  grind- 
ing of  the  work  into  wavy  forms  is  avoided,  and  that,  in  grinding  cutters  having 
finely  pitched  teeth,  emery  wheels  of  comparatively  large  diameter  may  be  em- 
ployed. At  the  outer  end  of  the  spindle  of  the  machine  is  a  second  emery  wheel 
for  general  grinding  purposes,  an  adjustable  T  rest  being  provided  for  supporting 
the  work. 

A  5-foot  radial  drilling  and  boring  machine  stands  on  a  base  plate,  tee-grooved 
throughout  its  upper  surface.  The  radial  arm  is  carried  by  a  vertical  slide  which 
is  raised  and  lowered  on  the  upright  frame  autouiatically  by  screw,  5  feet  being 
admitted  under  the  spindle  when  in  its  highest  position. 

The  spindle  arm  is  traversed  along  the  arm  in  either  direction  by  a  quick-threaded 
screw  and  hand  wheels,  one  upon  the  slide  itself  and  the  other  at  the  end  of  the 
arm,  for  convenience  in  working.  The  spindle  is  rotated  by  a  long  revolving  tube 
with  hard  gun-metal  adjustable  bearings  above  and  below,  and  has  a  variable  self- 
acting  feed  motion  by  screw  with  adjustable  nut  for  taking  up  end  play.  Sin^e 
gearing  is  provided  for  drilling,  and  treble  for  boring;  and  these,  in  conjunction 
with  a  four-speeded  cone  pulley,  give  eight  changes  of  speed. 

In  addition  to  the  above  machines,  Hulse  &  Co.  showed  several 
other  good  tools,  with  independent  screw  and  rod  feeds,  driven  by 
separate  trains  of  change  gears.  The  sliding  rest  has  a  special 
mechanism  for  drawing  the  tool  back  from  the  work  and  advancing 
it  again  to  its  former  place  without  moving  the  cross-feed  screw. 
This  is  accomplished  by  a  short,  rapid-pitch  screw  and  a  short  thumb 
lever  at  the  front  of  the  rest. 

A  hollow  spindle  lathe  for  turning  screws  and  finishing  up  studs 
out  of  a  long  bar,  taking  stock  up  to  1^  inches  in  diameter.  The 
bar  is  passed  through  the  spindle  and  gripped  by  an  eccentric  chuck 
while  being  worked.  Immediately  the  article  is  finished  and  cut  oflP, 
the  bar  is  fed  along  for  the  next  piece.  There  is  no  tail  stock,  as 
the  work  is  not  placed  between  centers.  The  sliding  rest  has  both 
screw  and  rack  feeds,  and  carries  a  capstan  head  with  6  tools  and  a 
threading  apparatus.  The  bed  is  formed  with  a  trough  for  catching 
the  lubricant,  and  sleeves  for  extra  tools. 

A  vertical  drilling  and  boring  machine  takes  work  up  to  36 
inches  in  diameter  and  4  feet  high  above  the  base  plate.  It  has  a 
variable  self-acting  screw-feed  motion,  with  an  adjustable  nut  for 
taking  up  the  wear.  The  work  may  be  fastened  either  to  a  radial 
table  having  a  vertical  movement  and  provided  with  both  vertical 
and  horizontal  slotted  surfaces,  or  it  may  be  attached  directly  to 
the  bed  plpte. 

(44)  Selig,  Sonnenthal  &  Co. ,  86  Queen  Victoria  street,  and  Lam- 
beth Hill,  London,  E.  C,  exhibited  both  as  makers  and  agents.  One 
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of  the  most  novel  machines  was  the  "  wheel-tooth  cleaner."  The 
following  explanation  is  taken  from  the  trade  catalogue  of  the  ex- 
hibitors: 

For  cleaning  the  teeth  of  cast  spur  wheels  by  means  of  an  emery  wheel;  making 
wheels  equal  in  appearance  to  cut  wheels,  and  taking  off  all  irregularities  of  cast- 
ings, thus  enabling  the  wheels  to  run  smoothly  and  in  full  gear  to  the  bottom  of 
the  teeth.  This  is  a  very  economical  and  useful  tool  for  all  machinists  who  use  any 
quantity  of  cast-tooth  wheels.  The  machine,  as  shown,  is  all  self-acting  in  the 
pick,  and  may  be  regulated  in  the  stroke  and  the  picking  motions  for  pitches 
from  one-eighth  of  an  inch  to  li  inches,  and  will  admit  wheels  up  to  42  inches  in 
diameter. 

The  frame  of  the  machine  is  a  square  vertical  column  with  a 
flaring  base  and  an  overhanging  arm  at  the  top,  which  carries  the 
emery  wheel  in  a  vertical  plane.  .One  side  of  the  frame  is  provided 
with  a  broad  vertical  guide  upon  which  a  sliding  carriage  may  be 
clamped  at  any  desired  height.  This  carriage  has  horizontal  dove- 
tail guides  in  which  a  ram  travels  back  and  forth,  the  gear  to  be  cut 
being  fixed  to  a  shaft  on  this  ram,  with  its  teeth  elements  parallel  to 
the  travel.  A  countershaft  at  the  base  of  the  machine  drives  the 
emery  wheel  by  a  belt  at  a  high  speed;  and  through  bevel  gearing,  a 
vertical  splined  shaft,  and  a  crank  of  variable  length  the  ram  is  given 
a  stroke  of  a  little  more  than  the  face  of  the  gear.  The  shaft  to 
which  the  gear  is  attached  is  turned  automatically  through  an  angle 
equal  to  the  pitch  angle.  The  operation  is,  first,  to  set  the  wheel  to 
be  cut  on  the  supporting  shaft,  then  to  adjust  the  sliding  carriage 
so  that  the  emery  wheel  will  grind  to  the  proper  depth,  the  splined 
shaft  driving  the  crank  at  any  height  within  the  range  of  the 
machine.  Now,  upon  bringing  the  center  of  a  tooth  space  in  the 
plane  of  the  center  of  the  emery  wheel,  the  machine  is  ready  to 
start.  A  set  of  emery  wheels,  having  the  edges  formed  to  corre- 
spond to  the  spaces  of  diflferent  pitched  wheels  as  nearly  as  possible, 
are  used  with  this  machine.  It  is  not  to  be  expected  that  this 
machine  will  take  the  place  of  a  gear  cutter  for  the  higher  classes 
•of  work,  or  even  that  it  will  make  wheels  equal  in  appearance  to 
cut  wheels,"  but  it  no  doubt  may  be  a  very  useful  tool  in  fitting  up 
the  rougher  class  of  work,  where  cast  gearing  is  commonly  used, 
removing  lumps  or  irregularities  that  would  interfere  with  smooth 
running.  The  tool  weighs  about  1,350  pounds,  and  the  list  price  is 
£50  ($250).  A  rack-cutting  attachment  is  furnished  as  an  extra  at 
an  additional  cost  of  about  $48. 

(45)  Smith  &  Coventry,  Ordsal  Lane,  Manchester,  England.  The 
display  made  by  this  company  was  prominent  among  the  English 
machine-tool  exhibits.  The  firm  build  first-class  heavy  machine 
tools,  and  also  make  small  tools,  such  as  twist  drills,  reamers,  etc. 
A  heavy  vertical-spindle  milling  machine  is  built  in  five  sizes,  the 
largest  of  which  weighs  about  15,700  pounds,  will  work  to  the  center 
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of  a  72-inch  circle,  and  admits  work  up  to  40i  inches  under  the  mill. 
It  has  a  longitudinal  motion  of  30  inches,  a  transverse  motion  of  40 
inches,  and  a  circular  feed,  all  of  which  are  automatic.  The  spindle 
has  a  conical  lower  bearing  and  is  5  inches  in  diameter.  The  lower 
bearing  can  be  raised  or  lowered  to  bring  it  close  to  the  work.  In 
the  larger  machines  the  handles  and  levers  for  feed  motions,  dis- 
engage gear,  etc.,  are  all  brought  to  one  side  for  convenience.  The 
feed  motion  is  through  friction  disks,  permitting  considerable  range. 
For  copying  or  reproducing,  a  template  is  fixed  under  the  work,  and 
a  weighted  lever  at  the  back  of  the  machine  keeps  the  guide  roller 
up  to  the  template. 

Self-acting,  open-spindle,  capstan-rest  chasing 
lathe. — The  smaller  sizes  are  made  without  back 
gears,  but  the  larger  lathes  have  them.  The  cap- 
stan rest  has  a  self-acting  feed,  the  feed  nut,  requir- 
ing a  pressure  to  hold  it  in  gear,  springing  out  in- 
stantly when  this  pressure  is  relieved.  The  spin- 
dle is  case-hardened  wrought  iron,  and  is  provided 
with  a  coned  chuck  for  gripping  the  stock.  The 
chasing  apparatus  is  attached  to  the  back  of  the 
carriage  and  can  be  readily  swung  into  position 
for  cutting,  by  a  lever. 

A  considerable  variety  of  lathe-tool  holders  is 
made  by  Smith  &  Coventry,  to  be  used  in  place 
of  the  ordinary  solid  forged  tool.  They  also  man- 
ufacture twist  drills  extensively. 

(46)  An  accessory  to  the  drilling  and  tapping 
machines  shown  by  this  house  is  Pearn's  "  Light- 
ning Tapper."  The  cut,  Fig.  15,  shows  clearly  the 
construction  of  this  device. 

The  top  is  driven  through  the  flange  clutch 
while  working  regularly;  but,  in  case  of  the  bot- 
toming of  the  tap  or  of  its  binding  from  any 
cause,  the  coil  springs  yield  and  the  spindle  turns  tapping 

,    '      ,  .   .     \     ^  *^  fixture;  exhibited  by 

Without  dnvmg  the  tap.  Smith  &Coyentiy, Eng. 

(47)  Maschinenfabrik,  Oerlikon,  Zurich,  sent  to 

the  Exposition  two  gear  cutters,  embracing  some  original  and  inter- 
esting features. 

A  machine  for  planing  bevel  gears  up  to  360  millimeters  in  diam- 
eter (14.2  inches),  shown  in  Fig.  16,  has  a  pillar  frame  which  carries 
the  cutting  tool.  This  much  of  the  machine  very  strongly  resembles 
an  ordinary  shaper.  The  tool  block  has  right  and  left  horizontal 
and  vertical  motions,  but  these  are  only  used  for  adjustment,  and  in 
operation  the  tool  moves  back  and  forth  in  the  same  line;  two  strong 
brackets  project  from  the  front  of  the  bed  (one  on  either  side),  and 
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bearings  on  their  extremities  (at  the  level  with  the  point  of  the  cut- 
ter) support  the  trunnions  of  the  cradle  on  which  the  wheel  is  fixed. 
This  cradle  consists  of  two  toothed  segments  (connected  horizon- 
tally), at  the  centers  of  which  the  trunnions  are  fixed,  swinging  in 
vertical  planes  just  within  the  two  supporting  brackets.  The  teeth 
on  the  rims  of  these  segments  engage  with  two  pinions  which,  by  the 
rotation,  swing  the  sectors  on  their  centers.  The  plate  or  web  con- 
necting the  two  segments,  below  the  level  of  the  cutting  tool,  is  fur- 
nished with  a  strong  arbor,  the  axis  of  which  intersects  that  of  the 


trunnions  half  way  between  the  latter.  On  this  arbor  the  wheel  to 
be  cut  is  placed,  so  that  its  converging  conical  elements  pass  through 
this  common  point  in  the  two  axes.  It  is  evident  that  if  the  cradle 
is  now  moved  upward  till  the  outer  and  upper  elements  of  the  wheel 
are  horizontal  it  will  coincide  with  the  path  of  the  tool ;  then  if,  as 
the  cradle  is  fed  up  farther,  the  arbor  is  turned  properly  in  its  bear- 
ings in  the  web,  carrying  the  wheel  with  it,  the  cutter  will  shape 
out  the  tooth.  To  attain  such  a  result  a  tooth  model,  which  is  an 
enlargement  of  the  desired  tooth  form,  is  attached  to  the  arbor  below 
or  back  of  the  wheel.  A  blade  or  rule,  secured  to  the  frame,  beai*s 
against  this  template,  and  a  spiral  spring  stretched  from  the  arbor 
to  the  cradle  insures  the  contact  of  this  blade  and  template.  Now, 


Fio.  16.— Machine  for  planing  the  teeth  of  bevel  gears;  by  the  Oerlikon  Macl^e  Works. 
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as  the  planing  proceeds  the  feed  motion  turns  slightly  at  each  stroke 
the  pinions  engaging  the  toothed  sectors;  the  cradle  thus  swings 
upward,  feeding  the  wheel  toward  the  tool  and  at  the  same  time  the 
contact  between  the  template  and  blade  gives  the  wheel  the  proper 
circular  movement  on  its  axis;  spacing  mechanism  is  attached  to 
the  cradle,  by  means  of  which  the  wheel  is  turned  through  the  pitch 
angle  when  a  new  cut  is  to  be  begun.  In  cutting  gears  from 
solid  blanks,  a  straight  cut  is  first  made  through  the  center  of 
the  space,  and  the  sides  of  the  tooth  are  dressed  to  the  template 
afterwards.  In  this  first  operation  the  template  is,  of  course,  not 
used;  and  in  the  subsequent  cuts  (or  in  dressing  a  cast  gear)  the 
guiding  blade  is  always  placed  on  the  opposite  side  of  the  template 
from  the  cutting  tool.  It  will  be  seen  from  the  foregoing  that  teeth 
of  any  desired  form  can  be  cut  with  this  machine,  and  it  will  be 
further  noted  that  with  wheels  of  a  given  angle  of  pitch  cone  and 
the  same  number  of  teeth  one  template  only  is  required.  The  spac- 
ing mechanism  does  not  work  automatically,  but  the  other  opera- 
tions are  automatic. 

A  large  gear-cutting  machine  for  spur  or  bevel  gears  in  iron  or 
wood,  from  400  to  4,000  milimeters  in  diameter  (15.75  to  157.5  inches), 
was  placed  near  the  one  described  above.  It  consists  of  a  strong 
head  for  supporting  the  arbor  on  which  the  gear  is  fixed,  provided, 
of  course,  with  spacing  mechanism.  This  mechanism  is  a  large 
wheel  and  worm,  connected  with  the  actuating  crank  through 
change  gears.  The  general  principle  of  the  machine,  as  arranged 
for  cutting  spur  gears,  is  similar  to  that  of  the  Gleason,  or  other 
familiar  forms  of  such  machines,  the  cutter  in  this  class  of  work 
being  a  milling  tool.  The  head  carrying  the  milling  spindle  moves 
parallel  to  the  axis  of  the  wheel  on  a  firm  base  plate.  Another  base 
plate  is  a  quadrant,  and  the  head  may  be  clamped  at  the  proper 
angle  on  it.  The  teeth  in  this  class  of  work  are  planed  out  by  a 
tool  directed  toward  the  center  of  the  pitch  coue.  The  departure 
from  ordinary  practice  is  in  having  two  radial  arms  (which  can 
approach  and  separate  like  shears)  pivoted  to  the  center;  each  car- 
ries a  sliding  tool  block  and  is  guided  by  a  suitable  template,  so  that 
two  cuts  are  taken  simultaneously,  one  on  each  of  the  opposite  faces 
of  the  tooth.  These  two  tools  cut  toward  each  other,  one  being  at  the 
smaller  end  of  the  tooth  when  the  other  is  at  the  larger  end.  A  long 
rod  runs  parallel  to  these  radial  guides,  to  which  stops  are  fixed,  and 
the  feed  to  the  tools  is  given  by  striking  these  stops  at  each  stroke. 
While  the  design  and  construction  of  this  entire  machine  is  note- 
worthy, it  does  not  differ  essentially  from  the  forms  well  known  in 
the  United  States  except  in  the  feature  of  the  double  cut. 

Other  good  tools  were  shown  in  this  exhibit,  among  which  may  be 
named  a  universal  milling  machine.  It  is,  however,  of  the  type  most 
common  in  America,  and  needs  no  further  description. 
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By  J.  M.  MBRROW. 


I.  KNITTING  MACHINES  EXHIBITED. 

Knitting  machines  and  accessories,  including  looping  machines, 
yarn  winders,  and  supplies,  in  Class  55,  were  located  in  Machinery 
Hall,  and  conviently  displayed  for  public  inspection,  but  the  dif- 
ferent exhibits  were  in  many  instances  widely  separated. 

Such  of  the  machines  as  were  designed  to  be  run  by  power  were 
provided  with  suitable  belt  connections,  and  were  usually  found  in 
operation. 

Excellent  displays  of  the  products  of  the  machines  were  made  in 
some  cases,  while  in  other  instances  the  exhibits  of  the  articles  or 
fabrics  produced  were  not  all  that  could  be  desired,  especially  when 
the  products  were  such  that  further  operations  would  be  required  to 
form  useful  articles  from  them. 

Following,  is  a  list  with  a  general  description  of  the  principal 
exhibits,  commencing  with  the  French;  no  attempt  being  made  to 
arrange  them  in  the  order  of  either  their  excellence  or  importance. 

E.-M.-A.  Argellier,  31  Boulevard  des  BatignoUes,  Paris,  a  manu- 
facturer of  knitted  specialties  to  measure,  exhibited  one  hand  ma- 
chine, illustrating  the  operation  of  producing  various  articles  of 
admirable  perfection. 

A,  Bonamy,  of  St.  Just-en-Chauss^  (Oise),  exhibited  several  ma- 
chines in  operation,  among  which  were  automatic  machines  for  knit- 
ting fashioned  socks  or  stockings,  and  automatic  circular  rib  machines 
with  latch  needles. 

Emanuel  Buxtorf,  of  Troyes,  made  an  attractive  exhibit  of  large 
circular  machines  with  spring  needles,  some  of  which  produced  plush 
fabric,  by  which  is  meant  a  fabric  with  one  face  covered  with  pro- 
jecting loops  of  a  supplemental  thread,  which  are  subsequently 
brushed  or  napped,  thus  forming  knitted  plush. 

A  circular  knitting  machine  adapted  to  produce  a  fabric  in  two 
colors,  automatically  knitting  intricate  designs  of  patterns,  was  an 
attractive  object  in  this  display.  Two  movable  thread  guides  were 
actuated  by  electromagnets,  controlled  by  a  slowly  revolving  cylin- 
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der  upon  which  was  delineated  in  miniature  the  desired  pattern. 
An  endless  chain  provided  with  pointers  moved  so  as  to  carry  the 
pointers  in  contact  with  the  pattern  cylinder  in  a  direction  parallel 
with  its  axis  of  rotation.  The  pointers,  which  acted  as  electric  con- 
ductors, were  so  disposed  along  the  moving  chain  that  at  all  times 
one  pointer  was  in  contact  with  the  pattern  cylinder.  The  pattern 
or  design  was  drawn  or  painted  upon  the  metallic  pattern  cylinder 
with  a  liquid  which,  when  dried,  formed  an  insulator,  and  as  the 
pointers  traversed  the  surface  of  the  pattern  cylinder  the  electric  cir- 
cuit was  closed  or  open  according  to  the  pattern,  and  the  thread 
guides  correspondingly  actuated  to  carry  the  threads. 

The  design  or  pattern  in  the  fabric  depends  upon  the  relative  posi- 
tions of  two  threads,  of  contrasting  shades  or  color,  at  the  moment  the 
loops  or  stitches  are  formed. 

The  patterns  .upon  the  fabric  included  elaborate  designs,  such  as 
words,  sentences,  portraits,  and  outline  views  of  the  Eiffel  tower. 

The  operation  of  the  machine  appeared  to  be  perfect  within  its 
very  low  limit  of  speed. 

H.  D^gageux,  12  Rue  St.  Aventin,  Troyes  (Aube),  displayed  large 
circular  knitting  machines  with  spring  needles,  for  knitting  stripes 
and  plush  fabrics, 

F.-L.  Lemaire,  21  Ruedes  Ooutures,  Puteaux  (Seine),  exhibited  a 
variety  of  straight  knitting  machines  in  operation.  The  most  remark- 
able machine  in  this  collection  was  an  automatic  fashioning  machine 
of  fine  gauge  and  containing  about  thirty  needles  to  the  inch.  This 
machine  was  designed  to  produce  fine  fashioned  silk  goods,  and  was 
claimed  by  the  maker  to  have  been  of  the  finest  gauge  of  any  machine 
of  that  class  ever  built. 

The  operation  of  machines  of  such  fine  gauge  is  said  to  be  feasible 
when  skilled  operatives  are  employed  and  when  silk  of  suitable  quality 
and  size  is  used. 

One  straight  knitting  machine  in  this  exhibit  was  provided  with 
a  so-called  embroidery  attachment,  which  consisted  of  a  set  of  several 
extra  thread  carriers  disposed  at  desired  distances  apart  and  operated 
in  such  a  manner  that  each  carried  into  a  single  needle  a  thread  of  a 
material  or  color  different  from  body  of  the  fabric. 

Another  knitting  machine  for  producing  fashioned  socks  in  stripes 
was  provided  with  a  system  of  thread  carriers  and  devices  automat- 
ically controlled  for  ^tuating  the  guide  carrying  the  desired  color 
at  the  proper  time,  so  as  to  produce  stripes  of  one  or  more  courses  of 
each  color,  and  at  the  same  time  allow  the  machine  to  produce  fabric 
at  every  reciprocation. 

An  automatic  fashioning  machine  of  Cotton's  type  with  some  minor 
improvements  was  also  exhibited. 

C.  Terrot,  of  Dijon  (Cote-d'Or),  France,  and  Cannstadt,  Germany, 
displayed  a  line  of  interesting  machines  in  operation.  In  this  exhibit 
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was  to  be  seen  asprimg  needle  circular  knitting  machine  of  extremely- 
fine  gauge,  about  thirty-four  needles  to  the  inch,  which  was  claimed 
by  the  makers  to  have  been  the  finest  gauge  machine  of  its  class  up 
to  that  time  constructed. 

A  large  circular  Jersey  striping  machine  in  this  collection  contained 
ingenious  features. 

In  operating  this  machine  to  produce  striped  fabric,  six  threads  of 
different  colors  or  shades  were  employed,  and  by  means  of  pattern 
mechanism  the  desired  thread  was  introduced  into  the  needles  after 
a  suitable  number  of  courses  of  the  next  previous  color  had  been  fin- 
ished. When  a  new  thread  or  yam  was  to  be  introduced  it  was  tied 
to  the  thread  which  was  running  to  the  needles  and  the  latter  thread 
severed  directly  back  of  the  knot. 

The  knot  which  united  the  threads  was  formed  by  a  mechanical 
knot-tying  apparatus  which  operated  while  the  machine  continued 
to  knit,  and  the  knots  were  tied  with  such  precision  that  they  all  ap- 
peared upon  the  back  of  the  fabric  very  nearly  in  a  vertical  line,  as 
the  fabric  passed  downward  from  the  needles. 

If  the  fabric  should  be  out  longitudinally  along  this  line  of  knots, 
no  single  knot  need  appear  further  than  about  one-fourth  of  an  inch 
from  the  edge. 

A  circular  rib  knitting  machine  of  fine  gauge,  about  18  inches  in 
diameter,  with  two  sets  of  spring  needles,  was  a  noticeable  object  in 
this  exhibit.  In  this  machine  was  employed  a  set  of  horizontal 
needles  arranged  radially  much  after  the  manner  of  spring  needles 
in  a  circular  machine  for  knitting  plain  fabric;  and  also  an  additional 
set  of  vertically  disposed  spring  needles  cast  in  leads  "  and  recipro- 
cated vertically  and  laterally  in  the  operation  of  knitting. 

M.  Qrammot  land  H.  Sirodot,  of  Troyes,  France,  made  an  exhibit  of 
plain  circular  knitting  machines  provided  with  spring  needles. 

Hantz-Nass,  of  R^ch^sy  (Territory  of  Belfort),  France,  had  on  ex- 
hibition and  in  operation  several  straight  hand-knitting  machines 
adapted  to  knit  plain  or  rib  fabric. 

Edouard  Dubied  &  Co.,  of  Couvet  (Neuch&tel),  Switzerland,  had 
on  exhibition  several  straight  knitting  machines,  some  of  which 
were  in  operation  by  power  while  others  were  designed  to  be  operated 
by  hand. 

One  of  the  power  rib  machines  was  provided  with  an  electric  ap- 
paratus for  stopping  the  machine  if  the  thread  should  break  or  if  it 
should  fail  to  unwind  from  the  spool  or  cop  with  suflScient  ease.  A 
provision  was  also  made  in  the  electric  apparatus  for  stopping  the 
operation  of  the  machine  when  a  sufficient  number  of  courses  have 
been  finished. 

Another  rib  machine  was  provided  with  aJacquard  mechanism 
designed  to  produce  fancy  patterns. 

D.  Haenens-Gathier,  of  Gand,  Belgium,  exhibited  an  assortment 
of  straight  hand  machines. 
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The  Harrison  Patent  Knitting  Machine  Company,  of  Manchester, 
England,  had  in  operation  several  hand  and  power  knitting  machines. 
For  the  most  part  their  exhibit  consisted  in  flat  machines  particu- 
larly adapted  for  producing  rib  goods.  Some  of  the  flat  machines 
were,  however,  adapted  to  knit  tubular  work  as  well  as  flat  plain  and 
flat  rib  work. 

One  machine  was  provided  with  a  series  of  extra  thread  carriers 
so  arranged  that  each  carrier  should  wind  a  supplemental  thread  of 
a  contrasting  color  or  shade  around  a  single  needle,  at  each  course,  to 
form  longitudinal  stripes  upon  the  face  of  the  fabric. 

This  exhibit  contained  a  small  circular  machine  for  knitting  plain 
seamless  socks  and  stockings.  The  machine  was  provided  with  a 
set  of  inside  needles  with  cams  for  operating  them  for  producing  rib 
tops  for  socks. 

The  Paget  Company,  of  Loughborough,  England,  had  in  opera- 
tion a  straight  warp  knitting  machine,  an  automatic  fashioning 
knitting  machine  for  knitting  stockings,  and  a  looping  or  "tuming- 
off  "  machine. 

The  warp  knitting  machine  (called  also  a  warp  weaver  by  the 
builders)  contained  several  features  not  common  to  machines  of  this 
class.  The  machine  exhibited  was  a  straight  machine  of  18  gauge, 
e.  g.y  twelve  needles  to  the  inch,  and  contained  1^008  spring  needles. 
The  warp  threads  were  carried  to  the  needles  by  means  of  a  series  of 
troughs  formed  from  pieces  of  thin  sheet  steel  of  suitable  form  folded 
together,  instead  of  the  usual  form  of  "  guides."  This  style  of  thread 
guide  facilitates  the  process  of  introducing  a  new  warp,  as  the  threads 
composing  the  new  warp  are  clamped  into  a  holder  adapted  to  the 
purpose  before  the  new  beam  of  warp  is  placed  in  position  in  the 
machine,  after  which  the  warp  threads  can  be  introduced  simul- 
taneously into  their  proper  guides  with  great  facility  by  properly- 
manipulating  the  holder  containing  them. 

By  this  means  the  labor  of  "  drawing  in"  a  warp  as  well  as  a  con- 
siderable stoppage  of  the  machine  is  saved. 

The  machine  was  also  provided  with  means  for  adjusting  the  length 
of  the  stitch  to  a  greater  degree  than  is  common  in  this  class  of 
machines,  either  by  hand  or  automatically. 

The  greatest  length  of  stitches  for  which  the  machine  exhibited 
could  be  adjusted  was  seven  thirty-seconds  of  an  inch. 

A  series  of  hooks  attached  to  an  operative  bar  was  employed  to 
assist  in  forming  and  controlling  the  stitches  or  loops.  The  machine 
was  provided  with  an  apparatus  for  forming  a  fringe  at  either  or 
both  ends  of  an  article  while  being  knitted. 

Garments  or  portions  of  garments  can,  in  a  degree,  be  " shaped'* 
upon  this  machine  by  means  of  an  automatic  mechanism  to  govern 
the  length  of  the  loops  or  stitches,  gradually  increasing  or  diminish- 
ing their  length.    By  increasing  the  length  of  the  loops  the  fabric  is 
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increased  in  width  as  well  as  in  length,  which,  within  narrow  limits, 
can  be  accomplished  without  materially  changing  the  character  of 
the  fabric,  and  is  feasible  to  a  greater  degree  in  warp  knitting  than 
in  the  ordinary  knitting. 

Various  accessories  to  knitting  and  other  analogous  machinery 
were  exhibited  by  Emile  Brochon,  of  Troyes  (Aube);  Caron  &  Co., 
of  Puteaux  (Seine) ;  Louis  Godard,  of  Troyes  (Aube) ;  Phil^as  Valine, 
of  Romilly  on  Seine  (Aube),  France;  and  Tatham  &  Ellis,  of  Ilkston, 
Derbyshire,  England. 

The  various  displays  included  needles  of  a  variety  of  forms,  sinkers, 
jacks,  mailleur  teeth,  narrowing  points,  loop  wheels,  and  innumer- 
able minute  tempered  and  jjolished  pieces  in  common  use  in  this  class 
of  machinery. 

It  is  to  be  regretted  that  the  builders  of  knitting  machinery  in  the 
United  States  did  not  see  fit  to  make  a  display,  though  it  seems  prob- 
able that  they  could  have  gained  little  direct  benefit  had  they  done 
so,  as  the  various  European  builders  appeared  to  be  prepared  to 
supply  the  demand  for  the  varieties  of  knitting  machinery  at  the 
present  time  in  use  or  required  in  their  respective  countries. 

II.  ART  OF  KNITTING  BY  MACHINERY. 

In  making  comparisons  of  the  varied  types  and  forms  of  knitting 
machines  displayed,  with  each  other  and  with  machines  of  the  same 


Fio.  1.— Section  of  plain  knit  fabric. 


class  made  in  the  United  States,  and  also  comparing  them  with 
similar  machinery  in  common  use  at  the  time  of  the  World's  Fair  at 
Paris  (1878),  an  outline  of  the  art  of  knitting  will  first  be  given. 

A  knitted  fabric  in  its  simplest  form  consists  of  only  one  thread 
repeatedly  looped,  each  loop  extending  through  another  loop  pre- 
viously formed. 

Fig.  1  represents  a  section  of  such  fabric  composed  of  loops  of 
considerable  length  for  the  size  of  the  thread,  to  illustrate  the  course 
of  the  thread  and  the  relations  of  the  loops  to  each  other. 
H.  Ex.  410— VOL  III  24 
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Fabric  of  this  kind  is  not  alike  on  both  sides  and  is  said  to  have  a 

right"  and    wrong"  side  which  are  but  little  alike  in  appearance. 

In  producing  such  fabric,  either  by  hand  knitting  or  by  automatic 
machinery,  each  loop  is  held  or  supported  upon  a  needle  or  analo- 
gous device  until  the  thread,  doubled  upon  itself,  is  drawn  through 
said  loop,  thus  forming  a  new  loop  which  in  turn  is  retained  by  the 
needle  for  future  operations,  while  the  old  loop,  which  is  *^  cast  off*' 
from  the  needle,  becomes  a  portion  of  the  fabric. 

The  art  of  crocheting  is  closely  allied  to  that  of  knitting  and  the 
fabrics  produced  by  both  processes  are  in  many  particulars  almost 
identical. 

In  simple  crocheting,  however,  the  end  of  the  fabric  is  finished  or 
"bound  off'*  as  the  operation  of  crocheting  progi'esses,  and  when 
each  loop  or  set  of  looi)s  has  been  completed  only  one  loop  is  re- 
tained upon  the  single  needle  or  hook  employed,  whereas  in  knitting 
all  of  the  loops  along  the  entire  end  of  fabric  in  process  are  retained 
upon  one  or  many  needles  or  equivalent  devices. 

The  art  of  crocheting,  as  the  name  implies,  consists  in  forming 
fabrics  by  the  use  of  a  hook  or  hooked  needle. 

In  crocheting  bj*-  hand  much  skill  is  required  to  properly  manip- 
ulate the  needle  to  draw  and  form  the  loops,  as  the  hook  of  the  needle 
is  liable  to  engage  a  loop  while  passing  through  it,  and,  moreover, 
it  is  necessary  to  retain  at  least  a  single  loop  upon  the  needle  at  all 
times. 

In  ordinary  simple  crocheting  by  hand  nothing  is  needed  to  retain 
the  last  series  of  loops  while  the  operation  of  crocheting  progresses, 
for  the  reason  that  each  loop  or  set  of  loops  is  at  once  finished  and 
bound  to  the  fabric  and  becomes  a  completed  portion  thereof. 

Knitted  or  interlooped  fabrics  in  their  normal  condition  inher- 
ently possess  much  elasticity,  longitudinally  and  laterally,  as  well  as 
diagonally,  and  in  this  respect  there  is  a  marked  difference  between 
knitted  and  woven  fabrics. 

Simple  woven  fabrics  are  essentially  composed  of  a  series  of  threads, 
called  the  "warp,"  extending  lengthwise  of  the  web  of  cloth,  sub- 
stantially parallel  to  each  other,  together  with  a  "  weft "  or  "  fill- 
ing "  thread  repeatedly  crossing  the  warp  threads  at  right  angles — 
passing  over  one  warp  thread,  under  a  second,  over  a  third,  and  in  like 
manner  across  the  whole  number  of  warp  threads  in  one  direction, 
and  alternating  in  a  similar  manner  in  the  opposite  direction;  as 
illustrated  in  Fig.  2. 

Woven  fabrics  possess  little  elasticity  either  longitudinally  or  lat- 
erally excepting  that  which  is  due  to  the  construction  of  the  threads 
or  to  the  material  of  which  they  are  composed,  though  diagonally,  or 
bias,  a  loosely  woven  fabric  can  be  considerably  elongated,  and  pos- 
sesses to  some  extent  the  property  of  renewing  its  original  form. 

Knitted  fabric  composed  of  interlooped  thread  together  with  a 
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weft  thread  incorporated  into  the  body  of  the  fabric,  but  not  inter- 
looped,  is  a  kind  of  combination  of  a  knitted  and  woven  fabric  pos- 


Fio.  8.— Section  of  plain  woven  fabric. 

sessing  little  of  the  elasticity  of  the  former  though  much  resembling 
it  in  general  appearance.  One  variety  of  such  fabric  is  illustrated 
by  Fig.  3. 


Fio.  8. —Section  of  weft-thread  knit  fabric. 


Fig.  4  illustrates  a  fabric  in  which  the  weft  threads  are  occasion- 
ally interlooped  with  the  loops  forming  the  body  of  the  fabric.  Such 
fabric,  like  plain  knitted  fabric,  is  not  alike  on  both  sides. 


Fio.  4.— Section  of  knit  fabric  with  wefi  thread  interlooped  (face  side). 
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Fig.  5  represents  the  back  or  wrong  side  of  the  fabric  illustrated 
in  Fig.  4. 


1^ 


TT  t/UB 

Fio.  6.— Section  of  knit  fabric  with  weft  thread  interlooped  (wrong  side). 

Fig.  6  represents  a  section  of  loosely  knitted  warp  fabric  which  is 
composed  of  only  warp  threads,  each  being  interlooped  with  its 
neighbor.  Tlie  process  of  producing  such  fabric  will  be  briefly  ex- 
plained in  the  description  of  warp  knitting-machines. 


Fio.  6.— Section  of  warp-knit  fabric. 
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Ribbed  fabric  known  as  "one  and  one  rib,"  called  also  "Derby 
rib"  after  the  locality  in  England  where  it  first  became  popular,  is 
composed  of  loops  formed  alternately  on  either  side  of  the  fabric, 
and,  unlike  plain  knitted  fabric,  has  substantially  the  same  appear- 
ance on  either  side.  "Cardigan  rib"  fabric  is  much  thicker  and 
wider  than  "Derby  rib"  when  formed  from  thread  or  yarn  of  the 
same  size,  though  much  resembling  it  in  general  appearance,  and  is 
also  alike  on  both  sides. 

Fig.  7  illustrates  the  disposition  of  the  threads  in  a  section  of  this 
fabric  represented  as  loose  or  open  to  better  illustrate  it. 

Half  Cardigan  rib  fabric,  a  kind  of  combination  of  Derby  rib  and 
Cardigan  rib,  is  somewhat  thicker  and  wider  than  the  former  while 
it  is  less  so  than  Cardigan  rib.  Advantage  is  taken  of  the  various 
properties  of  knitted  fabrics  to  form  shajjed  garments,  various  ma- 


FiG.  7.— Section  of  Cardigan  rib. 


chines  having  been  devised  to  form  different  portions  of  a  garment 
with  the  required  stitches  or  fabrics  to  effect  the  desired  changes  in 
width  and  thickness. 

Various  other  effects  are  produced  by  numerous  modifications  and 
complications  of  knitting,  but  the  fundamental  principle  of  inter- 
looping  is  always  present. 

The  most  common  departures  from  the  simple  process  will  be  again 
briefly  mentioned  in  connection  with  the  descriptions  of  various  ma- 
chines designed  for  producing  such  results  automatically. 

In  the  well-known  process  of  ordinary  hand  knitting  straight 
needles  are  employed,  and  these  are  usually  formed  from  straight 
plain  pieces  of  round  steel  wire,  tempered  and  polished  and  of  suita- 
ble size,  the  character  of  the  fabric  depending  largely  upon  size  of 
the  needles  relatively  to  the  size  of  thread  or  yarn  employed,  as  the 
loops  or  stitches  of  each  course  are  retained  upon  these  straight 
needles  until  they  are  cast  off  in  forming  a  subsequent  course. 

The  operations  of  hand  knitting  and  crocheting  have  been  imitated 
to  a  considerable  degree  in  knitting  machinery,  and  even  in  the  mod- 
em improved  machines  much  similarity  still  exists. 
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The  needles  usually  employed  for  looping  the  thread,  in  knitting 
machines,  bear  a  marked  resemblance  to  the  crochet  hook  as  used 
by  hand,  and  the  operation  of  forming  the  loops  or  stitches  is  prac- 
tically the  same  as  in  crocheting  and  in  hand  knitting,  though  knit- 
ting machines  possess  a  separate  needle  for  each  loop  or  stitch  of  the 
entire  series,  but  each  needle  also  performs  the  function  of  retaining 
the  loops  in  a  manner  not  far  removed  from  the  corresponding  func- 
tion of  the  straight  needles  used  in  hand  knitting. 

In  one  variety  of  knitting-machine  needles  the  hook  is  extended 
to  a  considerable  distance  and  is  suflficiently  delicate  to  permit  of  be- 
ing sprung  or  closed  against  the  body  or  ''shank"  of  the  needle  to 
prevent  it  from  engaging  the  loop  as  it  passes,  thus  allowing  the  loop 
upon  the  needle  to  be  shed  off  as  a  new  loop  is  drawn  through  it. 
Needles  of  this  class  are  termed  "  spring  "  needles,  but  are  also  known 
as  "barbed,"  or  as  "bearded"  needles,  and  are  illustrated  in  Fig.  8. 


Fig.  8,— Spring  needle. 

Such  needles  were  employed  by  William  Lee,  near  Nottingham, 
England,  in  the  year  1589,  in  the  first  knitting  machine  ever  con- 
structed, and  the  needles  of  this  type  in  common  use  at  the  present 
time  are  in  all  essential  respects  substantially  identical. 

Another  variety  of  needles  much  used  in  machines  is  provided 
with  a  hinged  or  swinging  latch  which  protects  the  hook  and  per- 
mits the  loop  upon  the  needle  to  be  shed  off  as  a  new  loop  is  being 
formed.  Needles  of  this  variety  are  known  as  "automatic-latch" 
needles,  or  simply  "latch"  needles,  and  are  illustrated  in  Fig.  9. 


Fig.  9.— Latch  needle. 

The  "latch  "  needle  is  believed  to  have  been  invented  in  the  United 
States,  and  has  proved  to  be  an  important  factor  in  the  knitting  iu- 
.  dustry. 

Fig.  10  is  a  copy  of  the  drawings  forming  a  portion  of  the  specifii- 
cation  of  a  United  States  patent  to  J.  Hilbert,  of  Providence,  Rhode 
Island,  dated  January  9,  1849,  £^nd  well  illustrates  the  action  of  this 
variety  of  needles. 

The  development  of  knitting  machinery  in  which  latch  needles  are 
employed  has  been  accomplished  almost  entirely  in  the  United 
States,  though  such  machinery  has  to  a  considerable  degree  been 
imitated  in  other  countries. 

Other  needles  have  occasionally  been  employed  in  knitting  ma- 
chines with  some  success,  but  are  now  seldom  seen. 
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Fig.  11  illustrates  a  variety  of  knitting  machine  in  which  the  op- 
eration closely  resembles  the  process  of  hand  knitting. 

Knitting  needles  are  not  employed  in  this  machine,  the  loops  be- 
ing individually  retained  upon  the  separate  points  or  pins.  The 
loops  are  formed  by  a  special  looping  device,  and  when  a  new  loop 
is  formed  it  is  placed  upon  one  of  the  points  in  lieu  of  the  old  or  pre- 
vious loop,  which  is  cast  oflE. 

Knitting  machinery  may  naturally  be  divided  into  two  principal 
classes,  viz,  straight  and  circular;  these  two  principal  classes,  how- 


ever, have  so  many  elements  in  common  that  they  can  not  be  entirely 
separated  in  considering  them. 

The  function  of  all  such  machines  is  to  produce  knitted  fabric 
which,  as  has  been  stated,  is  essentially  a  looped  fabric  formed  by 
repeatedly  interlooping  one  or  more  threads  together. 

The  two  principal  classes  of  needles,  viz,  automatic  latch  needles 
and  spring  needles,  are  employed  in  either  the  straight  or  circular 
machines,  and  in  some  instances  the  two  kinds  of  needles  are  used 
jointly  in  the  same  machine. 

For  many  years  knitting  machines  were  operated  exclusively  by 
hand,  and  the  art  of  operating  hand  machines  became  a  trade. 


Fio.  10.— Showing  the  action  of  the  latch  needle. 


Digitized  by 


Google 


376 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


Straight  machines  were  used  exclusively  up  to  a  comparatively  re- 
cent date,  and  the  art  of  hand-machine  knitting  was  carried  to  such 
a  degree  of  perfection  that,  notwithstanding  the  marvelous  im- 
provements in  machinery  and  its  adaptation  to  be  operated  by  power, 
hand-machine  knitting  is  yet  in  vogue  as  an  auxiliary  in  many  large 
manufactories,  while  thousands  of  hand  machines  are  in  use  among 
the  smaller  manufacturers  and  in  families. 

It  is  worthy  of  note  that  the  hand  machines  in  common  use  at  the 
present  time  are  as  a  rule  of  modern  design  and  construction,  and 
little  resemble  the  machines  in  general  use  two  decades  ago. 

In  designing  machines  to  operate  by  power  the  hand  machine  opera- 
tions were  first  imitated  quite  closely,  commencing  with  the  simpler 


Fio.  11.— btraight  kuitting  machine  with  loop  retaining  points. 

and  easier  movements.  One  by  one  the  more  complicated  opera- 
tions were  automatically  produced,  when  the  machines  began  to  as- 
sume improved  forms,  departing  widely  from  the  earlier  knitting 
machines,  which  were  constructed  with  heavy  wooden  frames,  from 
which  fact  probably  originated  the  term  knitting  frames"  so  often 
applied  to  this  day  to  knitting  machinery,  even  though  the  similarity 
is  in  many  cases  difficult  to  detect. 

Spring  needles  were  for  a  long  time  employed  almost  or  quite  ex- 
clusively in  knitting  machines,  and  perhaps  still  predominate,  being 
adapted  to  produce  fabric  from  finer  yarn  or  thread,  at  the  same 
time  being  less  expensive  and  possessing  other  advantages,  particu- 
larly in  machines  of  fine  gauge. 

In  the  earlier  hand  machines  the  thread  was  carried  over  the 
needle  by  hand,  but,  later,  mechanical  thread  carriers  came  into  use. 
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and  at  a  comparatively  recent  date  machines  have  been  constructed 
with  several  thread-carriers,  bearing  threads  of  varying  shades  or 
colors,  and  acted  upon  by  automatic  mechanism  to  carry  the  desired 
threads  at  the  proper  time  to  produce  stripes  in  colors  laterally  across^ 
the  fabric. 

In  straight  machines  in  which  spring  needles  are  employed  the 
needles  are  usually  secured  to  a  bar,  which  in  some  varieties  of  ma- 
chines remains  stationary  in  the  machine,  while  in  other  forms  of 
machines  the  needle  bar  is  reciprocated  and  correspondingly  carries 
the  needles  to  perform  a  part  of  the  required  operations  of  knitting. 

In  machines  employing  latch  needles  the  latter  are,  with  rare  ex- 
ceptions, operatively  supported  in  gi'ooves  and  reciprocated  succes- 
sively by  means  of  cams  to  form  the  loops  constituting  the  fabric. 
This  plan  has  offered  almost  unlimited  opportunites  to  inventors, 
and  numberless  contrivances  have  been  originated  to  facilitate  the 
operation  of  knitting  well  known  fabrics  and  so  produce  varieties 
and  effects  before  unknown. 

Rib  knitting  machines  contain  two  separate  sets  of  needles,  operat- 
ing to  draw  loops  or  stitches  in  opposite  directions;  producing  a  fabric 
of  greater  thickness  and  elasticity  which  was  used  for  many  years 
principally  for  elastic  cuffs  upon  garments;  but  in  recent  year* 
ribbed  fabrics  have  been  employed  in  a  wide  range. 

One  variety  of  straight  latch-needle  knitting  machines  is  provided 
with  two  separate  sets  of  needles  supported  in  separate  needle  beda 
at  an  angle  with  each  other  in  one  plane  and  with  their  edges  adjacent 
and  parallel,  with  cams  for  actuating  the  needles  of  both  sets  to- 
gether to  form  ribbed  fabric;  with  slight  changes  or  adjustments 
these  are  adapted  for  knitting  flat  plain  fabric  by  operating  one  set 
of  needles  and  knitting  alternately  in  opposite  directions;  or  the  same 
machine  may  with  equally  simple  changes  be  adjusted  to  form  plain 
tubular  fabric  by  alternately  knitting,  in  a  given  direction,  with 
one  set  of  needles  supported  in  one  of  the  needle  beds,  and  in  the 
opposite  direction  with  the  needles  in  the  adjacent  or  companion 
needle  bed. 

Fig.  12  is  an  illustration  of  a  hand  machine  of  this  variety. 

Almost  any  knitted  article,  plain  or  rib,  flat  or  tubular,  straight  or 
fashioned,  and  of  any  size  within  the  limits  of  the  particular  machine 
used,  may  be  made  upon  machines  of  this  kind. 

An  immense  number  of  machines  of  this  type  are  in  use,  and  prob- 
ably a  larger  number  of  improvements  have  been  applied  to  this 
species  of  machines  than  to  any  other,  and  an  almost  infinite  variety 
of  effects  can  now  be  obtained  by  the  employment  of  the  multifarious 
modifications  and  attachments  now  in  common  use. 

While  the  machine  illustrated  in  Fig.  12  is  designed  to  be  oper- 
ated by  hand,  other  forms  of  machines  of  this  class  adapted  to  bet 
operated  by  power  have  come  into  general  use. 
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Fig.  13  represents  a  jwwer  machine  of  this  class. 

Jacquard  or  analogous  mechanism  has  been  applied  to  knitting  ma- 
chines of  this  class  to  control  the  action  of  the  needles  whereby  cer- 
tain needles  may  be  thrown  into  or  out  of  action  at  premeditated 
times.    Upon  some  of  this  class  of  machines  complete  stockings  of  the 

seamless"  variety  may  be  made.  In  some  of  those  machines  the 
two  opposite  sets  of  needles  act  jointly  once  for  the  first  course,  and 
then  the  action  of  the  needles  included  in  one  set  is  discontinued; 
the  needles  of  the  companion  set  are  then  operated,  but  in  gradu- 
ally decreasing  numbers  for  a  time,  and  afterward  in  gradually  in- 


FiQ.  12.— The  Lamb  knittiDf;:  machine. 


creasing  numbers  until  all  are  again  in  use.  This  operation  forms 
the  toe,  and  tlien  the  needles  of  both  sets  are  alternately  brought  into 
action  to  knit  tubular  fabric  which  forms  the  foot  of  the  stocking. 

At  the  proper  time  the  operation  of  one  set  of  needles  is  again  dis- 
continued, while  the  companion  set  at  the  opposite  side  of  the  ma- 
chine continues  to  operate  to  knit  the  heel  of  the  stocking  in  the 
same  manner  as  the  toe  was  formed. 

When  the  heel  is  finished  the  machine  again  proceeds  to  knit  tu- 
bular work,  as  before,  for  the  leg  of  the  stocking. 

In  some  machines  a  supplemental  thread  is  introduced  at  the 
proper  time  to  increase  tlie  thickness  and  firmness  of  the  heel,  and 
the  stitches  are  sometimes  gradually  lengthed  while  knitting  the  leg 
of  the  stocking  to  somewhat  enlarge  or    shape"  it. 
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These  operations  are  entirely  automatic,  and  the  stocking  is 
dropped  from  the  machine  complete  with  the  exception  of  the  top, 
which  in  the  better  grades  requires  some  sort  of  finish. 

Fig.  14  represents  a  machine  of  this  type  provided  with  a  species 
of  Jacquard  or  pattern  mechanism  for  partially  controlling  the  action 
of  the  needles. 


Fio.  18.— Lamb  power  Cardigan  jacket  knitting  machine. 

The  operation  of  knitting  seamless"  stockings  will  again  be 
mentioned  in  connection  with  circular-knitting  machines. 

In  operating  knitting  machinery  it  is  common  to  form  wide  fabric, 
to  be  afterwards  cut,  and  formed  into  garments  by  sewing  the  various 
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pieces  together;  but  the  most  expensive  articles  are  fashioned"  in 
the  operation  of  knitting,  by  transferring  loops  from  needles  at  the 
edge  of  the  fabric  to  other  needles  beyond  and  outside  of  the  fabric 
to    widen,"  and  to  other  needles  nearer  the  middle  of  the  fabric  to 


e 


1 


i 


narrow,"  in  which  cases  the  number  of  needles  actually  employed 
in  knitting  varies  according  to  the  width  of  the  fabric. 

Fabric  knitted  in  this  manner  though  varying  in  width  retains  its 
characteristic  thickness  and  elasticity. 
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Fig.  15  represents  a  piece  of  narrowed  or  fashioned  knitted  fab- 
ric showing  wales  or  rows  of  stitches  merged  together  along  the 
lines  of  "narrowing"  or  fashioning." 

The  successive  operations  of  narrowing  are  illustrated  in  Figs.  16, 
17,  18,  19,  and  20. 


Fig.  16. 


Fig.  21  shows  two  needle  beds  or  supports  of  a  knitting  machine, 
showing  a  portion  of  one  set  of  needles  in  positions  to  take  the 
thread  or  yarn,  and  other  needles  in  position  to  receive  the  transfer- 
ring points. 


Fig.  Id.  Fio.  17.  Fio.  18.  Fio.  19.  Fio.  20. 


In  Fig  16,  the  latch  needles  are  represented  as  each  retaining  a 
loop  and  each  extending  outward  from  its  support  to  the  same  dis- 
tance. The  transferring  points,  supported  in  a  holder,  are  placed 
upon  the  needles  and  extend  into  small  recesses  in  the  needles  near 
their  hooks.  The  needles,  together  with  the  narrowing  points,  are 
caused  to  recede  collectively  from  the  positions  shown  in  Fig.  16, 
to  those  shown  in  Fig.  17,  when  the  loops  before  retained  by  the 
needles  are  now  held  upon  the  narrowing  points,  which  are  then 
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raised  to  the  positions  shown  in  Fig.  18,  afterward  being  inoved  later- 
ally one  space  to  positions  directly  over  the  needles  as  shown  in  Fig. 
19.  The  needles  are  then  collectively  caused  to  move  forward  or 
outward  in  their  supports,  when  their  hooks  pass  through  the  loops 
held  over  and  in  front  of  them  by  the  narrowing  points,  which  are 
afterwards  carried  away  from  the  needles,  when  the  stitches  are  re- 
tained by  the  needles — as  shown  in  Fig.  20,  one  stitch  being  upon  each 
needle  excepting  the  outside  one,  from  which  the  loop  was  removed 
and  was  not  returned  to  it;  but  it  will  be  observed  that  there  are  two 
loops  upon  one  of  the  needles  which,  when  a  subsequent  course  is 
knit,  will  cause  a  double  loop  at  that  point  in  the  fabric  which  has 
been  narrowed  one  '* needle"  as  it  is  technically  called. 


Fig.  21. 

Several  courses  are  afterwards  knit  without  employing  the  outside 
needle  and  the  operation  of  narrowing  is  again  performed,  and  in 
like  manner  the  fabric  is    fashioned"  to  the  desired  width. 

The  operation  of  widening  is  analogous  to  narrowing,  the  trans- 
ferred loops  being  carried  in  the  opposite  direction  and  instead  of 
leaving  two  loops  upon  one  of  the  needles  a  needle  is  left  without  a 
loop  and  a  hole  would  appear,  in  the  fabric  at  that  point  if  a  loop 
previously  made  were  not    picked  up"  and  put  on  to  the  needle. 

These  operations  of  narrowing  and  widening  may  be  performed 
by  hand  and  are  so  done  to  a  considerable  extent,  but  they  are  all 
performed  with  ease  and  precision,  even  to  picking  up  a  loop  and 
placing  it  upon  the  unoccupied  needle,  by  means  of  automatic  devices 
contained  in  modern  fashioning  machines. 

The  operation  of  transferring  the  loops  in  fashioning  is  substan- 
tially the  same  upon  spring  needles  as  upon  latch  needles. 

Figs.  22,  23,  and  24  illustrate  machines  provided  with  automatic 
fashioning  mechanism. 
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Fio.  8S.— The  Abel  Machine  Company's  full-fashioned  legger. 
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Fio.  83.— The  Alkeu  fuli-fashioued  footer;  The  Abel  Machine  Company. 
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Fio.  24.—'*  Saxony  Machine."  (Full  fashioning.)  (The  Abel  Machine  Company.) 


H.  Ex.  410— VOL  III  25 
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Fig.  25  is  an  illustration  of  a  knitting  machine  with  two  banks  of 
latch  needles  and  provided  with  automatic  fashioning  apparatus. 

A  high  degree  of  excellence  has  been  attained  in  the  design  and 
construction  of  knitting  machinery  for  producing  fashioned  articles. 


Fig.  25.— straight  rib-knitting  machine  with  fashioning  mechanism. 

Some  of  the  fashioning  machines  are  of  magnificent  proportions  and 
in  many  instances  are  adapted  for  producing  automatically  a  large 
number  of  like  articles  at  one  and  the  same  time.  Fig.  26  is  an  illus- 
tration of  such  a  machine. 

In  machines  of  this  variety  many  threads  are  employed,  and  the 
fashioning  as  well  as  the  knitting  progresses  simultaneously  at  many- 
points  along  the  machine.  To  the  casual  observer  such  machinery- 
appears  intricate  and  complicated,  but  it  is  worthy  of  note  that  opera- 
tions apparently  so  delicate,  and  results  so  difficult  to  acquire,  yet  so 
desirable,  are  now  attained  with  facility  and  economy  upon  modern 
machines  of  this  class. 

Warp  knitting  is,  with  rare  exceptions,  done  upon  straight  ma- 
chines, which  are  commonly  called  warp  frames,  and  in  the  majority 
of  such  machines  spring  needles  are  employed. 
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In  warp-knitting  machines  the  fabric  is  formed  from  a  number 
of  parallel  threads,  each  of  which  is  interlooped  with  an  adjacent 
thread  by  means  of  a  needle  for  each  thread  and  an  extra  needle  for 
the  whole  number  of  threads. 

Ordinarily,  each  thread  of  the  warp  is  interlooped  or  enchained 
with  the  adjacent  thread  alternately  at  each  side,  forming  a  series 
of  chains,  each  loop  of  which  is  interlooped  with  its  immediate 


Fio.  27.— The  Paget  warp-knittiiig  machine.  (Front  view.) 

neighbor  at  either  side,  excepting  at  the  edge  or  selvage,  where  the 
outside  thread  is  only  enchained  and  interlooped  with  the  contigu- 
ous thread  on  one  side. 

In  fabric  made  upon  warp-knitting  machines  the  enchained  threads 
extend  longitudinally  with  the  fabric  in  a  zigzag  manner,  instead  of 
laterally,  as  in  fabric  knit  in  the  ordinary  manner. 

Figs.  27  and  28  illustrate  the  Paget  warp-knitting  machine,  which 
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was  exhibited  in  operation  at  the  Universal  Exposition  at  Paris  in 
i889  and  has  been  described  briefly  herein  above. 

Machines  of  this  class  are  usually  massive,  and  are  sometimes  18 
or  20  feet  in  length,  containing  in  some  instances  over  4,000  needles. 

Two  separate  sets  of  warp  threads  are  often  employed  in  such  ma- 
chines, which  are  then  provided  with  two  independent  thread-guide 
bars  to  carry  the  threads  to  the  needles. 


Fio.  28.— The  Paget  warp-knittiiig  machine.  (Rear  view.) 

A  great  variety  of  effects  may  be  produced  by  numerous  modifi- 
cations of  the  simple  warp  frame,  and  many  machines  are  now  in 
use,  particularly  in  England. 

In  the  ordinary  method  of  plain  knitting  a  thread  is  carried  to 
each  needle  of  a  series,  and  when  more  than  one  thread  is  employed 
each  thread  is  carried  to  all  the  needles  of  the  series,  and  as  a  con- 
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sequence  the  loops  forming  the  fabric  are  arranged  in  straight  lines, 
instead  of  zigzag  lines,  lengthwise  of  the  fabric. 

In  lengthening  the  loops,  when  arranged  in  a  zigzag  manner,  the 
width  of  the  fabric  will  be  increased  to  a  greater  proportionate  de- 
gree than  when  loops  arranged  in  straight  lines  are  correspond- 
ingly lengthened.  For  this  reason  the  method  of  shaping,"  by 
gradually  increasing  or  diminishing  the  length  of  the  loops  or 
stitches,  appears  to  be  open  to  less  objection  in  warp  knitting  than 
in  ordinary  plain  knitting. 


Fio.  29.— Spring-needle  circular  knitting  machine.   (J.  S.  Crane  &  Co.) 

Warp  knitting  is  sometimes  called  warp  weaving,  but  it  is  not 
clear  upon  what  basis  the  appellation  is  founded. 

Circular  knitting  machines,  although  of  later  origin  than  straight 
machines,  are  yet  of  no  less  importance. 

In  circular  knitting  machines  the  operation  of  knitting  is  gener- 
ally continuous  in  one  direction,  though  there  are  important  excep- 
tions, which  will  be  noted.  The  more  simple  forms  are  adapted  to 
produce  plain  fabric,  and  contain  a  single  set  of  needles  arranged  in 
a  circle  vertically  or  radially,  supported  by  a  ring  or  cylinder. 
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When  spring  needles  are  employed,  as  the  needles  are  not  gener- 
ally reciprocated,  but  remain  stationary,  or  revolve  collectively, 
various  devices  are  employed  to  carry  the  threads  into  the  hooks  of 
the  needles,  to  change  the  positions  of  the  loops  upon  the  needles  in 
the  process  of  forming  loops,  and  to  shed  off  the  loops  when  new 
ones  are  formed. 


Fio.  80.— Circular  knitting  machine.  (C.  Terrot's.) 

Fig.  29  is  an  illustration  of  a  spring-needle  circular  machine  for 
knitting  plain  fabric.  It  will  be  observed  that  this  is  a  double  ma- 
chine and,  in  fact,  is  composed  of  two  separate  sets  of  knitting  de- 
vices upon  a  single  table. 

This  machine  represents  a  type  quite  common  in  the  United  States 
and  in  England,  but  seldom  seen  upon  the  continent.    Machines  of 


Digitized  by 


Google 


392 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


this  class  are  used  in  the  manufacture  of  plain  underwear,  one  of 
the  most  important  branches  of  the  knitting  industry. 

Fig.  30  represents  a  type  of  machines  largely  used  on  the  Conti- 
nent for  knitting  plain  fabric. 

Knitted  plush  fabric  is  largely  made  upon  machines  of  the  type 
represented  in  Figs.  29  and  30. 


FxQ.  81.— Circuiar  rib  machine  with  spring  needles.  (C.  Terrot's.) 


For  producing  such  fabric  an  extra  thread,  usually  of  larger  size 
and  different  material  from  that  used  in  knitting  the  body  of  the 
fabric,  is  introduced  in  such  a  manner  as  to  be  knitted  into  the  body 
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of  the  fabric  at  occasioiial  points  suitably  distant,  thus  forming 
myriads  of  loops  from  this  supplemental  thread  upon  the  back  of 
the  fabric. 

These  loops  are  afterwards  napped  or  brushed  until  they  are  de- 
stroyed, and  the  fiber  of  the  material  from  which  the  loops  were 
made  then  forms  a  "pile,"  much  resembling  woven  plush. 

Machines  for  knitting  rib  fabric  are  provided  with  an  ad(iitional 
set  of  needles  supported  by  a  separate  ring  or  cylinder  arranged  at 
an  angle  with  the  needles  of  the  principal  set. 

Latch  needles  are  almost  .universally  employed  in  circular  rib  knit- 
ting machines,  though  spring  needles  have  been  used  successfully. 
Fig.  31  illustrates  a  rib  machine  provided  with  two  sets  of  spring 
needles  and  is  designed  for  the  production  of  fabric  of  the  finer 
^uges. 


Fio.  82.— The  Hepworth  knitting  machine. 


When  latch  needles  are  used  in  ciixjular  machines  they  are  usually 
supported  in  grooves  and  adapted  to  reciprocate,  practically  as  in 
straight  machines,  and  in  one  type  of  machines  the  grooved  support 
in  which  the  needles  are  held  remains  stationary,  while  the  needles  are 
reciprocated  by  cams  carried  by  a  revolving  ring  or  cylinder;  but  in 
another  type  the  needle  supports,  together  with  the  needles,  revolve, 
and  at  the  same  time  the  needles  also  have  a  reciprocating  motion 
imparted  to  them  as  they  are  carried  past  stationary  cams  supported 
upon  a  suitable  ring  or  cylinder. 
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While  some  of  the  smaller  varieties  of  machines  are  designed  to 
knit  with  one  thread  only,  the  majority  of  circular  machines  are 
adapted  to  employ  several  threads,  and  in  some  instances  the  number 
employed  is  great,  reaching  as  high  as  sixty  or  above.  Advantage 
is  taken  of  such  conditions  to  produce  fabric  in  stripes,  by  employing 
threads  of  varying  colors  and  shades  to  form  the  desirable  combina- 
tions within  the  limits  of  the  number  of  threads  used. 


Pio.  83.— The  Nye  &  Tredlck  circular  rllxuff  machine. 


Fig.  32  represents  a  circular  knitting  machine  employing  a  large 
number  of  threads  in  the  production  of  knit  fabric  in  stripes  of  many 
colors. 

Small  circular  machines  with  two  sets  of  needles,  adapted  to  knit 
rib  fabric,  are  extensively  employed  in  making  elastic  cuflfs  and  rib 
tops  for  socks.    These  machines  are  provided  with  automatic  devices 


Digitized  by  va(V>v/VL\^ 


MACHINERY  FOR  KNITTING  AND  EMBROIDERING.  395' 


to  form  a  welt  or  binding  oflF,"  which  is  brought  about  by  throw- 
ing one  set  of  needles  out  of  operation  while  retaining  their  loops 
and  knitting  a  small  number  of  courses  with  the  other  set  of  needles 
as  though  to  produce  plain  fabric,  afterwards  continuing  the  rib 
knitting  as  before.  Various  modifications  of  this  operation  are  in 
use  in  the  different  machines. 

Similar  machines  with  either  one  or  more  sets  of  needles  are  ex- 
tensively employed  to  produce  respectively  plain  and  ribbed  tubular 
fabric  for  use  in  making  the  less  expensive  grades  of  hose,  stockings, 
and  socks. 

Fig.  33  is  a  representation  of  one  type  of  machine  of  this  class. 

Modified  forms  of  machines  of  this  class  are  used  in  the  manufac- 
ture of  leggins  and  similar  articles.  Such  machines  are  provided 
with  automatic  devices  for  changing  the  character  of  the  knitting, 
producing  Cardigan  rib,  half  Cardigan  rib,  or  Derby  rib  at  the 
proper  time  to  form  or  shape  the  knitted  article  as  desired. 

Fig.  34  represents  a  type  of  automatic  circular  rib-knitting  ma- 
chinery in  which  the  needle  supports  of  both  sets  of  needles,  together 
with  the  cloth- winding  apparatus,  revolve,  while  the  spools  and  th© 
needle-reciprocating  cams  remain  stationary. 

Fig.  35  represents  a  type  of  automatic  circular  rib  knitting  ma- 
chinery in  which  the  supports  for  the  spools  and  needle-operating 
cams  revolve,  while  the  needles  and  fabric- winding  apparatus  do  not. 

Machines  of  the  types  represented  by  the  two  preceding  figures 
are  constructed  to  perform  the  operations  of  knitting  simultaneously 
with  many  threads  at  several  points  around  the  circle  of  needles,  and 
automatic  devices  are  introduced  to  automatically  modify  the  action 
of  the  needles,  or  certain  of  them,  to  produce  various  kinds  of  fabric 
and  to  control  the  length  of  the  loops. 

In  this  way  such  machines  will  produce  Derby  rib,  half  Cardigan 
rib,  or  Cardigan  rib,  and  automatically  change  from  one  variety  to 
another  while  in  operation.  By  a  suitable  arrangement  of  the  needles 
many  styles  of  rib  fabric,  such  as  "two  and  one,"  "two  and  two," 
etc.,  may  be  made.  By  "two  and  one"  rib  is  meant  that  two  loops 
are  formed  in  one  direction  or  upon  one  side  of  the  fabric  and  one 
loop  upon  the  other  side,  and  in  like  manner  successively  as  the 
knitting  progresses. 

The  combinations  thus  attainable  are  practically  unlimited,  and 
the  useful  effects  are  still  further  multiplied  when  threads  of  various 
hues  or  materials  are  employed.  By  the  several  means  alluded  to 
the  character  of  the  fabric  is  greatly  altered  in  appearance  as  well 
as  in  width,  and  in  this  manner  by  the  selection  of  suitable  combi- 
nations the  fabric  is  shaped  to  a  very  desirable  degree  to  form  entire 
garments,  or  portions  thereof,  as  desired.  Machinery  of  this  class, 
though  of  recent  development,  has  instituted  a  new  and  important 
branch  of  the  knitting  industry  in  the  United  States. 
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Fio.  84.— Nye  &  Tredick  automatic  circular  rib-knitting  machine. 
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Fio.  86.— The  Heginbothom  automatic  circular  rib-knittiiiK  machine. 
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A  great  number  of  small  circular  machines  have  formerly  been 
used  in  families  for  knitting  "seamless"  socks,  but  in  later  years 
such  machines  have  also  been  used  extensively  by  manufacturers, 
many  hundreds  being  sometimes  operated  by  a  single  management 

Fig.  36  is  an  illustration  of  this  type  of  machines. 


Fio.  36.— The  Tuttle  knitting  machine.  (The  Lamb  Oa) 

The  machine  illustrated  in  Fig.  36  is  provided  with  an  extrSi  needle 
cylinder,  which  is  used  when  knitting  rib  fabric  but  can  be  moved 
out  of  operative  position  (as  shown  in  the  engraving)  when  knitting 
plain  fabric. 
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Seamless  socks  with  rib  tops  are  made  upon  machines  of  this  type, 
and  great  numbers  of  similar  machines  are  now  in  use  in  factories 
as  well  as  in  families  upon  such  work. 

In  factories,  however,  it  is  more  common  to  first  knit  the  rib  tops 
upon  a  machine  designed  for  the  purpose,  and  afterwards  "run" 
them  onto  the  needles  of  a  machine  of  the  same  type  as  shown  in 
Pig.  32,  but  one  not  provided  with  the  extra  set  of  needles  for  knit- 
ting rib  work,  as  they  would  not  then  be  needed. 

In  "  running"  on  the  rib  tops  or  cuflfs  the  loops  at  one  end  are  indi- 
vidually placed  upon  the  needles  in  the  machine,  which  then  proceeds 
to  knit  plain  work,  and  no  blemish  appears  at  the  juncture  of  the  rib 
and  plain  fabric. 

The  seamless  "sock  or  stocking  was  invented  in  the  United  States; 
and  though  for  many  years  this  invention  made  comparatively  slow 
progress  in  gaining  a  market,  this  variety  has  now  become  a  standard 
article  both  in  the  United  States  and  in  Europe,  and  the  volume  of 
its  production  and  trade  has  reached  important  proportions. 

The  operation  of  knitting  this  variety  of  stocking  upon  circular 
machines  is  in  general  terms  the  same  as  that  described  in  connection 
with  straight  machines,  although  it  is  customary  to  commence  the 
knitting  at  the  top  instead  of  at  the  toe,  and  to  leave  an  opening 
across  one  side  of  the  toe  to  be  afterwards  closed  by  hand  or  by  means 
of  suitable  machinery  adapted  for  the  purpose. 

In  knitting  seamless  socks  or  stockings  upon  circular  machines,  the 
required  portions  of  the  machines  are  caused  to  rotate  continuously 
while  knitting  the  tubular  portions  forming  the  leg  and  foot  of  the 
stocking.  When  forming  the  heel,  the  action  of  a  portion  of  the 
needles  (approximating  one-half  of  the  whole  number)  is  discon- 
tinued, and  the  knitting  is  continued  alternately  in  opposite  directions 
while  the  number  of  needles  in  operation  is  gradually  decreased  until 
the  narrowest  part  is  reached;  then  the  number  of  needles  acting  is 
gradually  increased  until  the  heel  is  finished,  after  which  the  whole 
number  of  needles  in  the  machine  is  brought  into  action  again  and 
rotary  knitting  is  continued  until  the  tubular  portion  of  the  foot 
is  finished,  when  the  toe  is  formed  in  the  same  general  manner  as 
the  heel  was  made.  While  the  heel  or  toe  is  being  knit,  the  loops 
upon  the  inactive  needles  are  retained  by  them  until  they  are  again 
brought  into  operation. 

This  method  is  a  species  of  fashioning  by  first  "  narrowing,"  not 
by  transferring  loops,  but  by  employing  a  diminishing  series  of 
needles,  followed  by  "  widening  "  by  employing  an  increasing  series 
of  needles. 

The  sock  can  be  made  complete  by  commencing  at  the  toe  instead 
of  the  top,  but  the  operation  is  more  laborious  when  accomplished 
upon  circidar  machines  if  the  opening  at  the  toe  is  closed  or  knit 
together  upon  the  machine. 


Digitized  by  Google 


400 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


Fig.  37  is  an  illustration  of  a  portion  of  a  seamless  sock,  showing 
the  form  of  the  heel  and  toe. 

Fig.  38  illustrates  an  automatic  circular  machine  for  knitting 
seamless  hosiery. 

Machines  of  this  type  are  provided  with  suitable  mechanism  for 
knitting  continuously  in  one  direction,  or  alternately  in  either  direc- 
tion, and  devices  for  throwing  certain  of  the  needles  out  of  and  into 
action  at  the  proper  times. 

As  it  is  desirable  to  make  the  heel  of  a  sock  heavier  than  other 
portions,  an  extra  thread  is  introduced,  which  sometimes  necessitates 
a  lengthening  of  the  loops,  which  changes  have  a  tendency  to  increase 
the  size  of  the  heel,  which  otherwise  would  naturally  be  somewhat 
smaller  than  desirable. 


Fio.  87.— Seamless  stocking. 

All  of  these  apparently  intricate  operations  are  accomplished  auto- 
matically; and  the  stocking,  if  a  plain  one,  is  thus  entirely  made  in 
one  machine,  with  the  exception  of  an  opening  at  the  toe,  which  is 
afterwards  seamed  together  loop  by  loop. 

When  it  is  desired  to  produce  socks  with  cuffs  or  rib  tops  upon 
such  machines  the  ribbed  pieces  are  first  knit  upon  a  separate  ma- 
chine, and  the  stitches  at  one  end  of  these  ribbed  pieces  are  placed 
upon  the  needles  in  the  machines  before  commencing  to  knit  the 
socks. 

Fig.  39  is  a  representation  of  one  form  of  seaming  or  looping 
machine. 

Machines  of  this  class  are  provided  with  points  upon  which  are 
placed  the  loops  at  the  ends  of  two  separate  pieces  or  at  both  ends  of 
a  single  piece  to  be  sewed  together  loop  by  loop  by  means  of  looping 
or  sewing  devices,  in  the  machine,  which  operate  to  carry  a  thread 
through  each  pair  of  loops,  which  are  held  or  carried  into  proper  posi- 
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Fio.  38.— Tbe  National  Automatic  Knitter  for  seamlees  hosiery.  (Walter  P.  McClure.) 
H.  Ex.  410— VOL  III  2fi 


Digitized  by 


402 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


tion  by  the  loop-supportmg  points.  The  seam  thus  produced  is  almost 
invisible,  and  this  class  of  machinery  is  in  general  use. 

Weft  thread  knitting  machines  contain  devices  for  introducing  a 
supplemental  thread  into  the  fabric  between  the  loops  alternately 
upon  either  side,  without  being  interlooped  either  upon  itself  or  with 
the  loops  forming  the  main  body  of  the  fabric,  or  interlooped  only 
at  occasional  points.  By  this  means  the  fabric  is  reenforced  or 
strengthened  and  its  elasticity  greatly  reduced. 


Fio.  89.— The  Lamb  Machine  Company's  looper. 

In  knitting  machines  a  certain  tension  is  required  upon  the  fabric 
or  upon  the  loops  on  the  needles.  In  small  hand  machines  the  re- 
quired tension  is  commonly  produced  by  means  of  weights,  though 
in  many  cases  the  fabric  is  grasped  by  the  hand  of  the  operator  and 
the  required  tension  given  by  muscular  effort.  Mechanical  de^^ces 
are,  however,  generally  employed  in  power  machines  to  accomplish 
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this  important  function,  and  the  plan  in  most  common  use  is  to  pass 
the  fabric  between  rolls  which  are  driven  either  intermittently  or 
continuously  at  the  proper  speed  to  exert  the  necessary  strain  upon 
the  fabric.  In  some  machines,  however,  each  stitch  is  individually 
acted  upon  by  a  holder  or  tension  device,  in  which  cases  no  stress  is 
needed  upon  the  fabric. 

During  the  last  ten  years  much  progress  has  been  made  in  the  im- 
provement of  nearly  all  kinds  of  knitting  machinery  in  common  use, 
and  along  some  lines  the  improvement  has  been  very  marked.  Types 
of  machines  which  had  already  reached  a  high  degree  of  perfection 
at  that  time  have  since  been  improved  in  details  and  construction. 

Great  advances  have  been  made  in  rib  machinery,  both  straight 
and  circular,  for  making  "shaped"  fabric  and  other  tasteful  and 
useful  products.  "  Seamless  "  socks  and  stockings  have  increased  in 
favor  as  they  have  been  improved  in  style  and  decreased  in  cost,  and 
the  machinery  for  producing  such  goods  has  met  with  notable  changes 
and  improvements. 

The  knitting  industry  has  been  enabled  to  reach  its  present  high 
state  of  excellence,  not  entirely  through  improvements  in  the  art 
itself,  but,  in  no  small  degree,  through  the  progress  made  in  the  other 
arts  upon  which  knitting  is  to  some  extent  dependent. 

Improvements  in  the  construction  of  knitting  machinery,  in  card- 
ing, in  spinning,  in  dyeing,  in  the  manufacture  of  worsted,  cotton, 
and  silk  adapted  to  knitting  purposes,  in  the  various  accessory  ma- 
chines, such  as  sewing  machines  and  machines  for  finishing  and 
ornamenting  knit  goods — in  all  of  these  and  in  many  other  lines,  the 
improvements  which  have  followed  in  rapid  succession  have  lent 
their  aid  to  accelerate  the  advancement  of  this,  one  of  the  youngest 
of  the  arts. 

The  use  of  improved  machinery  has  greatly  facilitated  the  produc- 
tion of  knit  goods,  and  in  consequenc  e  of  the  attractive  appearance, 
the  increased  utility,  and  the  decreased  cost  of  such  goods,  the  volume 
of  production  and  trade  have  reached  stupendous  proportions,  rais- 
ing this  branch  to  an  important  position  among  the  foremost  indus- 
tries of  the  world. 

III.  EMBROipERINO  MACHINES. 

Class  55  contained  embroidery  machines,  a  number  of  which  were 
exhibited  in  operation. 

This  class  of  machinery  may  naturally  be  divided  into  two  prin- 
cipal varieties  or  systems;  viz,  the  short  thread,  and  the  continuous 
thread. 

The  short-thread  machines  usually  contain  a  large  number  of 
needles  bluntly  pointed  at  either  end,  with  an  eye  in  the  middle,  to 
which  a  short  thread  is  secured,  the  threads  for  each  needle  being  of 
the  same  length.    Each  needle  is  held  by  a  pair  of  automatically 
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acting  fingers  supported  upon  a  straight  bar  forming  a  portion  of  a 
carriage  mounted  upon  small  wheels  and  adapted  to  travel  to  and 
fro  laterally  upon  level  tracks.  A  second  carriage  of  the  same  sort, 
provided  with  the  same  kind  of  mechanical  fingers,  travels  upon 
similar  tracks  upon  the  same  level  in  the  machine,  upon  the  opposite 
side. 

A  frame  adapted  to  support  a  piece  of  fabric  under  tension  in  a 
vertical  position  is  suspended  in  the  machine  between  the  two  trav- 
eling carriages.  The  frame  supporting  the  fabric  is  nicely  balanced 
and  under  the  control  of  a  pantograph  in  any  direction  edgewise, 
but  is  prevented  from  moving  laterally,  in  a  direction  at  right  angles 
with  the  surface  of  the  fabric,  by  suitable  means. 

The  needles  project  somewhat  more  than  half  their  length  towards 
the  fabric  as  they  are  held  by  the  mechanical  fingers. 

In  operating  such  machines  one  of  the  carriages  is  brought  near 
to  the  frame,  when  the  needles  pierce  the  fabric  and  project  upon  the 
opposite  side.  The  mechanical  fingers  mounted  upon  the  other  car- 
riage are  at  this  time  open,  or  somewhat  separated,  and  in  such  a 
position  that  the  point  of  each  needle  passes  between  two  of  the 
fingers,  which  then  close  and  grasp  the  needles;  the  carriage  bear- 
ing the  fingers  is  now  caused  to  travel  the  requisite  distance  away 
from  the  fabric,  but  not,  however,  until  the  fingers  at  the  opposite 
side  of  the  fabric  have  opened  to  allow  the  needles  to  be  drawn 
through  the  fabric,  each  carrying  its  thread.  The  fabric  is  then 
moved  a  short  distance  in  the  proper  direction  and  the  carriage 
bearing  the  needles  is  again  brought  near  the  fabric  at  another  point, 
when  the  needles  pierce  the  fabric  and  are  grasped  by  the  mechani- 
cal fingers  waiting  at  the  opposite  side.  This  carriage,  bearing  the 
needles,  then  retires  to  a  distance  equal  to  the  lengt.h  of  the  thread, 
drawing  each  thread  with  sufficient  tension  to  lay  the  thread  evenly 
upon  the  fabric.  The  threads  are  in  this  manner  passed  through  the 
fabric  alternately  in  either  direction.  Each  needleworks  a  separate 
figure,  and  all  the  figures  are  the  same  in  desi^  but  sometimes 
vary  in  color. 

The  pantograph  is  provided  with  a  pointer  which  is  held  by  the 
hand  of  the  operator  at  the  proper  point  upon  a  diagram  each  time 
the  needles  are  passed  through  the  fabric. 

The  diagram  is  usually  made  six  times  the  width  and  length  of  the 
figure  to  be  worked  upon  the  fabric,  in  order  that  small  errors  in  the 
location  of  the  pointer  of  the  pantograph  will  not  be  noticeable  in 
the  figure  upon  the  fabric. 

The  operator  holds  the  pointer  of  the  pantograph  against  the  dia- 
gram with  one  hand  and  operates  the  carriages  with  the  other  hand 
by  means  of  a  crank.  It  will  be  observed  that  the  carriages  travel 
a  shorter  distance  at  each  successive  operation,  as  some  of  the  thread 
is  taken  up  to  form  the  design  upon  the  fabric. 

Short-thread  multiple-needle  embroidery  machines  were  exhibited 
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by  the  following  Swiss  houses,  viz :  Beninger  Brothers,  of  Uwgl 
(St.  Gall) ;  Otto  Tritscheller,  of  Arbon  (Thurgovie) ;  Wiesendanger 
&  Co.,  of  Bruggen,  near  St.  Gall. 

All  of  the  machines  were  well  constructed  and  contained  recent 
improvements,  but  the  machine  exhibited  by  Wiesendanger  &  Co. 
was  particularly  notable. 

This  machine  was  provided  with  an  automatic  apparatus  for  oper- 
ating the  carriages,  and  contained  devices  for  governing  the  length 
of  travel  of  the  carriage  and  the  tension  upon  the  threads.  It  was 
claimed  that  by  means  of  such  automatic  mechanism  much  larger 
machines  could  be  employed  and  the  speed  somewhat  increased, 
while  the  labor  of  the  operator  is  considerably  decreased. 

Continuous-thread  embroidery  machines  are  more  closely  allied  to 
ordinary  sewing  machines,  and  some  varieties  are  but  little  removed, 
while  other  varieties,  employing  many  needles,  more  closely  resemble 
the  short-thread  machines  in  form  and  mode  of  operation.  Contin- 
uous-thread embroidery  machines  usually  operate  to  form  stitches 
with  two  threads,  one  of  which  is  carried  by  an  eye-pointed  needle 
while  the  other  is  carried  in  a  shuttle.  In  some  varieties  of  contin- 
uous-thread machines  the  fabric  is  automatically  carried  to  and  fro 
laterally  and  longitudinally,  while  in  other  machines  the  sewing 
apparatus  is  automatically  carried  in  either  direction  laterally  in  re- 
lation to  the  fabric,  while  the  latter  is  slowly  advanced,  either  con- 
tinuously or  intermittently. 

The  embroidery  machines  more  closely  related  to  ordinary  sewing 
machines  were  classified  with  the  latter  in  the  ofl&cial  catalogue  of 
the  Exposition. 

F.  Saurer  &  Son,  of  Arbon,  Switzerland,  exhibited  several  machines 
in  operation.  These  machines  were  modeled  after  the  style  of  the 
short-thread  machines,  but  operated  with  two  continuous  threads. 

Some  of  the  machines  in  this  collection  were  provided  with  pattern 
cams  for  automatically  controlling  the  position  of  the  fabric  while 
the  needles  and  shuttles  operated  to  work  the  designs. 

This  house  also  exhibited  an  automatic  needle-threading  machine, 
designed  expressly  to  thread  the  needles  used  in  short-thread  em- 
broidery machines. 

The  thread,  which  was  wound  upon  a  spool,  was  grasped  by  a  hook 
which  passed  through  the  eye  of  the  needle  and  drew  the  thread  back 
through  the  eye,  when  a  knot  was  formed  automatically  and  the  thread 
severed  at  a  suitable  distance  from  the  needle.  Another  needle  was 
then  automatically  brought  into  position  and  held  while  the  hook 
again  passed  through  its  eye,  to  draw  the  thread  through  as  before. 
It  was  claimed  that  this  machine  would  thread  30,000  needles  per 
day  of  ten  hours. 

Embroidery  machines  of  the  short-thread  type,  although  now  used 
quite  extensively  in  the  United  States,  are  for  the  most  part,  if  not 
entirely,  imported  from  Switzerland. 


Digitized  by  Google 


Digitized  by 


Google 


SPECIAL  REPORT 

ON 

BRICK  AND  TILES, 

AND 

MACHINERY  FOR  THEIR  MANUFACTURE. 

CLASS  57. 

BY 

H.  D.  WOODS,  O.  E. 


Digitized  by  Google 


Digitized 


by  Google 


TABLE  OF  CONTENT?. 


1.  Different  forms  of  tiles  t.   411 

2.  Chimney-flue  tiles    413 

8.  Grinding  and  mixing  mills   414 

4.  Hand  presses   414 

5.  Small  power  presses   418 

6.  Tile  presses  with  revolving  mold  drums   419 

7.  Triple-pressure  tile  presses   421 

8.  Revolving-table  brick  presses   428 

9.  Continuous  forcing  machines  for  solid  and  hoUow  brick   428 

10.  Vertical  forcing  machines  for  hollow  brick  and  drain  pipes   480 

11.  Small  drain-pipe  machines   481 

409 


Digitized  by  Google 


Digitized  by 


Google 


Pari*  Ex^mition  or  IM^Vol.  3. 

T'cuufus  fonns  anil  arrangements  of'tile'S. 


Plate  I. 


Hu/ffe  tiles. 


Digitized 


by  Google 
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MACHINERY. 


By  H.  D.  WOODS,  C.  E. 


(1)  There  are  a  large  number  of  exhibits  of  both  bricks  and  tiles 
of  all  kinds,  especially  in  the  French  sections;  there  are,  however, 
but  few  exhibitors  of  machinery  for  the  manufacture  of  these  articles 
or  the  preparation  of  the  clay  used  in  their  manufacture. 

The  tile  and  brick-making  machinery  is  for  the  most  part  located 
in  Machinery  Hall,  and  in  the  French  section.  Most  of  the  machines 
are  of  the  ordinary  type,  and  have  been  in  us^  for  some  years.  Im- 
provements have  been  made  in  some  of  the  working  parts,  to  diminish 
the  amount  of  power  necessary  to  run  the  machines,  and  in  the 
presses  new  combinations  have  been  introduced  for  giving  the  press- 
ure by  repeated  action  instead  of  by  one  only,  so  as  to  allow  the  air 
to  escape  and  to  obtain  a  more  homogeneous  product. 

The  use  of  hollow  brick  for  masonry  work  has  been  much  ex- 
tended, especially  in  France.  The  same  may  be  said  of  tiles  for  roof 
covering.  In  fact,  all  over  the  Continent  the  use  of  tile  roofs  is  very 
prevalent,  and  as  a  rule  they  give  good  satisfaction,  both  in  warm 
and  cold  regions.  But  where  there  are  sudden  changes  of  tempera- 
ture a  better  class  of  tile  must  be  used  than  in  warm,  dry  climates. 
The  improvements  in  the  mode  of  preparing  the  clay  and  pressing 
the  tiles  have  had  perhaps  as  much  to  do  with  their  increased  use  as 
have  the  improvements  in  the  shape  of  fche  tiles  themselves.  In 
many  regions,  usually  in  rural  districts  where  the  manufacture  is 
carried  on,  ordinary  clay,  only  slightly  moistened,  is  worked  up 
and  pressed  into  tiles.  The  product  thus  obtained  contains  many 
air  spaces,  and  in  cold  weather  the  water  that  the  tUe  absorbs  causes 
an  exfoliation  of  the  surfaces  which  soon  destroys  them  completely. 

For  first-class  tiles  good  materials  must  be  selected  and  well  mixed. 
It  is  seldom  that  suitable  clay  can  be  found,  clay  that  does  not  need 
dosing  witn  sand  or  other  ingredients  in  order  to  form  a  good  mate- 
rial for  tiles.  The  mixtures,  besides  being  carefully  measured  out, 
should  be  thoroughly  ground  together  with  plenty  of  water.  Of 
course  this  addition  of  water  causes  the  clay  tile  or  brick  to  air  dry 
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more  slowly,  and  more  heat  is  required  for  baking,  as  there  is  more 
steam  produced ;  but  the  product  obtained  is  much  more  compact'  and 
homogeneous,  and  being  less  porous,  is  less  affected  by  atmospheric 
changes.  If  well  made  the  tiles  will  last  for  years  on  a  roof  of  suffi- 
cient pitch.  They  form  a  good  protection  against  heat,  require  less 
weight  of  framing  than  slate,  and  have  a  picturesque  appearance. 
For  sheds,  storehouses,  and  similar  structures,  all  that  is  needed  to 
sustain  them  is  a  light  frame  with  slats  to  which  the  tiles  are  hung, 
and  if  exposed  to  high  winds  they  can  be  made  fast  by  nailing  from  be- 
neath. To  obtain  tighter  roofs  a  plain  boarding  is  laid  under  the  tiles. 
If  all  dampness  is  to  be  kept  out,  tar  paper  or  roofing  felt  may  be  laid 
on  the  boarding  before  the  cleats  for  holding  the  tiles  are  nailed  on. 
For  the  better  class  of  dwellings  there  may  be  a  coat  of  plastering 
put  on  the  under  side  of  the  boarding,  or  if  the  tiles  are  laid  on  an 
iron  frame  roof  the  spaces  between  the  rafters  maybe  filled  with  con- 
crete or  plaster  and  the  tiles  put  outside.  Special  forms  of  tiles  are 
used  for  the  ridge  and  for  the  gable  ends  and  eaves  of  the  roof,  so  as 
to  keep  the  wind  from  starting  up  the  first  courses. 

The  simplest,  and  perhaps  oldest  form  of  tiles  was  that  of  slates 
or  shingles,  simply  plain  slabs  of  clay  burnt  in  kilns  or  furnaces. 
They  were  held  to  the  roof  frame  or  boarding  either  by  nails 
passing  through  perforations  prepared  for  them,  as  with  slates,  or 
else  by  means  of  a  projection  on  the  under  side,  which  caught  on 
cleats  set  at  regular  intervals  corresponding  to  each  row  of  tiles. 
The  projections  frequently  have  a  hole  by  which  the  tile  is  made 
fast,  either  by  a  nail  driven  into  the  cleat  or  a  wire  twisted  around  it. 

Later  the  Dutch  form  of  tile,  still  used  somewhat  in  that  country, 
had  an  extended  use.  These  are  o^shape  in  section,  the  sides  lapping 
over  each  other  and  sometimes  plastered  together,  the  different  rows 
lapping  on  like  slates,  and  the  tiles  thus  forming  a  series  of  gutters 
down  the  slope  of  the  roof  for  rain  water. 

But  as  the  manufacture  of  tiles  improved,  apparatus  was  designed 
for  stamping  out  the  clay  so  that  a  series  of  grooves  of  different 
forms  might  be  made,  according  to  the  judgment  and  taste  of  the 
designer,  and  the  tiles  were  then  made  with  joints  which  interlocked 
both  laterally  and  on  the  rake  of  the  roof.  This  form  of  tile  is  the 
one  most  used  at  the  present  time.  Some  tiles  have  a  more  or  less 
perfect  lock  joint;  having  one  or  more  ribs  fitting  into  corresponding 
grooves  near  the  lateral  edges  of  the  adjacent  tiles,  while  the  top 
and  bottom  joints  are  made  in  a  similar  way,  and  the  rows  set  so  as 
to  make  the  lateral  joints  alternate.  It  is  in  order  to  cover  the  joint 
at  the  intersection  of  the  lateral  and  the  top  and  bottom  joints  that 
the  variously  shaped  ridges  are  made,  .while  these  also  add  an  orna- 
mental feature. 

Where  it  is  desired  to  have  light  let  in  through  the  roof,  either 
pressed-glass  tiles  are  used,  or  clay  tiles  so  formed  that  a  pane  of 
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glass  can  be  inserted,  or  in  some  cases  a  certain  number  of  tiles  are 
omitted  and  a  special  metal  frame  for  containing  a  sash  is  provided, 
the  edge  of  the  frame  being  shaped  so  as  to  form  a  lock  joint  with 
the  tiles.  When  simply  vent  holes  are  required,  a  special  form  of 
tile,  having  a  semicircular,  hood-shaped  opening,  is  introduced  in 
places,  and  these  can  be  screened  if  need  be. 

All  these  tiles  are  held  by  projections  on  the  bottom,  which  hook 
onto  cleats,  and  may  be  nailed  or  wired  to  them. 

(See  PI.  I,  showing  different  forms  of  pressed  tiles.)  , 

Where  it  is  important  to  make  a  roof  which  will  keep  out  heat  and 
cold  as  much  as  possible,  a  filling  of  hollow  brick  beneath  the  cov- 
ering of  tiles  is  frequently  used.  Mr.  Perrifere  Ain^  exhibits  a  new 
form  of  hollow  tile,  which  gives  an  air  space  below  the  surface. 
These  may  be  set  on  a  frame  of  ±  irons,  and  thus  form  an  even,  fin- 
ished surface  on  the  inside  when  this  is  desirable,  and  a  special 
saddle-shaped  covering  piece,  either. of  metal  or  tiling,  is  used  to 
cover  the  lateral  joints.  These  hollow  tiles  are  also  used  beneath  the 
covering  tile,  in  the  place  of  hollow  brick;  see  PI.  ii.  They  are  made 
in  the  ordinary  continuously  acting  brick  machines. 

(2)  Another  product,  made  of  the  same  material  as  the  hollow 
bricks  and  tiles,  is  much  used  in  France,  called  chimney  wagons; 
that  is,  sectional  chimney  flues.  These  are  usually  made  in  a  verti- 
cal forcing  press,  in  sections  about  a  foot  long.  The  inside  is  smooth 
with  rounded  corners,  and  the  outside  is  fluted  or  corrugated  to 
receive  plaster.  The  joints  are  very  short  bell  and  spigot  joints, 
obtained,  simply  by  trimming  the  end,  while  green  from  the  machine, 
to  a  depth  of  one-half  or  three-fourths  of  an  inch.  They  are  made 
of  difl^orent  widths  to  suit  brick  walls,  are  inserted  when  the  wall 
is  going  \ip,  and  form  the  complete  thickness  of  the  wall,  or  some- 
times even  project  as  breasts.  The  plastering  is  applied  directly  to 
the  outside  of  these  tiles  the  same  as  to  the  brick  or  stone  wall  (very 
little  furring  or  lathing  is  used  in  brick  buildings  in  France). 

These  "  wagons"  are  also  made  slanting  for  use  in  drawing  in  the 
chimney  breasts. 

The  ordinary  kinds  are  usually  made  with  solid  walls  having  a 
thickness  of  about  one  or  one  and  a  half  inches;  but  with  improved 
machines  they  are  also  made  with  hollow  walls  having  air  cells  about 
one-half  or  three-fourths  inch  wide  running  lengthwise.  These 
give  much  more  safety  where  open  fires  are  used,  when  the  flues  get 
very  hot  and  are  thus  liable  to  set  fire  to  or  injure  hangings,  mirrors, 
l)i  jtures,  etc. ,  hung  on  the  walls.  Such  fires  are,  however,  rare  except 
where  wood  fires  are  much  resorted  to,  as  the  inner  surfaces  of  these 
flues  are  much  smoother  than  those  of  brickwork,  and  soot  is  less 
liable  to  accumulate  if  there  is  no  creosote  to  run  down  the  surface 
and  cause  it  to  adhere. 

*  A  new  form  of  these  "  wagons  "  is  shown  in  the  Exposition  by  Mr. 
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Victor  Duprat;  these  have  lateral  wings,  so  to  speak,  tha^t  form  lock 
joints  between  the  several  flues  and  toothing  with  the  brickwork, 
thus  giving  a  much  better  bond  between  the  different  flues  and  the 
main  wall. 

These  are  made  on  the  vertical  press,  and  alternate  sections  of  the 
edges  are  afterward  cut  out  while  the  clay  is  in  the  green  state. 
This  form  is  also  made  with  hollow  channels  on  one,  two,  three,  or 
four  sides  for  air  spaces,  giving  more  security  from  fire;  it  is  usual, 
where  there  are  several  flues  together,  to  omit  the  air  spaces,  or  cells, 
on  the  sides  which  separate  the  adjacent  flues. 


Tbjree  flues  aide  hy  side  In  a  brick  wall. 


Fi&.  1.— Duprat'8  Interlockiiig  chimnoy-flue  tiles. 
MACHINES. 

(3)  The  preliminary  work  of  grinding  the  clay  is  done  either  by 
horse  power,  in  a  Chillian  mill  with  large  grinding  wheels  revolving 
in  a  tub,  or  by  steam  power  between  cylindrical  rollers.  See  Fig.  2. 
This  grinding  to  be  well  done  should  be  done  several  times  over  with 
less  space  each  time  between  the  cylinders. 

When  the  clay  has  been  well  worked  so  as  to  be  plastic  and  hom- 
ogeneous it  is  ready  for  the  molding  process. 

The  vertical  mixing  machine  generally  in  use  is  similar  to  that 
used  for  mixing  concrete  and  mortar,  only  it  is  possibly  a  little 
heavier,  and  has  rotating  cutting  arms  to  cut  up  the  clay  as  it  is 
thrown  in  in  lumps  (Fig.  3). 

(4)  For  tiles  that  are  made  on  presses,  that  is,  for  molded  or  ma- 
chine tiles,  the  clay  is  plsjced  on  the  mold  in  the  form  of  flat  slabs 
about  the  size  of  the  tile  and  a  little  thicker.  These  are  prepared 
either  on  a  regular  brick  drawing  machine,  cut  off  to  the  proper 
length,  or  else,  with  an  expert  workman,  the  slat  may  be  taken 
directly  from  one  of  the  vertical  mixing  machines.  In  this  case  the 
lower  sliding  door  is  lifted  far  enough  to  let  out  a  quantity  of  mate- 
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rial  of  the  proper  thickness,  and  the  workman  cuts  off  the  slab  to  the 
proper  length  by  eye.  The  prepared  slab  is  then  placed  on  the  bot- 
tom mold,  ready  to  receive  the  pressure  from  the  top  mold. 


Fig.  2.— Pinetto's  cylinder  mill  for  grinding  clay. 


Fig.  8.— Boulet'8  mixing  mill. 
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In  small  works  various  forms  of  hand  presses  are  used,  the  sim- 
plest being  a  striking  press,  consisting  of  a  vertical  screw  with  a  large 
fly-wheel,  which  is  revolved  by  hand  and  brings  the  matrix  down  on 
the  clay,  which  is  spread  on  a  mold  having  the  imprint  of  the  bottom 
of  the  tile,  or  on  one  which  is  of  the  size  of  the  brick  to  be  made. 
This  general  form  of  press  is  used  also  for  light  power  machines,  in 
which  case  there  are  usually  two  sets  of  molds  and  an  operative  on 
each  side  of  the  machine;  one  is  filling  his  mold  while  the  other  is 
pressing;  then,  as  the  first  operative  withdraws  his  mold  from  the 
press  and  removes  the  brick  or  tile  from  the  mold,  the  second  opera- 
tive pushes  his  mold  under  the  press  (see  Figs.  4  and  5). 


Fio.  4.— Boulet  &  Oo/s  hand  screw  press.      Fio  6.— Power  screw  press  driven  by  friction  disks. 

Another  form  of  hand  press  is  worked  by  a  lever.  This  form  is 
usually  set  on  truck  wheels  so  as  to  be  moved  about  as  required,  and 
has  a  platform  attached  on  which  the  operator  stands,  and  which 
forms  a  means  of  holding  the  press  steady  while  the  lever  is  being 
worked.  The  machine  is  small  and  comparatively  light,  and  the  ten- 
dency of  the  blow  given  on  pushing  down  the  lever  would  be  to  upset 
the  machine  if  it  were  not  for  the  projecting  platform.  These  are 
made  to  work  with  one  or  two  molds,  as  the  other  style  is.  The 
different  makes  of  these  machines  differ  in  the  method  of  applying 
the  pressure;  some  use  a  cam  motion,  others  employ  levers  and 
eccentrics. 

This  style  of  machine  is  exhibited  by  E.  Delahaye,  and  also  by 
Joly  &  Foucart.  In  the  latter  (Fig.  6)  the  pressure  is  obtained  by  a 
cam;  with  this  form  four  to  five  hundred  pieces  maybe  made  per  hour. 

In  operating  this  machine,  the  mold  being  in  place,  the  operator  gives 
a  sudden  downward  motion  to  the  lever;  this  gives  the  pressure  and 
t\e  lever  returns  by  recoil.  With  all  these  hand  machines  several 
successive  blows  may  be  given  if  desired. 
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J.  OUagnier  also  exhibits  this  style  of  presses  (Fig.  7),  with  lever 
motion  which  draws  down  the  upper  cap. 


Fio.  6.— Joly  &  Foucart'8  lever  press. 

This  form  of  press  is  made  of  large  size  for  tile  work,  with  the 
lower  mold  on  a  sliding  frame  so  that  it  may  be  withdrawn  and  then 
inverted  in  order  to  dump  the  pressed  tile  out  of  the  mold. 


Fio.  7.— Ollagnier'8  lever  press. 

For  all  tile  presses  there  need  to  be  two  molds,  one  for  the  upper 
and  one  for  the  lower  surface  of  the  tile.    These  are  made  of  cast 
iron,  with  some  sort  of  lining  giving  a  smooth  finish  and  allowing 
H.  Ex.  410— VOL  III  27 
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the  pressed  clay  to  drop  out  easily.  The  best  lining  has  been  found 
to  be  plaster  of  Paris.  The  molds  are  made  in  such  a  way  that  when 
closed  they  leave  a  little  more  space  than  the  thickness  of  the  finished 
tile,  to  allow  for  shrinkage  in  baking.  The  surplus  clay  is,  of  course, 
pressed  out  over  the  edges,  and  that  is  one  of  the  advantages  of  a 


double  or  triple  pressure;  it  allows  the  surplus  clay  to  find  its  way 
out  better,  and  consequently  the  molds  come  together  more  accu- 
rately. 

(5)  The  same  principle  is  used  sometimes  with  power  attach- 
ment for  tile  presses.  Such  a  machine,  manufactured  by  Schmerber 
Brothers,  Tagolsheim,  is  shown  in  Fig.  8, 
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Such  presses  are  usually  made  so  as  to  be  worked  either  by  hand 
or  power,  but  to  run  this  kind  of  machine  by  hand  requires  two 
men,  one  to  turn  the  machine  and  another  to  tend  the  press,  whereas 
in  the  small  lever  machine  the  same  man  can  work  the  lever  and 
attend  to  the  molds. 

Joly  &  Foucart  exhibit  a  small  power  machine  on  this  principle, 
in  which  the  pressure  is  applied  by  cams,  made  in  such  form  that 
the  pressure  is  applied  three  distinct  times  at  each  revolution  of  the 
driving  shaft  (see  Fig.  9). 

The  slide  carrying  the  under  mold  may  be  single,  as  shown  in  the 
figure,  or  may  be  double,  having  a  mold  at  each  end,  so  that  two 
operatives  can  use  the  same  press;  this  is  usually  the  arrangement 
when  the  press  is  run  by  power.  When  the  bottom  mold  is  with- 
drawn and  is  turned  over  by  means  of  the  handle     being  pivoted 


Fio.  9.— Joly  &  Foucart'8  power  press,  givinii:  three  successive  pressures. 

on  the  spindle  s,  the  tile  drops  out  upon  a  board  on  which  the  oper- 
ative receives  it,  and  on  which  it  is  taken,  on  a  wheelbarrow,  to  the 
air-drying  sheds. 

With  one  man  at  the  press  this  machine  will  make  from  two  to 
three  hundred  tiles  per  hour.  The  power  used  is  about  one-half  of 
a  horse-power,  and  the  pressure  obtained  is  30  tons,  applied  three 
times  with  progressive  force  and  sudden  release. 

These  machines  are  neat  and  strongly  built,  giving  very  good 
results. 

(6)  Massive  power  presses  are  not  used  much  for  making  pressed 
brick,  but  are  very  generally  used  for  machine-made  tiles. 

These  consist  of  a  frame  formed  of  two  heavy  uprights  united  top 
and  bottom  and  supporting  the  bearings  of  the  different  shafts. 

The  principal  feature  of  the  machine  is  a  rotary  pentagonal  drum 
on  which  five  molds  for  the  bottom  side  of  the  tile  are  made  fast. 
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This  drum  is  revolved  either  by  means  of  a  pawl  and  ratchet,  or  by 
the  friction  of  a  belt  acting  on  a  pulley  on  the  drum  axle.  It  turns 
one-fifth  of  a  revolution  at  a  time,  so  as  to  bring  one  of  the  molds  to 
the  top  in  a  horizontal  position  at  every  motion,  in  which  position 
the  drum  is  held  for  a  time  by  means  of  a  bolt  or  locking  device. 

Above  this  portion  of  the  machine  is  the  slide  or  gate  carrying  the 
mold  for  the  top  of  the  tile;  this  slides  up  and  down  between  the  side 
posts  of  the  machine  and  gives  the  pressure  on  the  cylinder  below. 
The  main  difference  in  the  different  machines  exhibited  is  in  the 
method  of  giving  this  sliding  motion  and  pressure  to  the  top  mold. 

Mr.  Q.  Pinette  exhibits  a  fine  specimen  of  this  kind  of  press,  shown 
in  Fig.  10. 


The  drum  B,  on  which  are  placed  the  five  bottom  molds,  is  turned 
by  means  of  the  ratchet  wheel  R,  having  five  teeth,  and  the  spring 
pawl  and  arm  P,  connected  to  a  crank-pin  on  the  main  gear  G.  On 
the  opposite  end  of  the  drum  shaft  is  a  disk,  H,  having  five  cylindri- 
cal holes  into  which  the  bolt  I  drops,  under  impulse  of  a  spiral  spring, 
at  the  moment  when  a  mold  reaches  its  upper  horizontal  position, 
and  keeps  the  drum  fixed  while  the  pressure  is  applied.  This  bolt  is 
raised  by  a  cam  on  the  main  crank  shaft,  A,  the  bearings  of  which 
are  in  the  frame  F.  The  gate  D,  which  carries  the  upper  mold,  slides 
vertically,  steadied  by  guides  on  the  standards.  It  receives  its 
motion  from  the  crank  C  on  shaft  A,  the  crank-pin  turning  in  a 
block  which  works  in  the  slotted  cross-head  K,  to  which  the  gate  D 
is  attached. 


Fio.  10.— Pinette's  automatic  tile  press. 
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After  the  pressure  has  been  applied  to  the  tile  the  bolt  I  is  raised, 
the  pawl  P  turns  the  drum  B  one-fifth  of  a  revolution  to  bring  the 
next  mold  in  position,  and  the  bolt  I  drops  and  holds  it.  These 
machines  will  produce  about  five  hundred  tiles  per  hour. 

(7)  Messrs.  Boulet  &  Co.,  of  Paris,  exhibit  quite  a  number  of  ma- 
chines for  working  clay.  Besides  the  ordinary  mixers  and  brick 
machines  they  have  different  forms  of  hand  machines  for  pressing 
tiles  or  bricks,  similar  to  those  described. 

Their  molded-tile  machine  is  shown  in  Fig.  11. 


The  letters  correspond  to  the  same  parts  as  in  Fig.  10.  In  this 
machine  there  are  three  successive  pressures  brought  to  bear  on  the 
clay.  The  pressure  is  given  by  the  cam  C,  which  revolves  with  the 
shaft  A',  and  presses  against  a  roller  set  in  top  of  the  gate  D,  which 
carries  the  upper  mold.  The  driving  shaft  A  is  at  the  back  of  the 
machine  and  drives  the  cam  shaft  A'  through  the  gear  G.  The  bolt 
I  is  worked  by  a  cam  L  and  drops  in  slots  in  disk  H.  The  motion  is 
communicated  to  the  drum  B  by  a  belt  instead  of  by  a  ratchet  and 
pawl,  the  belt  slipping  on  the  pulley  R  when  the  drum  stands  still. 
In  the  machine  exhibited,  however,  the  movement  is  by  ratchet  and 
pawl  on  the  end  of  the  drum  shaft,  similar  to  that  in  Pinette's  ma- 
chine, 

J.  Chambrette-Bellon  exhibits  a  "Universal  Molding  Press," 
which  gives  two  separate  and  consecutive  pressures,  with  a.  slight 


Fio.ll.— Boulet  &  Co. '8  automatic  press. 
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release  after  each  to  allow  the  clay  to  expand  and  let  out  the  excess 
of  imprisoned  air.    It  is  shown  in  Fig.  12. 

This  press  differs  from  the  others  exhibited  in  the  fact  that  the 
part  to  which  the  top  mold  for  the  tile  is  attached  is  fixed  in  position, 
and  it  is  the  pentagonal  drum  carrying  the  five  bottom  molds  that 
travels  up  and  down  to  produce  the  pressure. 

The  pentagonal  drum  B  has  sliding  bearings,  and  is  raised  by 
means  of  two  cams,  C  C,  on  the  main  shaft  A.  Two  weighted  levers, 
L  L,  placed  on  top  of  the  cap  D  help  to  balance  the  weight  of  the 
drum  B.  The  cams  C  C  hav^  two  slight  projections  close  together 
for  producing  the  pressure,  so  that  there  is  a  slight  lowering  of  the 
drum  between  the  two  pressures.    Then  the  drum  comes  down  to 


its  lowest  position,  and  a  wheel  with  one  cog  engages  a  corresponding 
cavity  in  a  disk  on  the  arbor  of  cylinder  B  and  revolves  it  one-fifth 
of  a  revolution,  when  the  drum  is  again  raised  by  the  cams  C  C, 
while  at  the  same  time  one  operative  removes  the  pressed  tile  from 
one  side  and  the  other  operative  applies  a  fresh  slab  of  clay  to  the 
other  side.  The  whole  machine  is  robust  and  not  liable  to  be  de- 
ranged. The  working  parts,  arbor  A,  gears  Q,  E,  etc.,  are  all  close<l 
in  by  sheet-metal  guards. 

The  regular  power  brick  machines  are  either  presses  for  compress- 
ing the  clay  in  molds,  or  else  so-called  drawing  machines,  properly 
forcing  machines,  which  thrust  forth  a  continuous  prismatic  mass 
of  the  clay,  which  is  cut  into  lengths  to  form  brick. 


Fro.  12.— Automatic  tUe  press  by  J.  Chambrette-Bellon,  Bdze,  France. 
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(8)  Messrs.  Boulet  &  Co.  exhibit  one  of  the  presses  (Fig.  13);  it 
has  a  revolving?  table,  T,  provided  with  sets  of  openings  or  molds  for 
the  brick.  This  is  revolved  by  means  of  a  ratchet  and  pawl.  When 
the  mold  comes  under  the  press  P  this  is  driven  down  by  means  of 
a  cam  and  gives  the  pressure.  Then  the  table  turns  through  one- 
quarter  of  a  revolution  and  comes  over  a  vertical  piston,  Q,  which 
rises,  pushes  up  the  bottom  of  the  mold,  and  lifts  the  brick  out  on 
the  surface  of  the  table,  from  which  it  is  pushed  off  upon  another 
table  by  an  automatic  arm,  N,  and  the  mold  is  ready  for  another 
load  of  clay. 

This  machine  will  make  about  eight  hundred  or  one  thousand 
brick  per  hour,  and  takes  two  or  three  horse  power  to  drive  it^ 
depending  on  the  stiffness  of  the  clay.    The  machine  is  served  by 


Fio.  18.— Boulet  &  Co/s  automatic  brick  press. 


three  men,  two  to  charge  the  molds  with  clay  and  one  to  take  off 
the  brick  as  they  are  delivered.  The  machine  weighs  some  6  tons. 
The  cams,  etc.,  are  of  hardened  steel. 

A  similar  style  is  also  made  for  making  tiles. 

(9)  The  forcing  machines  for  bricks  consist  essentially  of  a  frame- 
work having  at  the  top  a  hopper  set  over  a  pair  of  large  revolving 
steel  rolls  that  grind  up  the  clay  and  also  act  as  feed  rolls.  Below 
these  is  a  chamber  with  an  opening  at  one  end,  to  which  different 
forming  plates  are  attached  for  forming  solid  or  hollow  bricks,  tiles, 
drain  tiles,  etc.  These  plates  are  steel  boxes  some  3  or  4  inches  deep, 
open  at  both  ends,  but  with  converging  sides  so  that  the  section  at  the 
outlet  is  reduced.  For  hollow  work  there  are  core  pieces  a  (see  Fig.  1 4) , 
which  are  short  rods  held  at  one  end  by  thin  ribs  h  which  cross 
the  wider  inner  end  of  the  box.  These  ribs  cut  through  the  clay, 
but,  as  the  box  becomes  smaller  beyond  them,  the  clay  joins  together 
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again  beyond  the  ribs.  The  boxes  are  bolted  on  by  means  of  a 
flange  to  the  front  end  of  the  chamber  below  the  cylinders. 

There  are  various  methods  by  which  the  clay  is  forced  through 
the  plate,  and  this  is  where  the  principal  diflference  occurs  in  the 
different  machines.  This  operation  is  performed  either  by  means  of 
a  piston  moving  horizontally,  or  by  a  set  of  screws  turning  in  the 
chamber,  or  by  the  compression  produced  by  the  feed  rolls  them- 


rn3Ei 


Outer  face.  Section.  Inner  face. 

Fio.  14.— Forming  plate  for  hollow  or  perforated  brick. 

selves  which  obliges  the  clay  to  be  crowded  out  by  the  only  outlet 
presented,  which  is  through  the  draw  plate. 

In  conjunction  with  this  style  of  machine  a  receiving  table  has  to 
be  used,  on  which  the  clay  is  received  as  it  leaves  the  draw  plate. 
This  consists  of  a  frame  carrying  a  set  of  small  rollers  covered  with 
cloth  or  leather  on  which  the  body  of  clay  slides  along.  To  this 
frame  is  attached  a  lever  with  wires  set  the  right  distance  apart,  by 
means  of  which  the  body  of  clay  is  cut  up  into  the  required  lengths 
for  the  different  articles  being  produced.  These  tables  also  vary  in 
form  with  different  makers.  The  frame  of  the  table  is  either  sta- 
tionary, or  else  set  on  castors  so  as  to  move  ahead  in  case  the  clay 
gets  to  the  end  before  the  attendant  cuts  it  off.    With  some  the 


Fio.  15.— Pinette's  forcing  press  with  single  piston. 

frame  carrying  the  rollers  runs  on  castors  on  rails  set  on  top  of  a 
fixed  frame. 

Q.  Pinette  makes  both  piston,  and  cylinder  or  roll  machines.  In 
the  piston  machine  of  this  make  (Pig.  15)  there  are  no  feed  rolls 
below  the  hopper. 

When  the  chamber  has  been  filled  the  piston  is  moved  forward  by 
means  of  a  cog  wheel,  and  the  power  is  applied  by  a  worm  gear. 
This  will  give  three  or  four  hundred  pieces  per  hour.    The  same 
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style  is  also  made  double  (Fig.  16) ;  that  is,  there  are  two  hoppers 
and  the  piston  acts  in  both  directions,  the  power  being  applied  in 
the  middle ;  the  production  is  from  four  to  six  hundred  per  hour. 

This  style  of  machine  is  especially  used  for  pretty  dry  clay  for 
making  the  slabs  used  on  tile  machines,  also  for  hollow  brick,  drain 
tiles,  etc. 

The  cylinder  machine  of  this  maker  will  deliver  one  thousand 
hollow  bricks  per  hour,  having  six  holes ;  or  eight  hundred  tile 
slabs,  or  sixteen  hundred  floor  tiles,  which  are  smaller  and  thinner 


Fio.  16.— Pinette's  double-piston  press. 

than  roofing  tiles.  The  forcing  cylinders  F  F  are  at  the  rear  of  the 
machine  and  the  hopper  is  at  the  back  instead  of  on  top,  as  in  some 
machines;  See  Fig.  17,  which  shows  the  machine  making  four  rows 
of  hollow  brick  with  3  cells  in  each. 

The  receiving  table  has  a  fixed  portion,  A,  with  a  set  of  rolls,  B, 
near  the  draw  plate,  and  a  movable  portion,  C,  carrying  the  cutter  D 
on  a  frame  that  slides  with  it.  At  the  end  is  a  foot  board,  E.  When 
the  machine  is  started  the  movable  part  C  of  the  table  is  set  up 


Fio.  17.— PInette's  forcing  press  with  forcing  cylinders  or  rollers. 

against  the  fixed  part  B ;  the  pressed  clay  glides  along  over  the  roll- 
ers till  it  reaches  the  foot  board  E,  when  it  pushes  the  portion  C 
ahead;  as  this  goes  forward  the  operator  throws  the  cutters  D  D  over, 
thus  cutting  off  three  lengths  of  brick  which  he  then  removes;  while 
he  does  this  the  clay  is  still  advancing.  As  soon  as  the  operator 
has  unloaded  the  bricks,  he  pushes  back  the  part  C  and  the  foot 
board  comes  back  into  place  automatically  by  the  guide  grooves  H, 
ready  for  another  cut. 
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This  is  a  strong,  simple  machine,  easily  taken  apart  for  cleaning", 
and  will  deliver  slabs  down  to  1  inch  in  thickness  perfectly  well,  or 
hollow  slabs  li  inches,  for  partitions. 

Boulet  &  Co.  exhibit  a  machine,  shown  in  Fig.  18,  with  two 
propelling  screws  :  these  turning  towards  each  other  below  the  feed 
rollers  force  the  clay  out  through  the  draw  plate. 

The  propelling  screws  are  driven  by  gears  on  either  side  of  the  main 
shaft.  The  table  of  this  machine  is  similar  to  that  of  Pinette's. 
The  machine  will  make  seven  hundred  to  one  thousand  bricks  per 
hour  with  6  horse-power.  The  cut.  Fig.  18,  shows  the  whole  rigging 
set  up  for  brick  making.  The  vertical  mixer  A  is  supplied  by  the  end- 
less belt  B  on  which  is  thrown  clay  already  wetted,  or  else  dry  clay 


Fia.  18.— Boulet  &  Co.'s  press  with  two  forclnji:  screws,  arranged  In  connection  with  the  mizeTr 


to  which  the  water  is  added  in  the  mixer.  The  brick  machine  C  is  set 
just  below  the  mixer  and  fed  from  it.  The  larger  size  of  this  machine 
will  make  fifteen  hundred  bricks  per  hour,  with  6  to  8  horse-power. 

They  also  exhibit  a  single  screw  machine  of  the  form  shown  in 
Fig.  19. 

Messrs.  Joly  &  Foucart  exhibit  a  machine  of  similar  type,  but 
more  compact;  Fig.  20.  This  machine  makes  four  hundred  to  one 
thousand  bricks  per  hour  with  6  horse-power.  They  also  make  the 
larger  size. 

The  same  firm  also  exhibits  a  special  delivery  table  (Fig.  21)  for 
making  plain  flat  roof  tiles.  As  the  clay  comes  from  the  draw  plate 
it  passes  between  two  large  rollers,  E  F,  covered  with  kid,  whose 
circumference  is  just  the  length  of  one  tile.  The  upper  cylinder  E 
carries  a  recess  into  which  a  projection  of  the  lower  cylinder  F  fits; 


conveyor,  etc. 
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as  it  comes  around  it  forces  the  clay  into  the  recess  and  thus  forms 
the  projection  or  hook  on  the  tile.    Just  beyond  the  recess  in  cylia- 


Fio.  19.— Boulet  &  Co.'s  press  with  sini^le  forcini?  screw. 

der  E  a  wire  is  stretched  across  two  of  the  gear  teeth,  and  this  cuts, 
the  tiles  off  the  proper  length. 


Fio.  20.— Joly  &  Foucart's  forcing  press. 


One  Swiss  house,  C.  Borner  &  Co.,  of  Rorschach,  show  a  fine  line 
of  brick  and  tile  machinery,  including  clay  washers,  grinders,  mix- 


Fio.21.  -Joly  &  Foucart'R  delivery  table. 
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«rs,  and  cutters,  besides  the  regular  brick  machines.  Their  brick 
machine  (Fig.  22)  has  a  fine  finish  and  is  supplied  with  steel  shaft- 
ing and  cast-steel  screw.  They  make  two  sizes.  The  smallest 
will  make  from  seven  to  eight  thousand  brick  per  day,  and  takes  4 


to  5  horse-power.  The  larger  size  makes  eight  to  ten  thousand  brick, 
and  takes  7  to  8  horse-power  to  run  it.  They  are  fitted  with  different 
forms  of  draw  plates  for  hollow  brick,  tiles,  fancy  brick,  etc.  There 
is  one  for  making  a  corrugated  lap-joint  tile  having  a  lug  at  one 
end  for  securing  it  in  place.    In  order  to  obtain  the  projecting  lug. 


which  is  on  the  upper  end  of  the  under  side,  the  tile  as  it  comes 
from  the  machine  has  a  rib  on  its  whole  length,  the  greater 
part  of  which  is  removed  by  hand  with  a  special  tool,  leaving  only 
the  upper  end  for  the  hook.  They  also  make  a  very  neat  form 
of  cutting  table,  shown  in  Fig.  23.    The  receiving  table  of  this 


FIO.S2— Brick  machine,  by  Boraer  &  Co.,  Switzerland. 


Fio.  28.— Cutting:  table,  by  Bomer  &  Co. 
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firm  is  built  in  a  little  different  form;  the  roller  carriage  C  is  set  on 
grooved  casters  running  on  rails,  set  on  top  of  the  fixed  table  A. 
The  lever  D,carrying  the  wire  cutters, is  balanced  by  a  counterweight, 
P,  below  the  table,  that  brings  it  back  into  place  after  use. 


Fia.  24.— Hand-power  brick  machine,  by  J.  Ollagnier. 

Mr.  J.  Ollagnier  exhibits  a  small  hand-power  brick  machine  (Fig, 
24).  With  a  man  to  run  it  and  a  boy  to  attend  the  bricks  and  clay, 
three  to  five  hundred  brick  may  be  made  per  hour.    It  is  a  piston 


Fio.25.— Boulet  &  Co.'s  "  revolver''  forcing  machine. 

machine,  with  rapid  return  of  the  piston  in  order  not  to  delay  the 
work.  It  is  a  stout,  simple  machine,  and  quite  low  priced,  costing 
about  $110. 

This  style  is  also  made  to  work  both  ways,  with  two  draw  plates 
operated  alternately.    It  can  also  be  run  by  power  as  other  machines. 
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(10)  The  machines  for  manufacturing  chimney-flue  tiles  or  "  wag- 
ons" so  much  used  here,  and  drain  pipes  with  heel  joints,  are  similar 
in  their  working  to  the  brick  machines,  only  they  are  set  up  vertical. 
They  are  really  vertical  forcing  machines,  and  are  either  contin- 
uously fed,  by  rollers,  or  else  operated  by  means  of  a  piston,  in  which 
case  there  must  be  pauses  in  the  work  in  order  to  reload  the  cham- 
ber.   Several  exhibits  of  these  machines  are  made. 

Boulet  &  Co.  make  both  piston  and  cylinder  machines.  In  both 
cases  the  operator  is  on  the  floor  below  that  on  which  the  machine 
is  set. 


One  of  their  piston  machines  has  two  cylinders  used  alternately 
with  the  same  piston;  one  is  being  filled  while  the  other  is  under 
pressure;  it  is  called  a  revolver"  machine  on  this  account.  See 
Fig.  25. 

The  material  as  it  passes  through  the  forcing  plate  is  received  on  a 
table  which  is  so  supported  by  chains  and  counterweights  below 
the  floor,  that  it  is  pushed  down  as  the  clay  descends.  A  sliding 
cutter  cuts  off  the  material  to  the  proper  length.  This  will  make 
eighty  pieces  per  hour.  The  draw  plate  is  made  in  a  similar  way  to 
that  on  the  horizontal  machines. 

Another  of  their  piston  machines,  shown  in  Fig.  26,  has  a  square 
-cylinder  which  is  charged  at  the  side  through  doors. 


*Fio.  26.— Boulet  &  Oo/s  vertical  flue-tile  machine  with  charging  doors. 
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This  firm  also  makes  machines  where  the  pressure  is  produced  by 
the  action  of  the  feed  cylinders,  thus  making  a  continuous  machine; 
(Fig.  27).    It  takes  3  to  4  horse-power  to  run  it. 

Messrs.  Joly  &  Foucart  exhibit  a  continuous  machine  (Fig.  28), 
where  the  whole  machine  is  on  one  frame,  set  on  the  floor,  where  the 
operator  stands  so  that  he  can  see  and  attend  to  all  the  parts. 

The  feed  is  from  the  side,  through  the  hopper  H,  which  is  fitted 
with  a  frame,  F,  to  receive  an  endless  belt  bringing  the  clay  up  from 


Fm.  27.— Boulet's  vertical  tile  machine  with  forcing  rollers. 

the  floor.  The  brick  are  cut  off  by  means  of  the  slide  frame  S,  car- 
rying a  wire.  An  automatic  stop-lever  T  is  set  at  the  right  height 
so  that  when  the  material  should  be  cut  off  the  belt  is  thrown  off 
and  the  feed  and  pressure  motion  stopped  immediately.  This  ma- 
chine has  a  powerful  screw  that  forces  the  clay  through  the  draw 
plate. 

For  pieces  with  slanting  ends  the  cutting  frame  S  is  lowered  on 
one  side  the  proper  amount  to  give  the  slant. 

(11)  The  firm  of  J.  Chambrette-Bellon,  exhibits  a  piston  machine, 
worked  by  hand,  for  making  small  hub  pipes  up  to  8  inches;  see 
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Fig.  29.  The  piston  forces  the  material  upward  instead  of  down- 
ward. The  draw  plate  portion  D  is  hinged  so  as  to  be  removed  for 
filling  in  the  clay.  It  will  make  fifteen  to  twenty  pieces  of  pipe  per 
hour  up  to  40  inches  long. 


Fio.  28.  -  Joly  &  Foucart's  self-contained  continu-  Fio.  29.— Small  drain-pipe  machine,  by  J.  Cham- 
ously  actinK  tile  machine.  brette-Bellon. 
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REPORT  ON  THE  RAILWAY  PLANT. 


By  Prof.  LEWIS  M,  HAUPT. 


L— The  Installation. 

Under  Class  61,  in  the  sixth  group,  are  included  the  various  appli- 
a>iices  for  the  construction,  equipment,  management,  and  operation 
of  railways  from  distant  quarters  of  the  globe. 

They  are  conspicuously  di.splayed  in  the  western  angle  of  the 
palace"  or  machinery  hall,  where  they  cover  more  than  3  acres  of 
space,  and  include  such  articles  as — 

Springs,  buffers,  brakes,  etc. 

Permanent  way :  Rails,  chairs,  fish  plates,  crossings,  switches,  turntables 

buffers,  water  cranes  and  water  tanks,  optical  and  acoustic  signals. 
Various  kinds  of  safety  apparatus  and  block  systems. 
Fixed  appliances  for  tramways. 

Rolling  stock:  Passenger  cai*s,  construction  cars,  freight  cars,  cattle  cars, 

locomotives,  tenders. 
Self-moTing  carriages  and  road  engines. 

Special  machines  and  tools  for  shops  of  maintenance,  repair,  and  construc- 
tion. 

Appliances  and  machines  for  inclined  planes  and  self-acting  planes;  models 

of  engines,  systems  of  traction,  and  apparatus  relating  to  railways. 
Rolling  stock  for  tramways  of  various  kinds. 

Models,  plans,  and  drawings  f  ->r  depots,  stations,  car  houses,  and  other 
buildings  necessary  for  the  working  of  railroads. 

The  exhibits  are  not  arranged  in  groups  according  to  subjects,  but 
appear  to  be  assigned  indiscriminately  according  to  territorial  di- 
visions, some  miscellaneous  models  of  this  class  being  in  detached 
buildings  or  in  other  portions  of  the  Exhibition.  The  plant  repre- 
sents not  only  the  present  forms  of  construction,  but  is  to  some  ex- 
tent historical,  illustrating  the  development  of  railroads  and  their 
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appliances  from  the  days  of  Trevethick,  Watt,  and  Stephenson  to 
those  of  modern  constructors  innumerable. 

It  is  not  our  intention,  however,  to  devote  any  spac3  to  the  history, 
which  is  an  oft-told  tale,  but  rather  to  direct  attention  to  some  of 
the  more  prominent  features  of  this  truly  excellent  display  as  they 
have  been  presented  to  meet  the  requirements  of  transportation  in 
the  civilized  countries  of  the  world. 

The  principal  nations  represented  are:  France,  with  her  158  ex- 
hibits; the  Colonies,  Algeria,  with  4  exhibits;  Austria-Hungary,  2; 
Belgium,  37;  Spain,  2;  the  United  States,  20;  Bolivia,  2;  Chile,  1; 
Great  Britain,  19;  Italy,  4;  Norway,  1;  Brazil,  3;  Roumania,  1; 
Russia,  2;  Switzerland,  8;  and  Holland,  1;  giving  a  total  of  265. 

II. — Description  of  Typical  Exhibits. 

FRENCH  EXHIBITS  OF  ROLLING  STOCK. , 

Amongst  the  most  important  of  the  French  exhibits  mav  be 
mentioned  those  of  the  Administration  desChemins  de  fer  de  I'Etat; 
Soci^t^  des  Anciens  Etablissements  Cail;  Compagnie  de  Fives- 
Lille;  Compagnie  des  Chemins  de  fer  de  B6ne  k  Quelma;  de  I'Est; 
du  Midi  et  du  Canal  Lateral  k  la  Garonne;  du  Nord;  de  TOuest;  de 
Paris  h  Lyon  et  k  la  M^diterrande;  de  Paris  k  Orleans;  with  numer- 
ous manufacturers  and  special  exhibitors,  including  the  railway- 
statistics  by  the  minister  of  public  works,  in  the  Trocadero. 

The  Western  Railway  Company  (Compagnie  des  Chemins  de  fer 
de  rOuest),  M.  F.  Clerault,  chief  engineer,  make  a  representative 
display  of  modern  rolling  stock  as  used  in  France,  which  they  have 
fully  presented  in  a  special  monograph  entitled  "Notice  sur  les 
Objets  pr^sent^  k  TExposition  Universelle  de  1889." 

This  exhibit  embraces  locomotives,  carriages,  special  vans  and 
apparatus,  models,  and  designs  as  follows:  Express  locomotive  No. 
623,  with  three  axles,  two  being  coupled;  another,  No.  951,  with  two 
coupled  drivers  and  bogie  truck;  a  tank  engine  with  two  axles, 
sleeping  cars,  mixed  carriages  for  light  trains,  experimental  van 
with  dynamometer,  etc. 

In  addition  to  the  above  there  are  sixty-three  special  exhibits  of 
brakes,  couplings,  apparatus  for  heating  and  lighting,  and  various 
mechanisms,  forming  a  very  instructive  display. 

This  company  was  the  first  in  France  to  construct  locomotives 
with  coupled  drivers.  The  type  introduced  in  1855,  with  wheels  of 
6.26  feet  diameter,  was  in  use  without  material  change  until  1874. 

Since  then  greater  power  has  been  obtained  by  extending  the  fire 
box  over  the  rear  axle,  increasing  the  diameter  of  the  drivers  to  6.7 
feet,  and  enlarging  the  cylinders  and  smokestack.  Seventy-one  of 
these  machines  are  now  in  service. 
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The  general  construction  of  the  engine  is  shown  in  Figs.  1  and  2, 
from  which  it  appears  that  the  cylinders  are  inside  with  valves 
above.  The  forward  drivers  have  crank  axles,  but  the  connecting 
rods  are  outside.    The  total  wheel  base  is  16.5  feet. 


Fio.  2.— Plan. 


Erpress  passenger  engine  No.  6S8. 

The  principal  dimensions  and  weights  are  given  in  the  accompany- 
ing table. 

The  total  length  of  engine,  without  tender,  between  buffers,  is  26.9 
feet. 
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OenercU  data  relative  to  engines. 


Passenger 
No.  03. 

Boffie 
No.  961. 

Tank 
No.  8538. 

 feet.. 

4.477 

4.477 

4.47 

 do... 

5. 18 

5.58 

4.18 

 do... 

3. 48 

8.45 

8.86 

17.76 

19.25 

18.77 

 feet.. 

5.64 

6.51 

4.02 

Number  of  tubes  

i  188 
1  12 
I  1.92 
1  1.76 

!-  2U8 

1.75 

S 

!•  1.75 
s 

 feet.. 

10.5 

13.71 

10.5 

He&tiuf?  surface  of  fire  box  

square  feet . . 

ma 

ior.6 

81.77 

Heating  surface  of  tubes  (exterior)  

 do... 

1,086 

1,841 

990.6 

1  ISO 

1  448.6 

1  072  4 

5.9 

6. 17 

4. 72 

4.82 

4.37 

4.86 

 do. . . 

4. 13 

4.03 

3.98 

4.08 

4,07 

Length  of  boiler  

 do... 

9.97 

13.88 

10  17 

0.55 

0.6 

0  65 

7. 21 

7  21 

T  IK 
i .  lO 

Volume  of  water  when  4  inches  below  crown  , 

107.63 

127.08 

94  15 

51. 1 

66.48 

50  48 

142 

156.2 

142 

6. 78 

4. 16 

4  18 

26. 9 

88. 39 

27.  W 

Diameter  of  wheels: 

Forward  

do 

8.74 

8.06 

5,06 

6.70 

6.70 

5.06 

Interval  between  axles: 

7  7 

6  56 

7  06 

8.86 

8.89 

7.64 

Tlilrd  to  rear  

  do 

8.85 

 do 

16.66 

24.80 

14.59 

 do. 

1.41 

1.51 

1,41 

Stroke  of  pistons  

 do.. 

1.968 

2.16 

1.968 

5.90 

7.21 

5.74 

2.70 

2.88 

2.18 

78  100 

96  800 

78.480 

For  service: 

 do... 

26,290 

19,800 

29.700 

29,480 

20,900 

30.360 

29,480 

82,560 

31,210 

 do... 

31,900 

Total   

a5,250 

105,160 

91,300 

 do... 

9.884 

10.740 

15.216 

18.94 

13.94 

13.94 

8,800 
2,640 
15,020 

Weight  of  fuel  

 do... 

 do... 

14,740 

16.280 

Digitized  by  Google 


RAILWAY  PLANT. 


441 


Express  locomotive  No,  951  with  coupled  drivers  and  bogie. 

Another  style  of  engine  shown  by  this  company  was  specially  de- 
signed for  the  heavy  traffic  on  certain  parts  of  their  lines. 

Its  characteristic  features  are  well  illustrated  in  Figs.  3  and  4. 
The  use  of  the  bogie  truck  has  been  found  in  practice  to  increase 
the  stability  of  the  machine  as  well  as  to  preserve  the  track.  The 


Fio.  8.— Bogle  engine  No.  961,  Westera  Railroad,  France. 


mechanism  is  modified  accordingly.  The  cylinders,  valves,  and  con- 
nections are  well  inside  the  frame,  excepting  the  connecting-rod  for 
the  drivers. 

The  lateral  play  of  the  bogie  is  about  2  inches.  It  is  controlled 
by  a  spring  of  which  the  initial  tension  is  3,080  pounds,  and  the 
elasticity  1  inch  per  ton.  The  axis  of  the  pintle  is  supported  2  inches 
to  the  rear  of  the  center  so  that  the  tracking  of  the  bogie  is  facili- 
tated on  curves. 


Fio.  4.— Bogle  truck  of  No.  051,  Western  Bailroad,  France. 


The  total  weight  of  the  engine  is  105,160  pounds,  and  the  length 
between  buifers  for  engine  only  is  33.39  feet.  (The  remaining  data 
are  given  in  the  preceding  table.) 
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The  load  is  distributed  equally  over  the  drivers  by  means  of  two 
longitudinal  balance  beams  connected  with  the  springs. 

The  draw  bar  between  the  engine  and  tender  has  no  springs  but 
adjusts  itself  by  means  of  the  oblique  buffers,  known  as  the  system 
of  E.  Roy  and  introduced  by  this  company  in  1884.  The  buffers 
are  of  cast  iron;  those  on  the  engine  have  a  spherical  surface,  the 
center  of  which  is  at  the  coupling  pin;  those  of  the  tender  are  plane 
and  inclined  at  an  angle  of  about  50  degrees.  This  arrangement 
eliminates  the  oscillations  on  tangents  and  adapts  itself  to  curves 
with  good  results. 

The  feed  water  is  supplied  by  two  of  Friedman's  injectors. 

The  brake  consists  of  four  cast  shoes  placed  between  the  drivers 
and  actuated  by  two  vertical,  pneumatic  cylinders  operating  upon 
the  cams. 

Tender  tvith  two  axles.— -The  capacity  of  the  tank  is  370  cubic  feet. 

This  quantity  enables  the  engine  to  draw  trains  of  fifteen  car- 
riages, without  stopping,  from  Paris  to  Rouen  (84  miles).  It  has 
been  designed  with  the  view  of  securing  the  maximum  load  com- 
patible with  only  two  axles. 

The  air  brake  has  eight  cast  shoes  operated  through  triangular 
connections  as  on  the  carriages.  A  footboard  extending  the  length 
of  the  tender  permits  communication  to  be  made  with  the  engine 
driver. 


The  weight  of  empty  tender  is  pounds. .  26,620 

The  weight  of  tools                                                                 .do. .  1, 320 

The  weight  of  water  do . . .  23, 100 

The  weight  of  fuel  do    .  6, 600 


Total  weight  ready  for  service  do. . .  57,640 

Weight  on  each  wheel  do  . .  14,410 

Wheel  base                                                                         feet..  9  68 

Diameter  of  wheels  (tires  2. 6  inches  thick)  do. . .  3. 74 

Total  length  of  engine  and  tender   do. . .  49. 95 

Total  weight  of  engine  and  tender  (in  use)  pounds. .  162,800 


Carriage  tmth  a  sleeping  compartment. 
(Figs.  5  and  6.) 

The  car  shown  in  these  figures  contains  three  compartments  for 
first-class  passengers,  two  for  day  travel,  with  space  for  eight  persons 
each,  and  one  for  night  travel,  with  beds  for  four  adults.  The  mid- 
dle compartment,  which  is  8.85  by  10  feet,  contains,  beside  the  three 
movable  couches,  a  toilet  closet.  The  dimensions  are  adapted  to  the 
wheel  base  (14.43  feet),  which  in  turn  is  limited  by  the  turntables  of 
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the  main  line.  Whilst  there  are  seats  for  five  there  are  but  four 
full  length  beds;  three  of  these  are  placed  parallel  to  the  axis  of  the 
train  and  are  folded  down  by  a  bascule  movement.  The  fourth  bed 
is  made  by  a  leaf  prolonged  under  the  lavatory  table  so  as  to  permit 


Fio.  5.  Saloon  sleeper,  Western  Railroad,  France. 

the  traveler  to  extend  his  full  length  across  the  car.  This  couch  is 
sufficiently  large  for  two  children.  There  are  also  pillows,  folding 
chairs,  ottomans,  an  articulated  table,  and  other  appointments.  For 
the  use  of  invalids  the  doors  are  made  double,  so  that  wiien  neces- 
sary both  may  be  opened  to  admit  a  bed,  litter,  or  rolling  chair.  In 


Fio.  6. -Plan. 

all  the  compartments  the  floor  is  covered  with  a  thick  felt  packing 
to  deaden  the  vibrations.  Communication  between  the  carriages  is 
effected  by  means  of  the  outer  footboard  and  handrail. 

The  journal  boxes  have  a  transverse  and  longitudinal  play  of  about 
one-third  of  an  inch» 
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There  are  eight  cast-iron  brake  shoes  operated  by  compressed  air. 
The  general  dimensions  are  given  in  the  following  table: 


Dimensions  and  weights. 


Saloon 
sleeper. 

Mixed 
car. 

 feet.. 

24. 99 

28. 

  do.  . 

0.  oO 

o.oo 

Maximum  height  (floor  to  ceiling  at  center)  ...do  . 

6  80 

6  50 

Total  number  of  passengers  

21 

26 

Length  from  out  to  out  of  buffers . . . 

 feet 

27.94 

27.2 

Length  of  springs  between  points  of 

support. .  .do. . 

7.21 

5.05 

Flexibility  per  ton  (2,240  pounds) .  . . 

0.42 

0.16 

Axle  Journal,  diameter  .   . 

8.96 

3.12 

Axle  journal,  length  

 do.. 

7.08 

6.24 

Axle  body,  diameter  at  center   

 do.. 

5.0 

4.44 

 feet 

8  88 

8.88 

Mean  weight  of  an  axle,  mounted  . . 

. .    .  pounds. 

2.200 

1,980 

Number  of  axles  

2 

2 

Distance  between  axles  

 feet 

14.43 

12.32 

Weight  empty  (including  brake)  . . . 

 pounds 

28,100 

22,440 

Dead  load  per  passenger  

 do  . 

1.100 

802 

 feet 

1.88 

0.97 

Mixed  carriage  for  light  trains. 

This  carriage  is  designed  to  transport  first  and  second  class  pas- 
sengers and  to  provide  a  large  baggage  compartment,  so  that  by  the 
addition  of  a  single  third-class  carriage  it  may  constitute  a  train  of 
sufficient  capacity  for  secondary  or  branch  lines. 

The  principal  dimensions  are  stated  in  the  foregoing  table. 


Fio.  7. —Mixed  carriage,  Western  Railroad,  France. 
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Fio.  8.-i-Plan. 

SPECIAL  DEVICES  AND  APPARATUS. 


The  most  direct  method  of  determining  the  resistances  of  trains  is 
by  means  of  the  dynamometer,  and  with  this  end  in  view  this  com- 
pany has  fitted  up  a  car  with  instruments  designed — 

(1)  To  measure  and  record  the  power. 

(2)  To  measure  and  record  total  work. 

(3)  To  register  the  speed  by  means  of  a  special  trochometer. 

(4)  The  determination  of  the  number  of  revolutions  of  the  wheels. 

(5)  The  registration  of  time  every  ten  seconds  by  means  of  an  elec- 
tric clock. 

(6)  The  marking  of  the  kilometers  or  any  other  important  dis- 
tances on  the  route. 

These  three  last  elements  are  indispensable  for  verifying  the  results 
furnished  by  the  other  instruments. 

(7)  The  analyses  of  the  gas  used  in  combustion.* 

The  Western  Railway  Company  of  France  also  use  the  Westing- 
house  compressed-air  brake,  and  have  placed  in  each  compartment 
a  button  or  ring  by  which  the  train  may  be  stopped  by  any  passen- 
ger, but  the  unnecessary  use  of  it  is  accompanied  by  a  severe  penalty. 
In  the  course  of  its  experiments  as  to  the  best  mode  of  coupling  the 
air  brakes  the  company  have  tried  no  less  than  nine  different  systems 
since  1883,  and  are  still  trying  new  methods.  These  are  described 
in  a  pamphlet  issued  by  the  company. 

Since  1876  an  improved  method  of  oiling  pistons,  eccentrics,  and 
axles  has  been  in  use  and  has  been  extended  rapidly.  It  consists  of 
capillary  tubes  in  which  the  oil  drawn  in  by  the  movement  of  the 
piece  is  projected  into  a  sort  of  basin,  from  whence  it  is  fed  to  the 
part  to  be  lubricated  through  a  small  opening. 

A  new  automatic  greaser  is  also  used  for  the  valves.  It  was  intro- 
duced in  1884. 

Since  January,  1878,  mineral  oils  obtained  from  Russian  and  Amer- 
ican petroleum  have  been  in  successful  use  for  lubrication  with  good 
results.    Samples  are  on  exhibition. 

*  The  description  of  theee  instruments  is  omitted  for  want  of  space. 
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Escape  nozzles  have  been  designed  by  this  company,  whicli  are  so 
successful  as  to  have  led  to  their  general  application.  These  are  so 
fixed  as  to  increase  the  useful  effect  of  the  apparatus.  (See  Figs.  9  and 
10.)  An  annular  tuyere  containing  a  large  number  of  holes  induces 
a  suction  through  the  ring.  A  central  opening  distributes  the  draft 
more  uniformly  amongst  the  different  layers  of  the  tubes  and  facili- 
tates their  cleaning. 

To  prevent  waste  of  fuel  from  the  energetic  draft  a  brick  arched 
deflector  is  placed  in  the  fire  box  immediately  below  the  tube 
plate,  whereby  a  more  perfect  combustion  is  effected.  It  has  been 
in  use  since  1884  with  very  good  results.  The  mean  life  of  the  arch 
is  seven  months. 

Acetate  of  soda  heaters, — By  this  mode  of  heating  (Ancelin  system) 
the  crystallized  acetate  of  soda,  freed  from  tarry  matter  and  contain- 
ing four  equivalents  of  water,  is  substituted  for  the  warm  water. 
This  salt  by  reason  of  the  latent  heat  necessary  for  fusion  contains 


for  an  equal  volume,  and  between  the  same  limits  of  temperature, 
four  times  more  useful  heat  than  does  water.  These  heaters,  tried 
by  the  company  in  November  1879,  on  an  express  train  from  Paris 
to  Rennes,  have  since  been  introduced  in  all  the  express  and  omnibus 
lines  of  Havre  and  Dieppe,  and  also  in  the  trains  of  the  line  to  Ver- 
sailles; 2,100  of  the  acetate  heaters  were  in  use.  during  the  winter  of 


Heaters  with  interior  flues, — These  heaters  were  intended  to  dis- 
pense with  the  maintenance  of  the  hot-water  boxes  in  the  carriages 
by  placing  bel6w  the  floor  a  fixed  heater  fed  by  water  warmed  from  a 
flame  of  fire  at  the  end  of  tlie  box  (Fig.  11).  In  each  heater  there  is 
a  horizontal  flue  in  the  form  of  an  3  which  carries  off  the  products 
of  combustion  (Fig.  18).  The  firebox  consists  of  a  cage  of  perforated 
sheet  metal  in  which  the  ignited  fuel  is  placed.  The  liquid  employed 
is  a  mixture  of  glycerin  and  water  which  freezes  only  at  2°  F. 
The  temperature  may  be  maintained  at  50°  for  eight  to  nine  hours 
without  adding  fuel,  which  may  be  done  by  trainmen  without  dis- 
turbing the  occupants  of  the  carriage. 


Figs,  g  and  10.— Escape  nozzle. 


1888-'89. 
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Fio.  11.— Fire  box. 


Fio.  12.--Vertical  raction. 


0 


Fio.  18.— Plan. 
Heater  with  interior  flues. 


Thennosyphon  heaters. — Another  form  of  heater  consists  of  a  fire- 
box, H  (Fig.  14),  in  the  form  of  a  cylinder  of  sheet-iron  pierced  with 
holes  and  placed  under  one  of  the  outer  traverses  of  the  carriage,  A 
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Fio.  14.— Thermof»yphon  heater. 
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helical  tube  containing  the  water  to  be  warmed  surrounds  the  cylinder 
and  extends  by  branches  along  the  sill  of  the  carriage,  establishing  a 
circulation  with  the  several  compartments.  It  will  warm  two  com- 
partments for  about  five  hours  without  replenishing  the  fuel,  which 
is  charcoal. 


Fio.  15.— Uncoupling  device.  Elevation. 

Tendeur  h  diclenchement  {uncoupling  device). — When  it  is  desired 
to  drop  passengers  at  a  station  without  stopping  the  express  trains  a 
special  carriage  is  placed  in  front  of  the  cars  to  be  detached,  which 
are  at  the  rear  of  the  train.  At  the  preceding  station  a  "guard" 
uncouples  the  safety  chains  and  just  before  reaching  the  proper 
point  a  train  hand  closes  the  valves  of  the  air  brakes  of  both  carriages 


Fio.  16.— Uncoupling  devioe. 


and  separates  the  hose  couplings,  and  finally  at  the  right  moment  he 
opens,  by  means  of  a  pawl,  the  outer  cheek  and  allows  the  hook  of 
the  preceding  carriage  to  escape.  A  special  reservoir  furnishes 
power  for  the  brakes  of  the  detached  portion  of  the  train.  (For  de- 
tails, see  Fig.  16.) 

Molding  by  machinery, — For  a  long  time  machine-molding  has 
been  substituted  for  hand  work  with  better  results  and  less  cost. 
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The  tool  consists  of  a  pair  of  machines,  one  of  which  makes  the  top^ 
the  other  the  bottom  of  the  mold.  The  two  flasks  containing  the 
pieces  to  be  cast  are  assembled  on  a  centering  machine  ready  for  use. 
By  this  means  a  great  variety  of  forms  are  turned  out  at  the  foundry 
in  a  very  short  time,  and  in  excellent  condition. 

The  exhibit  also  embraces  an  axle  which  has  made  a  mileage  of 
491,338  miles  without  signs  of  fracture,  and  a  cast-steel  driving-wheel 
tire  of  273,737  miles.  The  latter  was  in  use  eight  years,  from  1881to 
January,  1889,  in  which  time  its  original  thickness  of  70  millimeters 
(2.73  inches)  was  reduced  50  per  cent.  The  proof  test  for  tires  in 
1885  consisted  of  a  breaking  stress  of  102,564  pounds  per  square  inch, 
with  an  elongation  of  15  per  cent  at  the  point  of  rupture  and  four 
blows  from  a  ram  of  1  ton  falling  from  a  height  of  32.8  feet.  The 
result  of  these  severe  tests  has  been  to  increase  the  life  of  the  tire 
about  40  per  cent. 


Fig.  17.— Balance  beam. 


A  chronographic  register  is  also  used  to  show  the  irregularities  of 
the  train  movement  and  various  other  important  elements.  From 
the  register  submitted  it  would  seem  that  at  high  speeds  the  oscilla- 
tions are  considerable. 

On  engine  No.  621  there  is  also  shown  a  tranverse  balance  beam 
for  equalizing  the  load  on  the  journals  of  the  forward  driver.  It 
consists  of  an*  articulated  beam  resting  on  disks,  as  seen  in  Fig.  17. 
Another  form  of  transverse  balance  is  also  shown  on  engine  No.  623. 
The  remainder  of  the  exhibit  consists  of  charts,  designs,  and  photo- 
graphs illustrating  the  developments  made  by  the  company  from 
1837,  when  the  engines  weighed  only  9.5  tons,  to  the  present  time. 

As  the  water  used  on  this  route  contains  lime  and  other  ingredients 
producing  incrustations,  the  company  have  recourse  to  a  disincrustant 
made  by  boiling  together  100  parts  by  weight  of  a  wash  of  caustic 
soda  at  45"*  Baumd,  200  parts  of  powdered  quebracho  wood,  and 
500  parts  of  water,  which  is  allowed  to  settle,  and  after  decanting 
the  clear  liquid  the  residue  is  again  mixed  with  water,  boiled,  and  de- 
ll. Ex.  410— VOL  III  29 
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canted.  The  operation  is  repeat-ed  until  the  material  is  exhausted. 
This  should  give  about  2  tons  of  liquid,  showing  11°  by  Baum^'s 
hydrometer.  It  has  been  in  use  for  ten  years.  This  company  oper- 
ated 2,694  miles  of  railroad  (January,  1889).  The  annual  train 
mileage  was  20,454,200  miles  at  the  same  date. 


It  has  in  actual  service — 

Locomotives  '.   1 , 869 

Passenger  carriages   8,709 

Special  wagons   1,773 

Freight  wagons  20, 208 

Dumping  cars   486 


Valued  at  $39,268,600,  with  nearly  $2,000,000  worth  of  tools  and 
machinery  at  the  various  shops  and  depots. 

THE  PARIS,  LYONS  AND  MEDITERRANEAN  COMPANY. 

This  company  made  an  extensive  display,  embracing  two  locomo- 
tives,  C-1  and  No.  4301,  one  sleeping  car,  three  day  coaches,  and 


Fio.  1&— Paris,  Lyons  and  Mediterranean  Company's  engine  C-1. 


various  special  features  of  which  only  a  few  pieces  can  be  described 
in  detail. 

The  locomotive  C-1  (Fig.  18),  designed  for  high  speed,  has  only 
been  in  service  since  the  beginning  of  the  year  1889. 

It  is  a  compound  engine  with  four  cylinders,  two  interior  operating 
the  forward  drivers  and  two  exterior  on  the  rear  drivers.  In  ad- 
dition to  the  drivers  it  has  one  leading  and  one  trailing  axle. 

The  general  design  of  this  engine  is  shown  by  the  diagram. 
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The  principal  dimensions  and  weights  are: 


Length  of  grate  feet 

Breadth  of  grate  do. . 

Surface  grate  square  feet. 

Number  of  tubes    

Length  of  tubes  feet. 

Interior  diameter  of  tubes  Inches. 

Interior  surface  tubes  square  feet. 

Surface  of  Are  box  do. . 

Total  heating  surface  do. . 

Interior  diameter  of  boiler  feet. 

Thickness  of  bofler  (steel)  inches. 

Boiler  pressure  pounds  per  sq.  In. 

Water  capacity  (with  level  4  inches  below  crown )  cubic  feet. 

Diameter  of  admission  cylinder  feet. 

Diameter  of  expansion  cylinder  do. . 

Stroke  of  pistons  

Number  of  axles  

Number  coupled  

Distance  between  extremes  feet. 

Diameter  of  drivers   do. . 

Diameter  of  bearing  wheels  do. . 

Weight  on  rails  per  axle  (in  service)— 

First  pounds. 

Second.    do.. 

Third  do. . 

Fourth  do.. 

Total  weight  do.. 

Total  weight  empty  do . . 

Tractive  power  do. . 

Adhesion  at  14  per  cent  of  weight  on  drivers  do. . 

Tenders- 
Capacity  of  tank  cubic  feet. 

Weight  of  fuel   .pounds. 

Wheel  base  feet. 

Diameter  wheels   do. . 

Weight  on  rail  per  axle,  loaded- 
First  pounds. 

Second  do. . 

Third  do. . 


No.  0-1.    No.  4301 


Total  

Empty  with  fixtures . 


.do. 
.do. 


7.69 
8.81 
25. 16 
185. 
18.22 
1.75 
1,169.05 
124.9 
1.284.04 
4. 18 
0.55 
218.8 
180.6 
1.01 
1.64 
2.02 
4 
2 

19.22 
6.66 
4.26 


29,480 
82,660 
82,560 
28, 100 


117,700 


106,900 
9,652. 
9,116.06 

568.08 
6,600. 
11.15 
8.98 


26,224 
27,148 
2?,  148 


80,0U0 
88,600 


First-class  coach  with  interior  central  aisle  {No,  ^-223). — This  ele- 
gant carriage  contains  eight  first-class  compartments  and  approx- 
imates to  the  saloon  cars  in  use  in  the  United  States.  As  will  be 
seen  from  the  drawing  (Fig.  19),  the  capacity  is  limited  in  conse- 
quence of  the  inability  to  increase  the  width,  and  hence  25  per  cent 
of  the  seats  are  surrendered  for  the  interior  passageway.  The  com- 
partment feature  is  retained  in  the  end  sections,  whilst  the  centre  is 
made  into  a  saloon.  The  water  closets  at  the  ends  are  accessible  to 
all  passengers.  The  heaters  are  reached  by  the  train  hands  from  the 
platform. 
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These  cars  are  unusually  large,  being  73.37  feet  in  length  from  out 
to  out  of  buffers,  9.8  feet  in  width,  and  8.29  in  height  of  body.  As 
these  dimensions  give  a  scant  clearance,  the  windows  are  guarded  by 
iron  bars.  The  car  will  seat  forty-seven  passengers  and  one  porter, 
or  forty-eight  persons. 

On  either  side  of  the  coach  there  are  two  doors,  placed  near  the 
middle,  with  steps  which  are  operated  automatically.  These,  with 
the  end  platforms,  give  four  entrances  and  exits.  By  thus  dispens- 
ing with  the  former  exterior  footboards  more  space  is  gained  for  air 
and  circulation  inside. 

The  car  body  is  supported  upon  two  bogie  trucks,  each  having  but 
two  axles  (four  wheels),  and  is  furnished  with  Chevalier  and  Rey 
spring  draw-bar;  a  compressed-air  brake;  a  system  of  heating  from 
two  stoves  with  heat  siphons,  each  supplying  one-half  the  carriage 
with  a  circulation  of  hot  water;  electric  bells,  to  call  the  conductor; 
double  sash,  and  an  interior  doorknob  to  open  the  doors  without 
having  to  lower  the  sash  and  reach  out,  as  at  present. 

The  frame  is  iron,  covered  with  wood. 

Principal  dimensions  and  tueights. 

Diameter  of  wheels  feet . .  8. 28 

Weight  of  an  axle  mounted  pounds. .  2, 618 

Length,  out  to  out  (over  all)  feet . .  73. 87 

Length  of  body,  end  to  end  (outside)  do . . .  65. 00 

Length  of  body,  end  to  end  (inside)  do. . .  64. 55 

Interior  width  do. . .  9.  ^ 

Exterior  width  do . . .  9. 80 

Floor  space  square  feet . .  599. 8 

Height  at  center  of  ends  feet . .  8. 29 

Cubic  contents  cubic  feet. .  4, 150 

Number  of  first-class  seats   47 

Number  of  porters                                                                         1  48 

Weight  empty  pounds. .    78, 672 

Weight  equipped  with  water,  coal,  etc  do          81, 213 

Weight  with  forty -seven  passengers  and  luggage  (these  together  being  es- 
timated at  154  pounds)  pounds. .     7, 288 

Total  do....  88,451 

Dead  load  per  passenger  do   1, 727 

Dead  load  per  passenger  without  coal  and  water  do   1,672 

Ratio  of  live  to  dead  load   1:12 

Floor  space  per  person  square  feet. .  12. 5 

Volume  per  person  cubic  feet. .  86. 4 

Car  length  per  person  feet. .  1. 53 

Another  first-class  carriage,  No.  A.  203  (Fig.  20),  is  shown  in  which 
the  passenger  way  is  placed  next  to  the  car  body  for  each  half  length 
and  is  connected  by  a  transverse  aisle.  The  three  seats  are  thus 
made  adjacent,  giving  six  to  each  of  the  eight  sections,  or  forty- 
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eight  in  all.  Each  compartment  is  closed  by  an  inside  door.  The 
general  appointments  remain  as  in  car  No.  A.  223,  but  the  dimen- 
sions are  a  few  inches  longer.  There  are  sixteen  lamps  in  each  car. 
The  weight  of  No.  203  filled  with  passengers  is  90,893  pounds. 

The  dead  load,  with  fuel  and  water  per  passenger,  is  1,738  pounds. 
Ratio  of  live  to  dead  load,  1:11.2. 

Still  a  third  form  is  shown  in  Figs.  21  and  22,  in  which  the  through 
aisle  is  omitted,  and  the  compartments  are  connected,  two  and  two, 
by  a  short  passage-way  containing  toilet  rooms  and  stoves.  One 
pair  of  the  eight  sections  is  fitted  up  with  movable  couches  which  can 
be  lowered  for  the  night  and  converted  into  beds,  three  in  each  com- 
partment. The  remaining  six  compartments  will  seat  seven  persons 
each,  making  the  full  number  forty-eight.  This  car  has,  conse- 
quently, eight  doors  on  each  side  and  the  continuous  foot  board  for 
external  passage  of  guards." 

The  outside  width  of  car  body  is  9  feet  2  inches,  and  the  length, 
over  all,  is  74  feet.  It  is  mounted,  like  the  others,  on  two  bogie 
trucks  of  four  wheels  each,  spaced  49.3  feet  apart. 

A  few  of  the  more  important  data  are  given  in  the  general  table 
relating  to  cars. 

A  car  devoted  exclusively  to  sleeping  saloons  (Fig.  23)  is  also  on 
exhibition.  It  contains  but  three  compartments,  with  toilets  and 
three  beds  in  each,  giving  a  total  of  only  nine  passengers.  It  is 
much  shorter  than  the  others,  being  only  31.3  feet  long,  and  is  sup- 
ported on  three  axles,  with  a  wheel  base  of  19.35  feet.  Its  frame  is 
of  iron  I-beams  and  channel  bars.  The  wheels  are  a  little  smaller, 
being  only  3.05  feet  diameter. 

These  cars  are  the  most  capacious,  but  at  the  same  time  the  most 
expensive,  both  on  account  of  the  long  wheel-base  and  great  ratio  of 
dead  to  live  load. 

Another  typical  coach  for  first-class  day  passengers,  well  finished, 
is  mounted  on  an  iron  frame  resting  upon  three  axles.  It  is  fur- 
nished with  an  automatic  air-brake,  which  operates  on  the  four  end 
wheels;  four  lamps,  electric  call  bell,  small  windows  looking  into 
neighboring  compartments^  and  contains  seats  for  thirty-two  per- 
sons, with  their  hand  luggage. 

The  seventh  and  last  carriage  embraced  in  this  representative  train 
is  one  for  third-class  passengers  exclusively.  There  is  no  provision 
made  for  second-class,  and  the  heavier  baggage  is  carried  in  separate 
vans. 

This  car  has  a  maximum  capacity  of  fifty  persons,  and  is  the 
lightest  and  smallest  of  any.  Its  ratio  of  live  to  dead  load  is,  there- 
fore, brought  very  low,  being  but  1  to  3,  and  if  the  only  object  were 
economy  at  any  cost,  it  would  be  a  model;  but  were  this  car  full  in 
stormy  weather,  when  the  single  window  in  each  door  must  be  closed, 
existence  would  soon  become  a  burden,  since  it  gives  but  34.5  cubic 
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The  Paris,  Lyons  and  Mediterranean  Railway  Company  have  also 
an  extensive  display  illustrative  of  the  material  employed  on  the  way 
and  for  construction.  It  includes  pieces  of  boiler-plate  riveted  by 
hydraulic  press,  eccentrics,  gas-lamps,  air-brakes,  valves,  tubes, 
journal  boxes,  and  tools  of  various  kinds. 

Of  special  machines  there  is  one  for  making  briquettes,  one  for 
regulating  the  speed  of  mining  buckets  or  skips,  a  drop  testing  ma- 
chine, another  for  testing  axles  and  tires  by  flexure  and  by  com- 
pression, an  hydraulic  dynamometer  registering  up  85  tons,  a  chrono- 
trochometer  and  various  others. 

THE  WOOLF  ENGINE. 

Amongst  locomotives  the  Woolf  engine  exhibited  by  the  Compag- 
nie  des  Chemin  de  Fer  du  Nord  is  one  of  the  most  novel  and  inter- 
esting as  representing  the  latest  developments  in  motors  in  France. 
It  is  of  the  quadruple  cylinder,  double-expansion  type,  having  the 
cylinders  placed  tandem,  two  on  either  side.  It  has  four  axles  with 
coupled  drivers  each  4.27  feet  in  diameter.  The  general  elevation 
of  the  engine  is  shown  in  Fig.  24  and  the  section  of  the  right-hand 
cylinders  in  Fig.  25.* 

The  operation  of  steam  admission  and  exhaust  in  this  locomotive 
is  as  follows:  When  the  train  is  being  started  high-pressure  steam 
is  admitted  to  the  passage  A,  shown  in  Fig.  25,  at  the  top  of  the  steam- 
chest  cover,  whence  it  passes  down  through  the  main  valve,  as  indi- 
cated by  the  arrow,  and  into  the  low-pressure  cylinder.  Therefore 
in  starting  all  cylinders  can  be  used  with  high-pressure  steam  if  de- 
sired. 

When  operating  with  double  expansion  the  steam  is  admitted 
into  the  steam  chest  at  B,  as  shown  by  the  exterior  pipes  on  the  side 
elevation;  thence  it  passes  through  the  port  C  into  the  passage  D 
and  into  the  high-pressure  cylinder.  When  the  steam  has  been  ex- 
panded in  the  high-pressure  cylinder  it  is  exhausted,  as  shown  by 
the  arrow  at  E,  through  the  passage  F  and  through  the  large  port 
into  valve  G,  and  also  through  the  auxiliary  port  in  the  valve,  as 
shown  by  the  arrows,  into  the  passage  H,  and  thence  into  the  low- 
pressure  cylinder.  After  being  expanded  in  the  low-pressure  cylin- 
der it  is  exhausted,  as  shown  by  the  arrow  at  I,  in  the  usual  manner 
through  the  exhaust  nozzles.  The  exhaust  pipes  are  independent  of 
each  other  until  near  the  top,  where  they  discharge  into  one  common 
nozzle.  This  is  stated  to  be  an  improvement  over  a  former  construc- 
tion, which  consisted  in  making  one  common  pipe  answer  the  pur- 
poses of  both  exhausts. 

It  was  necessary  to  use  the  double  port  valve  in  connection  with 

*  These  cuts,  figures,  and  abstract  are  from  the  Raihroad  Gazette  of  March  8, 1889, 
nvhich  contains  also  an  account  of  trials. 
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the  large  cylinder  in  order  to  admit  the  larger  volume  of  low-pressure 
steam  into  the  low-pressure  cylinder  without  wire-drawing,  it  being 
found  almost  impossible  to  sufficiently  increase  the  ports  of  the  low- 


pressure  cylinder  and  thus  omit  the  auxiliary  port  without  increas- 
ing, beyond  a  reasonable  limt,  the  ports  of  the  high-pressure  cylinder. 
It  will  be  noticed  that  the  ports  as  now  made  are  remarkably  large. 
In  a  design  of  valve  intended  to  admit  and  govern  steam  admissions 
into  both  low  and  high  pressure  cylinders  the  ports  must  uecessa- 
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rily  be  large.  This  valve  is  made  of  gun-metal  bronze  and  balanced 
by  an  annular  packing  ring,  as  shown  in  Fig.  25.  Any  leakage  of 
high-pressure  steam  past  the  packing  rings  is  admitted  into  the  low- 
pressure  cylinder.  It  is  stated  that  this  valve,  in  spite  of  its  com- 
plication, has  been  running  a  long  time  with  very  little  wear. 

The  details  of  the  construction  of  the  pistons  are  worthy  of  note, 
owing  to  their  extreme  lightness.  The  high-pressure  piston  is  forged 
to  the  rod  and  made  of  steel.  The  low-pressure  piston  head,  also  of 
forged  steel,  is  riveted  and  keyed  to  the  rods;  great  attention  has 
been  paid  to  the  reduction  of  the  weight  of  the  reciprocating  parts^ 
to  a  minimum. 


Fio.  25.— The  Woolf  eng:ine,  section  of  cylinders. 


In  order  to  prevent  serious  disaster  to  this  expensive  machinery 
in  cases  of  the  breaking  of  the  connecting  rod  the  length  of  the 
high-pressure  piston  rod  has  been  arranged  so  that  the  cross  head 
will  strike  the  back  cylinder  head  at  J  before  the  piston  reaches  the 
front  end  of  the  cylinder,  and  for  the  same  reason  the  spaces  be- 
tween the  high-pressure  piston  and  the  front  cylinder  head,  when 
the  piston  is  at  the  end  of  the  stroke,  is  less  than  the  distance  be- 
tween the  low-pressure  piston  and  the  front  cylinder  head  of  the 
low-pressure  cylinder  when  in  the  same  position. 

A  very  ingenious  cylinder  cock  is  used  with  this  locomotive, 
which  operates  with  steam  pressure  from  the  cab  by  opening  the 
valve  in  the  cab.  The  pressure  of  steam  admitted  to  the  pipe  lead- 
ing to  the  cylinder  cocks  opens  the  cylinder  cock  and  drains  the 
cylinder.  The  device  is  very  simple  and  does  away  with  an  im- 
mense amount  of  rods  and  levers  so  commonly  seen.  These  cylin- 
der cocks  are,  in  this  design,  bolted  to  the  barrel  of  the  cylinder. 

This  company  have  also  displayed  an  express  locomotive  with 
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bogie  truck;  a  compound  locomotive  for  mixed  trains;  various  car- 
riages'for  day,  night,  passenger,  and  freight  service;  cross-ties,  rails, 
switches,  semaphores,  and  signals;  electrical  apparatus  for  regulat- 
ing switches,  and  many  other  elements  incidental  to  the  operation  of 
a,n  extensive  railway  system. 

2 he  Compagnie  du  Midi  have  two  engines;  one  first-class  sleeper; 
one  first-class  compartment  carriage  with  communicating  toilets ; 
one  second  and  one  third  class  coach;  one  mail  car;  one  platform  car; 
xilso  t^e  usual  elements  of  the  roadbed,  bridges,  and  station  designs, 
making  an  excellent  display. 

The  Paris  and  Orleans  Company  show  a  passenger  express  loco- 
motive with  tender;  also  an  engine  and  tender  designed  for  heavy 
grades;  various  forms  of  carriages,  vans,  and  freight  cars;  turn- 
tables; signal  tools,  etc. 

The  express  engine  has  some  special  features.  Its  boiler  is  of  a 
peculiar  form,  being  provided  with  two  domes,  one  over  the  fire  box 
and  the  other  over  the  forward  end  of  the  cylinder.  These  domes 
are  connected  by  a  horizontal  external  pipe  which  passes  through 
the  sand  box.  The  fire  box  crown  is  made  up  of  (J -shaped  plates, 
the  flanges  of  which  form  ribs.  They  were  designed  by  M.  Polon- 
ceau.  Instead  of  the  ordinary  firebrick  arch  it  has  the  Tenbrink 
water  box  which  is  in  general  use  on  this  line.  .  Beside  the  ordinary 
fire  door  there  is  a  smaller  one  at  a  higher  level.  The  injectors  feed 
into  a  pair  of  clack  boxes  grouped  under  the  boiler,  and  under  them 
is  placed  a  casting  whence  pipes  lead  to  the  mud  collectors  placed 
under  the  front  and  rear  ends  of  the  barrel. 

The  locomotives  exhibited  by  the  Chemins  de  Fer  de  I'fJtat  com- 
prise two  engines,  Nos.  3510  and  2601,  for  "goods"  and  passenger 
service.  The  first  is  a  compound  engine  of  the  Mallet  system  with 
outside  cylinders  and  inside  valve  gear,  and  is  operated  by  a  boiler 
pressure  of  only  128  pounds  per  square  inch. 

The  passenger  engine  (2601)  has  four  axles,  the  wheels  of  the  cen- 
tral pairs  being  coupled;  of  these,  the  leading  pair  is  fitted  with  a 
steam  sand  jet  to  increase  the  adhesion. 

The  special  feature  of  this  engine  is  the  valve  gear  which  is  known 
as  the  Bonnefoud  system.  The  motion  of  opening  the  steam  valves 
is  obtained  from  a  cam  carried  upon  a  return  crank  on  the  driving 
axle,  this  gear  being  fitted  with  reversing  link;  the  valves  are  closed 
by  a  trip  gear  which  detaches  the  valve  spindles  from  the  opening 
gear. 

As  the  trip  gear  is  actuated  from  the  cross,  head  it  gives  perfectly 
even  cut-offs  for  both  ends  of  the  stroke,  but  it  is  not  a  commendable 
feature  for  locomotive  engines.* 

*  Several  of  tlie  above  descriptions  are  abstracts  from  the  full  reports  on  the  Paris 
Exhibition  published  in  Engineering  (London),  1889,  to  which  the  reader  is  referred 
for  drawings  and  more  minute  details. 
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The  Compagnie  des  Ohemins  de  Fer  du  Nord  operate  about  2,225 
miles  of  lines,  covering  nine  departments  and  including  a  tributary 
population  of  about  5,000,000  people.  Their  exhibit  includes  the 
apparatus  used  in  the  services  of  operation,  of  material,  and  trac- 
tion, and  of  the  way. 

Of  the  material  used  for  traction  there  are  fifty-one  locomotives 
for  express  trains  having  two  axles  coupled  and  a  forward  bogie 
very  similar  to  the  American  type,  which  have  been  doing  excellent 
service  since  1878.  They  are  so  satisfactory  that  a  new  but  more 
powerful  engine  (No.  2101)  has  just  been  built  and  is  on  exhibition. 
The  most  important  changes  are  an  increase  of  the  boiler  pressure  to 
156.2  pounds  per  square  inch,  and  an  enlargement  of  fire  box,  boiler, 
and  cylinders  giving  a  maximum  tractive  eft'ort  5,280  pounds  greater 
than  formerly. 

The  three-cylinder  compound  engine  (No.  3101)  has  been  in  serv- 
ice since  August,  1887.  It  has  three  coupled  axles  and  one  leading 
**pony  "  truck.  Its  peculiar  features  are  the  high  boiler  pressure, 
which  is  placed  at  199  pounds,  and  the  system  of  distribution  of  the 
high-pressure  cylinder  which  is  placed  on  the  same  line  and  between 
the  two  outside  cylinders,  which  are  low  pressure. 

In  consequence  of  its  high  tractive  power  and  great  adhesion,  this 
-engine  is  equivalent  to  one  with  four  coupled  axles. 

In  1878  a  trial  was  made  of  small  locomotives  with  capstans  for 
handling  trains  in  stations,  which  proved  so  satisfactory  that  since 
then  thirty-four  machines  have  been  built  for  regular  service  and 
the  use  of  horses  superseded.  The  maneuvers  are  effected  by  means 
of  a  steel  wire  cable  attached  to  the  car  and  wound  up  on  the  cap- 
stan, and  the  expense  is  said  to  be  but  15  to  20  per  cent  of  that  by 
horses. 

The  Crampton  locomotive  is  extensively  used  by  this  company. 
Its  characteristics  are  three  axles,  two  of  which  have  outside  bear- 
ings, while  the  motor  axle  has  inside  journal  bearings  and  wheels  of 
a  diameter  of  6  feet  10  inches.  The  cylinders  are  placed  on  the  flanks 
of  the  boiler  and  the  center  of  gravity  is  very  much  lower  than  usual. 
Sixty  of  these  engines  have  been  delivered  to  the  company  by  Mm. 
J.  F.  Cail  et  Cie,  Ancien  nitablissement,  but  only  twenty-six  are 
now  in  service. 

There  is  also  a  compound  four-cylinder  engine.  No.  701,  built  by 
the  Socidt^  Alsacienne,  having  four  wheels  coupled,  with  a  leading 
bogie  truck.  Two  cylinders  are  inside  and  two  out.  It  represents 
a  class  of  which  the  company  have  one  hundred  and  three  machines. 


The  principal  data  are  as  follows: 

Orate  surface  square  feet . .      24. 42 

Heating  surface  (total)  do  1,108.28 

Boiler  pressure  pounds . .     156. 42 

Maximum  pressure  on  intermediate  reservoir  do. . .        81 . 76 

Diameter  of  leading  wheels  feet . .        4. 26 
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Diameter  of  middle  and  rear  wheels. 
Diameter  of  high-pressure  cylinder  . 
Diameter  of  low-pressure  cylinder. . 

Stroke  of  both  pistons  

Weight  of  engine  empty  

Weight  of  engine  in  service  

Useful  weight  for  adhesion  


. . .feet. . 
inches. . 


.do... 
.feet., 
tons. . 
.do... 
.do... 


6.8» 

13 
18 
2 


84.8 
37.8 
27.6 


In  1885  the  Compagnie  du  Nord  introduced  a  special  form  of  car- 
riage with  interior  aisle,  known  as  the  tramway  coach,  for  the  pur- 
pose of  relieving  the  suburban  traffic  of  the  regular  trains.  During 
the  year  1888  there  were  running  each  day  332  tramway  trains,  prop- 
erly so  called,  composed  of  a  single  carriage  and  serving  nineteen 
geographical  sections,  representing  a  total  length  of  168  miles,  and 
177  light  trains  composed  of  from  two  to  six  carriages,  serving 
twenty-one  sections  and  representing  a  length  of  257.8  miles. 

The  tram  coa<;h  exhibited  in  the  gallery  of  Machinery  Hall  is  one 
of  the  new  type  designed  for  the  light-train  service.  It  is  intended 
to  fulfill  the  conditions  of  (1)  the  least  weight  per  passenger  carried; 
(2)  ready  ingress  and  egress  and  easy  access  for  the  conductor  of  the 
car;  (3)  to  permit  the  conductor  to  circulate  readily  amongst  the  pas- 
sengers to  examine  tickets,  to  announce  the  names  of  stations  before 
reaching  them,  and  tor  the  passenger  to  prepare  for  exit,  to  approach 
the  doors,  and  to  descend  rapidly;  (4)  to  have  a  carriage  of  large 
capacity  in  which  the  number  of  places  offered  for  each  class  corre- 
sponds sensibly  to  the  number  actually  occupied,  in  about  the  pro- 
portions of  10  to  12  per  cent  of  first  class,  20  to  25  per  cent  of  second 
class,  and  the  rest  of  third  class;  (5)  to  give  to  each  class  a  different 
access,  so  arranged  that  all  passengers  can  enter  or  leave  the  car  at 
any  point  of  the  line  without  assistance  from  the  conductor;  (6)  to 
arrange  the  car  so  that  when  required  it  is  possible  to  reserve  a  com- 
partment for  postal  service  or  baggage;  (7)  to  give  to  it,  notwith- 
standing its  large  dimensions,  a  flexibility  which  will  enable  it  to 
turn  curves  of  292  to  328  feet  radius. 

These  requirements  are  met  by  the  car  designed  by  M.  Bricogne 
and  adopted  by  the  Compagnie  du  Nord.  It  is  mounted  on  six  axles, 
which  are  composed  of  three  articulated  trucks.  The  car  contains 
places  for  one  hundred  and  two  passengers,  a  baggage  and  postal 
compartment,  and  weighs  when  empty  only  27  tons.  The  body  is 
78.7  feet  long  and  is  divided  by  a  central  passage,  reached  by  three 
platforms,  one  at  either  end  and  one  at  the  middle. 

It  is  divided  into  three  parts  for  travelers.  At  one  end  is  a  second- 
class  compartment  containing  twenty  places;  following  it,  one  for 
twelve  places  of  the  first  class,  and  again  one  of  the  third  class  for 
seventy.  The  compartments  are  separated  by  glass  doors.  There 
are  thirteen  lanterns,  ten  inside  and  three  on  the  platforms.  The 
body  and  frame  are  also  articulated.    There  are  many  other  interest- 
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ing  exhibits  by  this  company,  but  we  can  only  note  the  sleeper  for  six- 
teen persons,  weighing  empty  27,676  pounds,  (length  but  32  feet  over 
all);  and  the  platform  car  No.  31,523,  which  presents  some  novel  fea- 
tures. The  latter  is  designed  to  carry  long  sheet-metal  or  commercial 
irons,  and  consists  of  a  platform  49. 2  feet,  resting  upon  two  trucks  of 
four  wheels  each.  The  trucks  are  connected  by  a  coupling  bolster  and 
move  around  the  center  pintles.  They  are  built  of  (J  irons  and 
rest  upon  four  springs  of  1  meter  in  length  (3.28  feet.)  The  dead 
load  when  empty  is  37,180  pounds,  the  live  load  55,000  pounds,  and 
the  total  load  on  rails  92,180,  giving  a  load  per  wheel  of  11,523 
pounds.    Ratio  of  dead  to  live  load,  1  to  1.5. 

The  Compagnie  des  Chemin  de  Fer  du  Sud  exhibited  a  locomo- 
tive and  car.  The  engine  is  adapted  to  lines  of  light  traffic  in  the 
south  of  France,  in  the  departments  of  Var  and  on  the  Maritime 
Alps.  It  approaches  a  type  already  used  in  the  United  States  for 
similar  traffic.  The  distance  between  the  coupled  axles  is  only  4 
feet  3  inches,  and  the  total  wheel  base  is  but  16.1  feet.  To  give  the 
locomotive  sufficient  steadiness  on  tangents  without  diminishing  its 
flexibility  on  curves  the  Roy  radial  axle  boxes  of  the  leading  wheel 
are  fitted  up  with  properly  graduated  abutment  blocks. 

The  greatest  speed  is  24  miles  an  hour  and  the  average  15  to  17. 
The  cylinders  are  14.8  inches  in  diameter,  with  a  stroke  of  22  inches, 

(Pd*  L\ 
— Jof  14,828  pounds.  Empty 

the  weight  is  56,100  pounds.  Ready  for  service,  with  tools  and  per- 
sonnel, it  weighs  73,810  pounds,  distributed  as  follows:  On  leader, 
16,060;  on  motor  axle,  21,780;  on  coupled  axle,  21,010,  and  on  trailing 
axle,  14,960.  Although  the  weight  on  the  drivers  appears  small,  it 
is  claimed  that  in  this  latitude  and  climate,  instead  of  the  usual  limit 
of  one-seventh  for  adhesion,  the  results  obtained  here  are  about  one- 
fourth,  giving  in  consequence  greater  tractive  power. 

The  engine  is  furnished  with  a  steam  sand  ejector  and  draws  with- 
out difficulty  its  usual  load  of  75  tons  over  every  part  of  the  system. 
The  train  consists  of  a  light  van,  mixed  carriage,  and  four  loaded 
wagons  capable  of  carrying  10  tons  each. 

These  machines  are  constructed  by  the  Soci^t^  Alsacienne  de  Con- 
structions Mdchanique,  at  Belfort. 

The  carriage  on  exhibition  is  fitted  with  first  and  second  class  com- 
partments, supported  on  two  bogie  trucks.  It  contains  in  all  forty- 
six  places,  fifteen  of  the  first  and  thirty-one  of  the  second  class. 
The  length  of  the  frame  is  37  feet.  A  platform  is  placed  at  either 
end  for  the  seperate  use  of  each  compartment.  The  body  is  sup- 
ported upon  two  four-wheeled  trucks  placed  19.68  feet  apart  from 
center  to  center  of  pintles.  The  total  weight  is  20,724  pounds,  giv- 
ing 450  pounds  of  dead  load  per  place.  The  weight  when  loaded  is 
computed  at  27,720.  The  average  weight  of  a  passenger  is  therefore 
152  pounds. 
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The  same  type  of*  carriage  applied  only  to  second-class  passengei*s 
contains  seats  for  fifty-six  persons,  giving  a  dead  load  of  352  pounds 
per  passenger,  which  is  thought  by  the  management  to  be  a  result 
not  attained  by  any  other  class  of  material.  The  carriage  was  built 
in  the  shops  of  the  Soci^td  de  la  Buire,  at  Lyons. 

Other  pieces  of  rolling  stock  comprise  a  dumping-wagon  and  a 
platform  car. 

These  wagons  are  built  on  a  metal  frame,  designed  to  turn  sharp 
curves.  They  have  given  entire  satisfaction.  The  floor  spaces  are 
14.76  by  6.56  feet.  The  tare  of  the  first  wagon  is  8,932  pounds;  that 
of  the  second  is  8,074  pounds.  The  ratio  of  dead  to  live  loads  is  as 
1  to  2.46  and  2.72,  respectively. 

Tfie  SociHe  Anonyme  Internationale  have  on  exhibition  one  first 
and  one  third  class  carriage  built  for  the  State  Railroad  of  Belgium, 
and  one  second-class  carriage  for  the  National  Society  of  Railroads. 

The  first  two  are  designed  to  carry  forty  and  eighty  passengers, 
respectively,  and  are  38  and  40  feet  long.  Each  car  is  mounted  on 
three  axles,  the  middle  one  of  which  has  a  lateral  play  to  permit  free 
movement  on  curves.  The  wheel  base  is  11.5  feet  from  center  to  end 
axles.  They  are  furnished  with  Westinghouse  brakes  and  are  de- 
signed to  fulfill  all  the  requirements  of  a  convenient  and  safe  car. 
The  remaining  car  is  for  a  narrow  gauge  of  1  meter  (3.28  feet)  and 
is  designed  to  carry  twenty-four  passengers.  The  interior  is  finished 
in  teak  and  pitch  pine,  with  veneers,  while  the  body  is  in  teak  and 
oak. 

The  Compagnie  Internationale  des  Wagons  Lits  exhibits  a  highly 
finished  vestibule  train  modeled  largely  after  the  American  parlor 
cars.  It  consists  of  four  coaches  with  end  platforms  and  vestibules, 
having  a  total  length  of  220  feet.  The  types  shown  in  this  train  are: 
(1)  A  dining  car,  56.17  feet  long,  for  thirty-six  persons;  (2)  a  chair- 
saloon  car,  60.11  feet  long,  for  twenty-six  persons;  (3)  a  sleeping-car, 
57  feet  long,  for  eighteen  persons,,  and  last,  a  smoker  and  baggage  van, 
46.7  feet  long,  for  ten  persons;  making  a  total  capacity  of  ninety  pas- 
sengers, or  2.44  linear  feet  per  capitum. 

These  cars  are  finished  in  the  highest  style  of  art,  beautifully 
carved,  and  handsomely  upholstered  with  elaborate  decorations. 
They  are  designed  not  only  to  remove  the  discomforts  of  traveling, 
but  to  make  it  a  luxury.  The  dining  car  contains  a  kitchen,  with 
all  accessories,  an  office,  a  large  and  a  small  saloon;  the  first  for 
twenty-four  persons,  who  may  smoke;  the  second  for  twelve  who  do 
not;  also  water  closets  and  toilets,  accessible  from  the  platform. 

The  chair  coach  is  divided  into  two  saloons,  the  one  containing 
eight  places,  with  four  arm-chairs  fixed  in  the  comers,  and  the  other 
of  eighteen  places,  with  fourteen  revolving  and  four  fixed  chairs.  A 
closet  at  the  end  is  provided  for  small  baggage  or  "luggage,"  and 
two  cabinets  with  lavatories  for  ladies  and  gentlemen,  placed  at  one 
end,  complete  the  appointments.  ^ 
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The  sleeper  is  divided  up  into  seven  compartments,  with  a  passage- 
way along  one  side  of  the  car,  and  is  provided  with  a  toilet  and  water 
closet  at  either  end.  The  beds  are  placed  traversely,  some  of  the 
sections  containing  only  two,  others  four. 

All  the  carriages  have  fixed  and  movable  windows;  those  of  the 
restaurant  open  at  the  top,  those  of  the  saloon  at  the  bottom,  while 
those  of  the  sleeper  alternate  top  and  bottom. 

These  coaches  are  remarkable  for  their  steadiness  and  the  ease  with 
which  they  run  over  curves  even  at  a  speed  of  from  50  to  62  miles  an 
hour.  They  are  supported  on  bogie  trucks  placed  at  about  26  to  40 
feet  apart.    The  cars  are  lit  by  electricity  fed  by  accumulators. 

The  Societe  Oinerale  des  Chemins  de  Fer  Economiques  presents  a 
large  display  embracing  designs  for  various  railway  lines  of  general 
and  local  interest,  stations,  installations,  and  plant.  Of  the  latter 
there  are  one  locomotive,  three  passenger  and  one  freight  car. 

The  locomotive  is  mounted  on  three-coupled  axles  and  an  inde- 
pendent trailing  axle  furnished  with  Roy's  radial  boxes.  In  con- 
sequence of  its  short,  rigid  wheel  base  (7.34  feet)  it  is  able  to 
turn  easily  curves  having  a  radius  of  only  328  feet.  Its  tractive 
force  is  about  400  tons,  and  on  a  straight  line  the  speed  is  21.7  miles 
per  hour  (35  kilometers)  on  a  grade  of  2^  per  cent.  It  is  able  to 
draw  a  train  of  70  tons  at  a  speed  of  12.4  miles  per  hour.  The  cylin- 
ders are.  13. 6  by  18  inches,  boiler  is  3.28  feet  diameter,  pressure  142 
pounds,  surface  of  grate  10. 76  feet,  total  heating  surface  640. 2  feet, 
and  the  total  weight  in  service,  with  fuel  and  water,  28  tons.  The 
guage  is  1  meter  (3.28  feet). 

The  train  of  cars  consists  of  one  third-class  carriage,  one  for  first  . 
and  second  class,  and  one  for  all  three  classes,  with  a  compartment 
for  baggage,  and  arranged  for  the  free  circulation  of  the  train 
master  when  in  motion.  The  bodies  rest  on  bogie  trucks  with 
center  pintles.  The  drawbars  and  buffers  are  placed  centrally  one 
over  the  other.  These  cars  are  about  31  feet  long  and  weigh  22,120^ 
pounds,  or  400  pounds  per  person.  The  third  class  accomodates 
fifty-six  passengers. 

The  Compagnie  Bdne-Guelma  (Alg^rie-Tunisie)  exhibit  some 
rolling  stock,  cross-ties  in  wood  and  iron,  a  general  chart  of  their 
lines,  photographs,  technical  reports,  and  an  album  of  general  sta- 
tistics. 

The  rolling  stock  embraces  a  mixed  carriage  mounted  on  bogies, 
with  internal  Z  passageways;  for  standard  gauge.  The  body,  having 
a  length  of  37.7  feet,  rests  on  a  frame  42  feet  long  over  all.  The 
outside  width  is  10.17  feet.  It  contains  one  first-class  compartment 
with  six  seats,  one  half  compartment  (coup^)  for  three,  four  second 
class  with  ten  seats  each,  and  one  cabinet  and  toilet,  giving  a  ca- 
pacity of  forty-nine  persons. 

Communication  is  obtained  by  means  of  two  galleries  extending- 
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half  the  length  of  the  carriage  but  on  opposite  sides,  connected  by  a 
transverse  passage  in  the  middle.  At  each  end  is  an  inclosed  plat- 
form which  permits  of  passing  from  one  car  to  the  next.  It  weighs, 
with  brakes  ready  for  service,  31,154  pounds,  giving  a  dead  load  of 
635  pounds  per  passenger.  This  form  of  carriage  has  been  in  use  for 
three  years,  and  is  highly  appreciated  by  the  traveling  public. 

The  lateral  gallery  permits  passengers  to  circulate  freely  from 
end  to  end  of  the  train,  while  it  at  the  same  time  preserves  the  isola- 
tion and  privacy  of  the  compartment  and  admits  of  a  complete  and 
ready  inspection  of  the  train  by  the  company's  employes.  It  was 
introduced  for  the  first  time  in  France  by  M.  H.  Desgrange  in  1872, 
on  the  line  from  Treport  to  Gamaches,  and  since,  in  1870,  on  the  line 
to  Royan.  In  these  cases  the  passage  was  on  one  side  only.  By  the 
present  arrangement  the  load  is  more  evenly  distributed. 

The  material  for  narrow-guage  (1  meter)  road  exhibited  by  this 
same  company  consists  of  a  tank  locomotive  with  three  coupled 
drivers,  of  which  the  following  are  the  dimensions: 


 feet.. 

4.92 

 do... 

2.00 

9.84 

 do... 

8.48 

 do... 

64.64 

 do... 

643.56 

Total  

 do... 

718.20 

 feet. . 

3.34 

128 

 feet. . 

1.45 

 do... 

1.7 

 do... 

8.6 

 do... 

8.85 

55.000 

 do... 

7,920 

 do... 

1,760 

Weight,  total  

 do... 

64,680 

This  company  has  sixty-seven  locomotives  of  different  types. 

There  is  also  shown  a  baggage  van 

20.33  feet  long  by  8.2  wide, 

containing  a  mail  compartment,  water-closet  for  passengers 

,  and 

a  mixed  bogie  carriage  36.4  feet  long  and  capable  of  seating  twenty- 
four  first-class  and  eight  second-class  passengers.  It  contains  a 
saloon  with  chairs  for  twelve  and  has  a  central  passage  for  the  free 
circulation  of  travelers.  Its  weight  when  empty  is  17,820  pounds, 
giving  a  dead  load  of  594  pounds  per  passenger. 

SPECIAL  MOTORS. 

Amongst  the  special  forms  of  motors  found  in  the  French  depart- 
ment may  be  mentioned  the  engine  of  Messrs.  Francq  &  Lamm. 
(See  Fig.  26.) 


Digitized  by  Google 


RAILWAY  PLANT. 


465 


The  Continental  Company  for  operating  locomotives  without  fire, 
and  of  which  M.  Leon  E.  Francq  is  the  director,  exhibit  one  of  their 
locomotives.  It  differs  from  the  ordinary  type  in  having  no  fire  box, 
but  in  place  thereof  a  simple  cylindrical  reservoir  surmounted  by  a 
dome  subjected  to  a  pressure  of  213  pounds  per  square  inch  and  filled 
to  three-quarters  of  its  capacity  with  water.  It  is  in  this  body  of 
water,  reheated  by  means  of  the  steam  furnished  from  a  stationary 
generator  under  a  pressure  of  227.6  pounds,  that  the  energy  is  stored 
for  operating  the  machine. 

The  charge  of  heat  to  the  magazine  is  complete  when  there  is  an 
equilibrium  of  pressure  between  the  generator  and  the  reservoir. 
Thus  charged  the  machine  can  furnish  an  amount  of  power  for  trac- 
tion which  depends  upon  the  quantity  of  water  heated  to  392°  F.  This 


Fio.  26.  — Fireless  locomotive. 

water  supplies  the  steam  for  the  cylinders  at  a  pressure  varying 
from  28  to  71  pounds  per  square  incli,  according  to  circumstances, 
by  means  of  a  particular  form  of  pressure  regulator. 

These  machines  of  Francq  &  Lamm  have  been  in  successful  oper- 
ation for  eight  years  in  the  Indies,  Netherlands,  France,  England, 
Austria,  and  the  United  States. 

They  operate  with  great  regularity  and  to  great  advantage.  It  is 
claimed  that  they  have  saved  $1,400  a  month  in  the  operation  of  the 
tramways  between  Lille  and  Roudaix,  France,  6.6  miles.  Their 
cost  is  about  one-half  that  of  the  locomotives  with  fire  boxes,  which 
they  have  supplanted,  and  they  possess  numerous  advantages  over 
the  smoke  and  steam  generating  machines,  which  have  gained  for 
the  inventor  the  cross  of  the  legion  of  honor.  The  address  of  the 
company  is  No.  15  avenue  Kleber,  Paris. 
H.  Ex.  410— VOL  III  30 
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Another  of  these  hot-water  engines  is  exhibited  by  the  Conipagnie 
des  Omnibus  et  Tramivays  de  Lyons,  It  is  a  neatly  finished  motor 
weighing  16  tons,  and  is  attached  t-o  a  carriage  of  4.2  tons,  having  a 
seating  capacity  of  forty-eight  passengers.  The  engine  is  capable 
of  hauling  four  such  cars  up  a  grade  of  3  per  cent.  The  second-class 
cars  carry  fifty  persons,  and  the  total  load  of  engine  and  four  cars  is 
computed  at  46  tons,  or  187^  pounds  per  passenger. 

The  following  statistics  of  the  tramway  between  Batavia  and 
Meester-Cornelis  will  give  an  idea  of  the  conditions  under  which  this 
motor  can  be  successfully  operated : 

The  total  length  is  41,377  feet,  or  nearly  8  miles,  and  the  difference 
of  level  between  the  termini  is  50  feet,  with  undulating  grades. 
There  are  curves  having  a  minimum  radius  of  only  82  feet,  while  the 
maximum  gradient  is  about  3  per  cent.  The  gauge  is  3  feet  lOi 
inches.  The  mean  load  drawn  is  about  25  tons  at  a  speed  of  9  miles 
per  hour  for  15  hours  of  each  day  and  the  number  of  machines  in 
service  on  this  line  is  twenty-three.  The  total  number  in  use  is 
stated  to  be  one  hundred  and  thirty-three.  The  cylinders  have  a 
diameter  of  9  inches  and  a  stroke  of  12  inches.  The  diameter  of  the 
wheels  is  2  feet  7i  inches.  The  capacity  of  the  reservoir  is  2,000 
quarts  of  water  and  550  of  steam,  and  the  weight  is  about  10  tons. 
There  are  four  generators  in  each  station,  but  only  three  are  in  con- 
stant use,  the  other  being  in  reserve. 

This  company  also  exhibit  photographs  illustrating  the  applica- 
tion of  the  motors  to  canal  towage,  to  driving  machinery,  and  to 
other  purposes. 

An  exhibit  which  can  not  fail  to  attract  attention  is  that  consist- 
ing of  an  engine  with  tender  and  one  car,  evidently  designed  as  a 
special  solution  of  the  high-speed  problem. 

All  the  wheels  are  of  the  same  magnificent  proportions,  namely, 
8  feet  in  diameter  and  have  a  wheel  base  of  18  feet.  The  engine  has 
three  axles,  the  tender  and  car  two  each. 

The  latter  is  about  42  feet  long  and  consists  of  a  pair  of  heavy, 
longitudinal,  arched  beams  supporting  a  double-decked  body  which 
is  divided  into  compartments.  The  lower  ones  are  suspended  before, 
between,  and  behind  the  axles  and  contain  seats  for  ten  persons  in 
each.  In  the  second  story  there  is  room  for  forty,  in  all  making  a 
total  of  seventy  passengers.  This  uncouth  model  has  been  finished 
several  years,  but  its  utility  would  appear  to  be  very  doubtful  on 
account  of  its  size,  weight,  and  inconvenience. 

As  to  velocity,  it  is  reported  to  have  run  at  the  rate  of  664^  miles 
per  hour,  which  is  no  more  than  has  been  reached  by  existing  forms 
of  plant. 

Among  the  various  interesting  exhibits  made  by  the  Socieie  des 
Anciens  Etnhh'ssevienfs  Coil  we  can  only  notice  specially  the  small 
tank  locomotive  illustrating  thoDe  Bange  system.    It  has  four  axles 
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with  coupled  wheels,  but  they  run  loose  and  the  axles  can  ^radiate 
on  curves.  The  cylinders,  which  are  inside,  drive  a  crank  shaft  rest- 
ing in  hearings  attached  to  the  engine  frame  above  the  level  of  the 
wheels.  The  ends  of  this  shaft  are  coupled  to  cranks  at  the  ends  of 
two  auxiliary  shafts  placed  between  the  two  leading  and  the  two 
trailing  axles,  respectively,  these  latter  shafts  also  resting  in  bear- 
ings on  the  frame. 

The  wheels  are  driven  by  connecting  them  with  the  triangular 
coupling  joining  the  crank  shafts,  by  ball  and  socket  joints,  so  that 
the  engine  can  turn  curves  of  very  short  radius,  the  one  on  which  it 
stands  being  only  32.8  feet.  The  mechanism  is  ingenious  but  com- 
plicated.* 

The  remaining  exhibits  include  one  Crampton  locomotive  made  in 
1849  for  the  Northern  Railway  Company,  which  has  made  720,000 
miles  to  date ;  one  Bange  truck,  one  tank  engine  with  six  drivers, 
system  Achi^t  &  Bapaume,  and  one  4-ton  tank  engine  for  farm  pur- 
poses; also  locomotives  without  fire  boxes  (Francq  system)  and 
various  designs,  photographs,  etc. 

These  constitute  but  a  small  part  of  the  magnificent  display  of 
rolling  stock  shown  by  the  numerous  French  exhibitors  in  this  class, 
but  in  this  condensed  account  it  has  not  been  possible  to  refer  spe- 
cifically to  all.  Additional  notice  will  be  made  of  some  of  them  un- 
der their  appropriate  headings.  We  now  pass  to  a  consideration  of 
the  exhibits  of  foreign  countries,  beginning  with  Belgium. 

THE  BELGIAN  RAILWAY  PLANT. 

Next  to  France  Belgium  makes  the  most  extensive  display  of  rail- 
road plant.  There  are  twelve  engines,  embracing  a  variety  of  types, 
and  designed  for  heavy  work,  with  slack  coal  for  fuel:  hence  special 
attention  has  been  given  to  the  enlargement  of  the  grate  areas  and 
to  securing  greater  boiler  capacity. 

The  compensating  levers  work  on  knife  edges,  which  is  a  common 
practice  in  this  country;  and  in  the  later  patterns  the  stacks  are  being 
made  square  in  horizontal  section,  as  tending  to  simplicity. 

The  radial  axle  boxes,  Walschaert  valve  gear,  central  frames, 
coupling  rods,  with  solid  bushed  ends,  Belpaire  fire  box  and  springs, 
and  Westinghouse  brakes  constitute  the  predominating  features  of 
the  Belgian  models,  which  are  more  particularly  described  in  the 
following  account  of  a  few  of  the  exhibits: 

THE  GRAND  CENTRAL  RAILWAY. 

The  imposing  display  made  by  this  company  is  well  worth  a  care- 
ful inspection,  not  only  on  account  of  the  general  excellence  of  the 
workmanship  hxit  also  because  it  represents  an  advanced  stage  of 
railway  construction,  especially  in  rolling  stock. 

*  Engineering,  August  2,  1889. 
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1.  They  show  an  eight-wheel  coupled  tank  locomotive  (No.  170) 
for  steep  grades,  the  diagram  of  which  is  appended  with  the  princi- 
pal dimensions.    It  has  the  Walschaert  valve  gear  with  open  link. 

Similar  engines  have  been  in  use  since  1865,  but  the  one  on  exhibi- 
tion contains  all  the  latest  improvements.    (See  Fig.  27). 


FiQ.  27.— Tank  locomotive.   Belgian  Grand  Central  Railway. 

The  principal  dimensions  are — 

Mean  interior  diameter  of  boiler  feet. .     4. 92 

Area  of  grate  square  feet. .    24. 8S 

Tubes  number. .  870 

Leni^th  feet..    11. 4B 

Exterior  diameter  inches. .  2 

Heating  surface; 

Fire  box  square  feet . .       94 . 6 

Boiler  tubes  do . . .  1 , 510. 70 

Total  do...    1,605.10 

Working  pressure  p , .  pounds  per  sq.  in . .  147 

Diameter  of  cylinder  d  inches . 

Length  of  stroke  of  piston   1  do. . . 

Diam  eter  of  wheels  D  feet . 


Contents  of  coal  bin  cubic  feet. . 

Contents  of  water  tank  do  

Weight,  empty   .  .pounds. . 

Weight,  in  service: 

Leading  and  second  axle  pounds. .  52,800 

Third  and  trailing  axle  do   62,480 


18.84 
22.6 
4 

88.2 
158.8 
90,200 


Tractive  force: 

Theoretical  pounds . 

Actual,  55  per  cent  do. . . 


115,280 

23,846 
13.112 


A  mixed  carridge  for  first  and  second  da/^s  passengers  (Fig.  28). — 
This  carriage  is  designed  to  secure  greater  capacity  and  comfort, 
yet  still  keeping  within  the  limits  of  clearance  of  the  permanent 
way.  The  body  constructed  of  fat  pine  contains  1,301.5  cubic  feet, 
and  is  divided  into  two  compartments  of  the  first  class,  with  seats  for 
eight  persons,  and  two  of  the  second,  with  seats  for  ten;  total  thirty- 
six  passengers. 
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The  net  weight  of  the  carriage  is  about  23,320  pounds.  The  heat 
apparatus  weighs  990  and  the  brake  1,650  pounds. 

Dead  weight  in  service  pounds. .  25, 960 

Dimension  of  axle  journals    inches, .     8. 2 

Wheel  base  feet. .  14. 48 

Length  of  sUl  do. . .  25. 68 

Length  of  body  do. . .  25. 90 

Width  of  body  do. . .  7.67 

Length  of  springs  do . . .     6. 88 

Length  from  out  to  out  of  buflfers  do. . .  29. 12 

Area  of  floor  space    square  feet. .  196. 2 

Units  of  floor  space  per  passenger  feet. .     5. 45 

Units  of  volume  per  passsenger  cubic  f aet . .  87 . 26 

Units  of  length  of  car  per  passenger  feet. .     0. 81 

Units  of  weight  of  car  per  passenger  pounds. .  721 

Weight  of  passenger  (average)  do . . .  164 

Ratio  of  dead  to  live  load   4. 71 


—  aftfS  ^ 


FiQ.  88.— Mixed  paaBenger  car.  Belgian  Qraod  OenUal  Railvay. 

The  supporting  links  of  the  springs  are  inclined  towards  the  "  in- 
terior "  (Feraud's  system*).  The  springs  are  fixed  to  the  boxes.  The 
car  is  lit  by  the  Schallis  and  Thomas  lamps  burning  petroleum. 

The  heating  is  by  the  Bellerochef  system;  the  brakes  are  of  the 
automatic  vacuum  system. 

The  heaters  are  let  into  the  floor  under  the  feet  of  the  passengers 
and  are  kept  warm  by  a  current  of  hot  water,  which  is  easily  regu- 
lated both  as  to  quantity  and  temperature.  The  water  starts  from 
the  engine  or  from  a  heater  van,  and  returns  to  this  point  after  hav- 
ing circulated-  through  the  train  on  both  sidds.  It  has  been  in  prac- 
tical use  for  sixteen  years. 

The  couplings  are  of  the  Deitz  system. 

3.  A  204on  gondola  with  movable  sides  (Fig.  29).-— For  freight  pur- 
poses, a  well-built  gondola  is  shown,  having  an  iron  frame  33.13  feet 
in  length,  supported  upon  two  bogie  trucks. . 

This  style  has  been  in  use  by  this  company  since  1869. 

Out  of  7,024  goods  wagons  180  are  of  this  kind. 

*  See  special  exhibits,  page  528. 

t  Vide  Revue  Universelle  des  Bfines,  January,  1884. 
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The  general  dimensions  are: 

Extreme  length  between  buffers  

Extreme  length  of  frame  

Extreme  width  of  frame  

Distance  between  pintles  of  trucks. . . 

Wheel  base  of  trucks  

Live  load  

Dead  load  (tare)  

Capacity  

Ratio  of  dead  to  live  load  


 do...  4.26 

...pounds..  44.000 

 do...  26,950 

cubic  feet..  380 
  1:1.62 


.feet..  36.4 

.do...  88.13 
.do...  8.53 

.do...  21 


Fig.  29.— Twenty-ton  gondola.  Belgian  Qrand  Central  Railway. 


Special  machines  are  on  exhibition  for  cutting  and  trimming  crank 


An  engine  of  attractive  design  and  excellent  finish  is  that  num- 
bered 192,*  built  by  the  Soci^ti5  Cockerill,  of  Seraing.  Its  most  novel 
feature  is  the  rectangular  form  of  its  stack,  which  is  spread  out  at 
its  base  to  make  a  simple  and  firm  joint  with  the  barrel.  There  are 
four  axles;  the  two  central  ones  holding  the  drivers  are  6  feet  10^ 
inches  and  the  others  3  feet  11^  inches  in  diameter.  These  engines 
pass  freely  around  curves  of  984  feet  radius  and  draw  trains  of  150 
tons  net,  or  230  gross,  up  gradients  of  one-half  per  cent  at  a  speed  of 
59  miles  per  hour,  and  keep  up  steam  on  such  a  grade  7i  miles  long. 
They  make  a  run  of  5  hours  with  one  stop  of  4  minutes,  and  three 
others  of  2  minutes  each.  The  general  data  will  be  found  in  the 
table  at  the  end  of  this  report. 

Another  engine  (Fig.  30)  was  constructed  by  MM.  Carels  Frferes, 
of  Gand,  from  plans  of  M.  Leon  Bika,  engineer-in-chief  of  the  Bel- 
gian state  railroads,  f  It  is  adapted  to  heavy  grades,  and  hence  is 
made  heavier  and  stronger  than  its  predecessors,  from  which  it  dif- 
fers but  slightly  in  other  particulars.  In  addition  to  the  two  outside 
frames  it  has  also  a  strong  central  frame,  composed  of  two  plates 
separated  by  distance  pieces  and  carrying  a  central  bearing  for  the 
crank  axle,  so  as  to  relieve  the  latter  from  the  bending  strains  due  to 
the  thrust  of  the  pistons. 

In  this  engine  the  ordinary  reversing  lever  is  replaced  by  the 
•Stirling  apparatus,  consisting  of  two  horizontal  cylinders,  the  pistons 
of  which  are  mounted  on  the  same  spindle.    One  of  these  cylinders 
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THE  BELGIAN  STATE  RAILWAYS. 


*  Abstract  from  Engineering  of  August  9,  1889. 
f  Abstract  from  Engineering,  July  5. 
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the  pipe  there  is  a  valve  which  cuts  oflF  communication  between  the 
piston  heads  and  keeps  the  piston  fixed  in  any  position.  The  piston 
in  the  other  cylinder  receives  the  pressure  of  steam  from  the  boiler 
and  can  be  moved  to  and  fro  by  means  of  a  controlling  valve.  The 
reversing  lever  is  connected  to  the  rod  carrying  the  two  pistons. 

The  axle  boxes  of  the  leading  wheels  are  fitted  so  they  have  a 
lateral  play  in  their  guides  when  passing  around  curves;  the  pres- 
sure on  the  leading  springs  is  transmitted  to  the  axle  boxes  through 
inclined  planes,  which  bring  the  boxes  back  to  their  normal  position 
as  soon  as  the  engine  passes  on  to  a  tangent. 

The  springs,  of  the  inverted  Belpaire,  type  are  connected  by  com- 
pensating levers.  For  dimensions  see  the  general  table  of  rolling 
stock. 

Another  locomotive  deserving  mention  is  that  made  for  this  com- 
pany by  the  Soci^t^  Anonyme  des  Forges  et  Fonderies  de  Haine  St. 
Piferre. 

It  has  been  employed  for  working  mail  trains  of  110  tons  net  at  a 
speed  of  37^  miles  per  hour  over  grades  of  1.6  per  cent.  At  several 
points  these  gradients  extend  for  9.3  and  19.9  miles,  requiring  heavy 
work. 

There  are  three  pairs  of  coupled  drivers,  5  feet  6.9  inches  in  diam- 
eter, and  one  pair  of  leading  wheels  of  3  feet  5.7  inches  in  diameter. 
Inside  cylinders,  19.69  inches  diameter  by  23.62  inches  stroke,  are 
placed  under  the  boiler  in  rear  of  the  leading  axle.  The  grate  area 
is  unusually  large,  being  62i  square  feet,  while  the  total  heating 
surface  is  1,588  square  feet,  of  which  151.8  are  in  the  fire  box.  The 
boiler  pressure  is  142  pounds  per  square  inch,  and  the  engine  weighs 
48  long  tons  empty,  or  52  tons  in  service.  The  load  on  drivers  is  42 
tons. 

There  are  also  several  small  tank  engines  and  locomotives  for 
tramways  and  narrow-gauge  railways  which  go  to  complete  the  ex- 
cellent display  of  this  enterprising  nation,  but  which  we  are  com- 
pelled to  omit. 

The  tank  locomotive  "Le  Cinquantenaire,"  made  by  La  SociSte 
Anonyme,  ^^La  Metdllugique"  of  Brussels,  resembles  so  closely  in 
its  weight  and  running  gear  the  latest  American  heavy  freight  engine 
of  the  consolidation  type*  as  to  merit  a  brief  notice. 

It  was  designed  from  an  engine  running  on  the  inclined  plane  at 
Lidge,  by  M.  Belpaire,  and  intended  to  operate  on  steep  gradients  of 
1  to  40  or  2i  per  cent.  The  weight  in  service  is  166,000  pounds  (75,000 
kilogrammes).  That  available  for  adhesion  is  132,000  pounds,  distri- 
buted over  four  pairs  of  driving  wheels  coupled  together.  There  is 
moreover  a  trailing  axle  furnished  with  radial  boxes,  permitting  the 
engine  to  turn  curves  of  492  feet  radius. 

♦See  No.  10  of  the  Baldwin  exhibit. 


Digitized  by  Google 


RAILWAY  PLANT. 


473 


The  stack  is  rectangular  and  forms  the  prolongation  of  a  large 
smoke  box-giving  ample  draft.  The  tanks  are  placed  like  panniers 
on  either  side  of  the  boiler,  and  the  coal  box  surrounds  a  capacious 
cab.  This  is  claimed  to  be  one  of  the  best  examples  ever  produced 
of  an  engine  designed  for  heavy  work.  In  the  four  trial  trips  made 
on  the  Li^ge  plane  this  engine  drew  the  load  ordinarily  requiring 
two  eight-wheeled  freight  locomotives  up  the  grade  of  3  to  100.  In 
all  the  trials  the  pressure,  thanks  to  the  large  heating  surface,  was 
never  below  ten  atmospheres.  This  machine  represents  the  most 
recent  improvements  in  the  art  of  engine-building. 

The  brochure  of  this  company  describes  many  of  its  structures, 
workshops,  and  vanous  types  of  rolling-stock  built  at  Tubize,  Nivelles, 
and  La  Sambre,  which  are  necessarily  omitted. 

La  Societe  Anonyme  des  Ateliers  de  Constrvction  de  la  Meuse,  of 
Lidge,  Belgium,  present — 

First.  A  stationary  engine  for  operating  an  electric-light  plant  in 
the  workshops  of  the  Belgian  State  Railway  Company. 

Second.  A  novel  type  of  locomotive  for  the  State  Railway,  for 
drawing  light  trains. 

Its  dimensions  are  as  follows : 


Weight  in  service  pounds. .  66, 400 

Weight  empty  do  ...  64,340 

Gauge  of  track    feet..  4.9 

Diameter  and  stroke  of  cylinders  inches. .  13. 8-19. 2 

Diameter  of  coupled  wheels  ^.  feet. .     3. 9 

Total  wheel  base  do. . .    18. 12 

Heating  surface  of  fire  box   square  feet . .    68. 2 

Heating  surface  of  tubes  (interior)  do. . . .  494. 0 

Surface  of  grate  do         21 . 4 

Number  of  tubes  147 

liength  of  tubes  feet. .     8. 2 

Volume  of  water  tanks  cubic  feet. .  144 

Volume  of  coal  bunker  do   71 


The  engine  exhibited  is  taken,  without  special  selection,  from  the 
tisiial  run  of  the  stock,  and  is  representative  of  the  workmanship  of 
this  company,  which  is  of  a  superior  grade. 

There  are  shown  also  photographs  of  boats,  hydraulic  cranes,  loco- 
motives for  portable  railways,  tramways,  industrial  ways,  and  other 
devices  for  railroads  and  mechanical  operations. 

Madame  Aurelie  Verhaeghen,  proprietress  of  the  Usine  Ragheno, 
at  Malines,  Belgium,  exhibits — 

First.  A  mixed  carriage  of  great  capacity,  divided  into  two  com- 
partments and  a  coup^  of  the  first  class  (twenty  places)  and  three 
compartments  of  the  second  class  (thirty  places).  It  is  supported  on 
three  axles  and  furnished  with  a  Westinghouse  brake. 

Second.  A  first-class  carriage  with  two  compartments,  for  subur- 
ban traffic. 
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These  works  are  the  oldest  and  most  important  in  Belgium,  and 
thoroughly  equipped  for  the  construction  of  all  kinds  of  conveyances 
for  railway  service.  They  employ  about  350  workmen  and  produce 
annually  about  1,800,000  francs  ($360,000)  worth  of  product. 

The  following  are  the  general  dimensions  of  these  cars: 

I  Mixed  Suburban 
I  carriage,  carria^. 


Total  length  from  out  to  out  

 feet.. 

39.75 

23.8 

 do... 

10.48 

5.0 

Breadth  outside  

 do... 

8.61 

7.M 

Height  

 do... 

7.21 

7.20 

 do... 

a6.90 

15.74 

83,400 

9.460.01 

Price  

$3,400 

$900 

ENGLISH  ROLLING  STOCK. 

The  London y  Brighton  and  South  Coast  Raihvay  Company  ex- 
hibit one  of  their  express  engines  of  the  ''Gladstone"  type.  It  is 
peculiar  in  having  large  coupled  leading  wheels.  There  are  three 
axles,  the  two  forward  ones,  wheels  6  feet  6  inches  diameter,  being 
used  for  drivers;  the  rear  ones,  wheels  4  feet  6  inches,  for  the  trail- 
ing wheels. 

Compressed  air  is  used  for  the  reversing  lever  and  locking  gear, 
as  designed  by  Mr.  James  Stirling.  It  is  taken  from  the  Westing- 
house  brake  reservoir.  • 

The  tender  is  six-wheeled,  with  inside  bearings.  The  following 
dimensions  and  weights  will  serve  to  give  a  better  idea  of  the  loco- 
motive and  its  capacity: 

Particulars  and  dimensions  of  B  class  engine  and  tender. 

Feet.  Inches. 


Diameter  of  cylinder   1  6^^ 

Stroke   2  2 

Lap  of  valve   OJ 

Lead  in  full  gear   OA 

Distance  of  cylinders  apart   2  1 

Diameter  of  driving  and  leading  wheels   6  6 

Diameter  of  trailing  wheels   4  6 

Driving  center  to  leading  center   7  7 

Driving  center  to  trailing  center   8  0 

Tot€d  wheel  base   15  7 

Total  wheel  base  of  engine  and  tender   88  9^ 

Length  of  engine  and  tender  over  buffers   51  10 

Length  of  boiler  barrel   10  2 

Mean  diameter,  outside   4  5 

Firebox,  outside  length   6  8^ 

Working  pressure  pounds . .  1 50 

Number  of  tubes  ;   833 

Outside  diameter  of  tubes  inches. .  1^ 
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Heating  surface  of  tubes  square  feet. .  1, 386 

Heating  surface  of  firebox  do   114 

Total  heating  surface  do   1 , 500 

Grate  area  do   21 

Average  temperature  of  feed  water    degrees. .  145 

Quantity  of  water  evaporated  per  pound  of  coal  pounds. .  12 

TODB.  Cwt. 

Weight  on  leading  wheels   13  16 

Weight  on  driving  wheels  ,   14  10 

Weight  of  engine   38  14 

Total  weight  of  engine  and  tender  *.   66 

Capacity  of  tender  gallons..  2,250 

Maximum  number  of  vehicles  to  train   26 

Maximum  weight  of  train  and  engine  tons . .  878 

Booked  speed  miles  per  hour. .  46^ 

Average  coal  consumption  of  eighteen  of  these  engines,  pounds  per 

mile   28 

Longest  run  without  stop  miles. .  80 

Constructed  in  the  Brighton  Works. 

The  locomotive  and  tender  representing  the  South  Eastern  Rail- 
way  Company  is  a  fine  specimen  of  workmanship.  Its  main  feature 
is  the  pneumatic  reversing  gear  as  designed  by  Mr.  James  Stirling. 
It  is  mounted  on  a  bogie  truck,  with  two  outside  coupled  drivers. 
The  bearings  and  cylinders  are  inside  and  the  forward  driver  has  a 
crank  axle.  The  tender  is  carried  by  three  axles  with  wheels  of  4 
feet  diameter,  spaced  6  feet  apart. 

The  following  data  are  furnished  by  the  company: 

Boiler:  Feet.  Inches. 

Firebox  casing,  length  outside   5  9 

Width  outside  at  bottom   4  0 

Height  from  rail  to  center   7  5 

Volume  of  water  at  4  inches  above  crown  of  fire  box.  .cubic  feet. .  54. 82 
Steam  pipe  perforated  on  top  with  260  holes  one-half  inch  diameter. 

Ck)pper  firebox: 

Length  inside  box  (parallel)   5  Of 

Width  at  top   3  6i 

Width  at  bottom   3  aj 

Height  from  top  of  firebox  to  crown  at  tube  plate   5  6i 

Height  from  top  of  firebox  to  crown  at  back   5  0^ 

Area  of  fire  grate  square  feet. .  16. 78 

Heating  surface  of  firebox  do   103. 5 

Tubes: 

Length  between  tube  plates   10  OiV 

Thickness  (wire  gauge)   11  to  13 

Outside  diameter   li 

Niunber   202 

Total  heating  surface  square  feet . .  1 , 020. 5 

Cylinders: 

Diameter   1  7 

Stroke   2  2 

Center  to  center   2  4i 
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Cylinders — Continued.                                                             Feet  incfaes. 

Length  of  steam  ports.                                                            1  4 

Width  of  steam  ports  

Width  of  exhaust  ports   8i 

Slide  valves,  phosphor-bronze: 

Travel,  full  gear     4rft 

Lead,  full  gear   A 

Outside  lap  ^.   1 

Wheels: 

Diametei-  of  coupled  wheels  with  tires  8  inches  thick   7 

Center  to  center  of  coupled  wheels                                             8  6 

From  center  of  bogie  to  driving  wheel  10  i 

Weight  in  working  order:                                                           Tons.  Cwtw 

Bogie                                                                                13  8 

Driving  wheels                                                                     15  5 

Trailing  wheels                                                                     12  17 


Total  41  10 

Tender: 

Capacity  of  tank  gallons . .       2, 650 

Coal  space,  about  tons. .  4 

Wheels:                                                                                       FeeL  Indbea. 

Diameter  with  tires  8  inches  thick   4 

Distance  center  to  center   6 

Weight  in  working  order:  Tons.  Cirt. 

Front  wheel                                                                       10  6 

Middle                                                                            10  1 

Hind                                                                                10  3 


Total  80  10 

The  North  London  Railway  Company  exhibit  a  complete  work- 
ing model  of  their  standard  bogie-tank  passenger  locomotive  on  a 
scale  of  one-eighth,  or  li  inches  to  a  foot. 

The  engine  represented  has— r 

Feet  Inches. 

Four  coupled  wheels  (diameter)   5  5 

Four  bogie  wheels  (diameter)   2  10 

Outside  cylinders  (diameter)   17 

Length  of  stroke   24 

Tractive  force  '.   .pounds. .      16, 600 

Working  pressure  do   160 

Heating  surface  of  tubes  square  feet. .  004 

Heating  surface  firebox  do   91 

Total  heating  surface  square  feet. .  d05 

Grate  area  do   16.62 

Wheel  base  do   20.8 

Contents  of  tanks  gallons. .  850 

Ck>ntents  of  coal  bunker  cwt. .  25 

Total  weight  in  working  order  tons. .  46 
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THB  LONDON  AND  NORTHWESTERN  RAILWAY. 

As  representing  one  of  the  most  progressive  companies  of  Great 
Britain  this  exhibit*  possesses  peculiar  interest  both  from  an  histor- 
ical and  practical  point  of  view.  The  model  of  the  Webb  compound 
double-cylinder  engines  and  the  old  types  of  George  Stephenson,  as 
exemplified  in  the  Rocket,  and  of  Rjchard  Trevithick's  No.  14,  con- 
trast strongly,  and  serve  to  impress  upon  the  observer  the  great 
strides  made  in  the  art  during  the  past  fourscore  years. 

The  full  size  model  of  the  Rocket  represents  the  original  engine  as 
it  appeared  when  it  competed  for  the  prize  of  £500  ($2,500)  offered  by 
the  directors  of  the  Liverpool  and  Manchester  Railway  Company  at 
Rainhill  in  1829.  The  model  has  been  prepared  from  various  draw- 
ings and  also  from  information  given  in  the  Mechanics'  Magazine  of 
1829. 

The  engine  weighed  in  working  order  4  tons  3  cwt.  It  ran  at  the 
rate  of  12i  miles  per  hour  with  a  load  equivalent  to  three  times  its 
own  weight,  and  when  taking  a  carriage  and  passengers  it  traveled 
at  the  rate  of  24  miles  per  hour.  The  model  stands  oe  old  fish- 
bellied  wrought-iron  rails  and  stone  sleeper  blocks  taken  up  from 
the  archway  where  the  old  engine  used  to  stand,  and  which  formed 
part  of  the  original  Liverpool  (Crown  street)  Station. 

A  high-pressure  engine  designed  by  Richard  Trevithick  about 
1803-'09  and  made  by  Hazeltine  &  Co.,  of  Bridge  worth.  This  en- 
gine was  found  at  Hereford,  in  a  dismantled  state,  by  Mr.  F.  W. 
Webb,  of  Crewe,  in  1883,  and  purchased  as  scrap  iron.  The  parts 
were  taken  to  Crewe  and  put  together  as  now  seen.  Some  of  the 
parts  were  found  to  be  broken;  these  were  mended  and  a  few  missing 
pieces  replaced  and  made  to  accord  as  nearly  as  possible  with  the 
illustration  in    The  Life  of  Trevithick." 

The  boiler  is  of  cast-iron,  with  the  cylinder,  which  is  vertical, 
placed  inside  it.  The  cast-iron  manway  cover  bears  the  following 
inscription:  "  Hazeldine,  Bridgeworth,  No.  14."  This  firm  appears 
to  have  been  the  makers  of  many  of  Tre  vithick's  engines. 

There  are  also  shown  the  following  relics:  An  old  fish-bellied  cast- 
iron  rail  and*  stone  sleeper  blocks,  which  were  taken  up  from  the 
Cromford  and  High  Peak  Railway,  and  formed  part  of  that  line 
when  it  was  first  constructed;  a  Blenkinsop's  rack  rail  and  wheel,  as 
laid  down  on  the  Middleton  Colliery  Railway  near  Leeds  in  1812.  An 
old  steel  rail  2  feet  6  inches  long.  This  is  a  piece  of  one  of  the  21- 
foot  steel  rails  first  laid  down  at  Crewe  Station  in  1863  ;  it  was  turned 
in  1866  and  taken  up  in  1875.  It  is  estimated  that  72,000,000  tons 
have  passed  over  it.  The  greatest  wear  of  tables  is  0.85  inches. 
Loss  of  weight,  20  pounds  per  yard. 

A  model  of  compound  engine  ( WebVs  system). — The  total  miles  run 
by  the  seventy -five  compound  engines  now  in  use  on  the  London  and 
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Northwestern  system  since  their  introduction  in  1882  amount  to 
11,044,222,  and  the  average  consumption  of  fuel  of  all  types  of  these 
has  been  32.9  pounds  per  mile.  As  illustrative  of  the  kind  of  work 
tlieso  engines  are  called  upon  to  perform  it  may  be  stated  that  the  one 
named  the  Marchioness  of  Stafford,"  between  December  17,  1885, 
and  May  31,  1889,  ran  (1)  two  hundred  and  forty-four  trips  from 
Crewe  to  Carlisle  and  back,  with  a  maximum  load  of  twenty-tw^o 
coaches  and  an  average  load  of  thirteen  coaches  in  both  directions; 
(2)  two  hundred  and  forty-three  trips  from  Crewe  to  London  and 
back,  with  a  maximum  load  of  twenty-two  and  with  an  average 
load  of  thirteen  coaches;  (3)  fourteen  trips  between  various  points, 
w^ith  a  maximum  load  of  sixteen  and  an  average  of  nine  coaches,  cov- 
ering in  all  a  distance  of  154,342  miles,  with  a  coal  consumption  of 
36.5  pounds  per  mile,  including  that  burnt  whilst  standing  in  steam, 
and,  in  fact,  issued  for  all  purposes.  She  was  turned  out  of  the 
Crewe  workshops  on  February  28,  1885,  and  on  the  20th  of  April  fol- 
lowing was  sent  to  the  International  Inventions  Exhibition,  and  her 
designer  and  builder,  Mr.  F.  W.  Webb,  was  awarded  the  gold  medal 
for  railway  plant  by  the  executive  council.  On  November  30  she 
arrived  back  at  Crewe,  and  on  December  17,  1885,  commenced  her 
working  career,  continuing  in  active  service,  with  slight  interrup- 
tion for  repairs,  up  to  the  present  time. 

The  average  consumption  of  fuel  of  forty  of  her  class  and  dimen- 
sions has  been  36.8  pounds  per  mile,  whilst  the  loads  mentioned 
above  may  be  taken  as  fairly  typical.  The  average  cost  of  mainte- 
nance compares  very  favorably  with  that  of  other  classes,  and  in  all 
respects  the  commercial  results  obtained  with  compound  engines  on 
the  London  and  Northwestern  system  up  to  the  present  time  have 
been  very  satisfactory,  and  have  shown  to  great  advantage  in  tte 
case  of  one  of  the  ordinary  type  of  metropolitan  engines  working  on 
the  district  railway,  which  was  converted  into  a  compound  some 
time  ago. 

This  engine  has  run  178,337  miles  since  its  conversion,  the  average 
consumption  of  coal  being  23.2  pounds  per  mile,  including  the  usual 
allowance  for  raising  steam,  whilst  the  average  consumption  of  the 
same  type  of  engine,  noncompound,  doing  similar  work  was,  dur- 
ing the  past  six  months,  32.4  pounds  per  mile.  A  model  of  one  of 
these  engines  is  exhibited. 

The  sleeping  saloon  built  by  the  London  and  Northwestern 
way  Company  at  their  works,  Wolverton,  England,  to  run  betw6 
London  and  Scotland,  is  42  feet  long,  8  feet  6  inches  wide,  and  7J 
10  inches  high  at  center  outside  dimensions,  and  is  divided  int 
sleeping  compartments,  each  compartment  being  provided 
arate  lavatory.    The  entrance  to  each  compartment  is  froi 
verse  vestibule,  of  which  there  are  two,  connected  by  a  cor 
side  of  the  two  central  compartments.    The  following  ov 
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will  further  illustrate  the  arrangement  of  each  compartment.  (See 
Fig.  31). 

The  saloon  is  constructed  to  carry  twelve  passengers  (four  in  each 
of  the  end  compartments  B  and  I  and  two  in  each  center  compart- 
ments D  and  G).  The  compartments  B  and  I  have  pull-down  upper 
berths  over  each  of  the  longitudinal  lower 
couches,  marked  1  and  2,  which  are  provided 
with  hair  mattresses,  pillows,  etc.  The  com- 
partment is  fitted  up  with  American  walnut 
framing,  burr  walnut  panels,  and  bordered 
round  with  Hungarian  ash  bands,  the  whole 
being  upholstered  in  moquette  cloth  of  a 
velvet  pile,  with  laces  to  match.  The  lava- 
tory (A)  belonging  to  this  compartment  is 
fitted  up  with  a  silver  wash  basin,  in  one 
piece,  with  all  the  requisites  for  toilet. 
There  is  also  a  water-closet,  fitted  with  all 
the  latest  sanitary  improvements  and  pro- 
vided with  folding  flaps.  The  closets  are 
supplied  with  water  carried  at  the  under  side 
of  roof  in  copper  tanks,  tinfaed  on  the  out- 
side, the  water  gravitating  to  the  basin  and 
water-closet  through  suitable  flaps.  These 
lavatory  tanks  are  filled  from  the  outside  by 
a  portable  water  tank  and  pump  at  the 
terminus.  The  fitting  of  the  lavatory  is  in 
American  walnut  fascais  and  frame,  with 
sycamore  panels,  with  walnut  molding  be- 
tween each,  and  the  whole  polished. 

The  sleeping  compartment  I  is  also  similar 
to  B  in  arrangement,  with  pull-down  upper 
sleeping  berths,  etc.  The  center  compart- 
ments D  and  G  are  provided  only  with 
sleeping  berths  below.  The  dimensions  are 
6  feet  3  inches  long  by  6  feet  wide. 

From  each  of  these  central  compartments 
D  and  G  there  is  a  diagonal  lavatory  fitted 
with  folding  wash  basin,  shutting  up  into  a 
small  compass  when  not  in  use,  as  well  as  a  comer  water-closefc  with 
folding  flaps.  The  entrance  to  each  of  the  sleeping  compartments 
is  from  the  vestibules  C  and  H;  these  again  are  connected  by  a  corri- 
dor, K.  The  vestibule  H  serves  as  a  smoking  compartment  and  is 
furnished  with  eleven  revolving  walnut  cane-seated  chairs;  this 
compartment  is  fitted  up  with  rosewood  panels  and  satinwood  band 
moldings,  etc. 
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The  small  vestibule  C  is  arranged  to  carry  an  attendant,  who  also 
prepares  light  refreshments,  tea  and  coflEee,  there  being  apparatus 
fitted  up  in  the  stove  chamber  I.  The  stove  is  used  also  for  heating 
the  saloon  by  means  of  a  small  pipe,  through  which  hot  water  circu- 
lates around  each  compartment,  returning  again  to  the  stove.  The 
saloon  is  also  fitted  with  electrical  communication  from  each  com- 
partment to  vestibule  C  to  call  the  attendant.  It  is  also  lighted  by 
compressed  oil  gas,  burnt  in  the  same  way  as  coal  gas,  toned  down 
to  burn  at  atmospheric  pressure  by  suitable  valves,  the  gas  for  this 
being  carried  in  a  cylinder  attached  to  the  under  frames.  The 
lamps  in  each  compartment  are  regulated  by  the  attendant,  there 
being  valves  inside  to  do  this  when  required.  The  weight  of  saloon 
in  service  is  about  22  tons  exclusive  of  passengers.  The  frame  on 
which  the  saloon  body  is  mounted  is  carried  on  four  pairs  of  Man- 
sell  wheels.  The  two  center  pairs  have  a  fixed  wheel  base  of  16  feet, 
working  between  iron  axle  guards  or  hornplates  fixed  to  the  side  of 
carriage  frame,  while  the  two  end  pairs  are  fitted  with  Mr.  F.  W. 
Webb's  radial  axle  boxes  at  8  feet  outside  each  center  pair,  thus 
making  a  total  wheel  base  of  82  feet.  Each  of  the  latter  axles  has 
the  axleboxes  guided  by  hornplates,  forming  part  of  an  independent 
frame  which  is  capable  of  moving  laterally  under  the  main  frame  of 
the  carriage,  the  direction  of  its  movement,  however,  being  controlled 
by  suitable  curved  guide  blocks  so  that  it  can  only  move  along  an 
arc  of  a  circle  of  6  feet  9^  inches  radius.  The  lateral  play  allowed  is 
2i  inches  in  each  direction  from  a  central  position,  the  movement 
being  controlled  by  a  central  spring  which  is  compressed  by  the 
movement  of  the  lower  frame  to  either  the  right  or  left. 

At  each  corner  of  the  lower  frames  is  a  casting  upon  which  rests 
the  slipper  block  attached  to  the  main  frame.  The  weight  is  thus 
transmitted  to  the  lower  frame  and  all  tendency  to  rolling  on  the 
lower  frame  is  avoided. 

The  whole  arrangement  is  simple  and  effective.  The  under  frame 
is  also  constructed  to  carry  two  gas  cylinders  for  supplying  the 
sleeping  saloon  with  compressed  gas.  These  cylinders  are  16  feet 
long  by  13  inches  outside  diameter,  are  suspended  by  spectacle  eyes 
partially  encircling  them,  and  attached  to  the  center  and  outside  of 
the  frame. 

Carrying  brackets  are  also  attached  on  the  outside  cast-iron  body 
for  bolting  the  body  to  the  frame,  and  in  them  is  inserted  India- 
rubber  cylinders  to  take  off  the  jar  and  tremor  from  rolling  of 
wheels.  The  bearing  springs  also  are  suspended  by  adjusting  screws 
and  India-rubber  cylinders  to  further  eliminate  any  jar  to  the  body 
of  carriage.  It  is  also  fitted  up  with  the  simple  automatic  vacuum 
and  Westinghouse  brakes  complete. 

The  frame  is  made  of  steel  throughout  except  the  longitudinals 
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and  diagonals,  which  are  of  oak  timber,  the  whole  being  riveted 
together  and  forming  a  very  strong  carriage  frame. 

The  Midland  Railway  Company's  engine  No,  1853. — The  latest 
improvements  in  rolling  stock  in  England  are  revealed  in  the  beauti- 
ful types  of  locomotives  and  carriage  -shown  by  this  company,  of 
which  Mr.  S.  W.  Johnson  is  the  locomotive  engineer.  In  its  profile 
the  engine  is  very  neat  and  trim,  all  the  working  parts  being  well 
covered.  The  tout  ensemble  is  as  simple  as  it  would  seem  possible  to 
make  it,  judging  from  the  exterior  view  as  illustrated  in  the  accom- 
panying cut. 

The  workmanship  is  finished  in  the  usual  excellent  style.  The 
engine  is  mounted  on  four  axles,  two  of  which  are  under  the  bogie 
truck  and  have  inside  bearings.  There  is  but  one  driver,  7  feet  6 
inches  diameter,  connected  by  a  crank  axle  with  the  inside  cylinders. 
There  is  one  pair  of  small  trailing  wheels  under  the  cab  and  three 
axles  under  the  tender.  The  boiler  pressure  is  160  pounds  per 
square  inch,  and  the  engine  is  designed  to  run  at  the  schedule  rate 
of  53i  miles  per  hour  with  fri)m  nine  to  thirteen  coaches.  These 
engines  have  been  doing  this  work  for  two  years  with  an  average 
consumption  of  from  20  to  23  pounds  of  coal  per  train  mile,  and 
have  frequently  taken  from  thirteen  to  sixteen  coaches  without  loss 
of  time. 

The  leading  wheels  are  3  feet  6  inches  in  diameter,  placed  6  feet 
apart,  and  permit  of  a  lateral  play  of  three-fourths  of  an  inch  on  each 
side.  The  truck  is  brought  back  to  its  central  position  by  a  combi- 
nation of  steel  springs  and  rubber  cushions.  There  are  two  hundred 
dred  and  forty-four  copper  tubes  in  the  boiler,  11  feet  long  and  If 
inches  external  diameter,  fastened  to  the  fire  box  by  ferrules  and  to 
the  smoke-box  end  by  expansion.  All  the  motion  work  is  of  mild 
steel,  case  hardened. 

Two  automatic  injectors  supply  the  feed  water  to  the  boiler.  These 
are  fitted  directly  on  the  back  of  the  fire  box,  and  the  clack  boxes  are 
included  in  the  casting  of  the  injectors.  There  are  no  pipes  under 
pressure  outside  the  boiler,  and  the  injectors  can  be  taken  out  and 
examined  without  lowering  the  steam  pressure. 

The  engine  is  fitted  with  the  automatic  vacuum  brakes  for  the 
train,  in  combination  with  a  steam  brake  for  the  engine  and  tender; 
also  with  a  steam  sanding  gear  and  an  automatic  sight-feed  lubri- 
cator. 

The  water  tank  of  the  tender  will  hold  3,250  gallons  and  the  bin 
about  3  tons  of  coal. 

The  draw  and  buflFer  springs  are  India  rubber  cylinders,  but  a  large 
C  spring,  with  about  1^-  inches  initial  compression,  is  used  as  the 
draw  spring  between  the  engine  and  tender. 
H.  Ex.  410— VOL  III  31 
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Midland  Railway  carriage  No,  916,  on 
two  six-wheeled  Bogie  trucks  (I^ig.  33). — 
This  carriage  contains  three  first-class 
and  three  third-class  compartments,  with 
lavatory  accommodation  to  two  com- 
partments of  each  class;  also  a  compart- 
ment for  the  guard  and  luggage.  This 
is  fitted  with  hand  brake  and  provided 
with  racks  and  shelves  for  letters  and 
parcels;  also  with  switch  for  controlling 
the  electric  light,  cord  communication, 
appliances  for  communicating  with  the 
engine  driver;  also  automatic  vacuum 
brake-indicator  gauge  and  valve  for  ap- 
plying the  continuous  brake. 

This  carriage  is  the  ordinary  type  of 
six-wheeled  Bogie  carriages  working  on 
the  Midland  Railway,  and  the  three 
first-class  compartments  are  samples  of 
the  styles  of  upholstery  and  finishing 
adopted  for  the  Midland  Company's  car- 
riage stock. 

The  first-class  compartment  for  l.-idies 
is  upholstered  in  brown  plush,  and  the 
inside  casing  of  the  compartment  is  of 
walnut  wood,  relieved  by  solid  chasings 
and  moldings. 

The  nonsmokers'  compartment  is  up- 
holstered in  blue  woolen  carriage  cloth, 
and  the  inside  casing  is  of  sycamore 
panel,  with  maple  and  walnut  mold- 
ings. 

The  first-class  compartment  for  smok- 
ers is  upholstered  in  crimson  morocco 
and  the  inside  lined  with  Lincrusta- Wal- 
ton, with  mahogany  facings. 

The  third-class  compartments  are  of 
the  ordinary  description  and  style  of  the 
third-class  compartments  in  the  Midland 
Company's  carriage  stock,  upholstered  in 
crimson  and  black  plush. 

Both  the  first  and  third  class  lavatory 
compartments  are  of  the  ordinary  de- 
scription and  fittings  pertaining  to  each 
class. 

The  carriage  is  56  feet  long  over  the 
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body,  8  feet  wide,  and  7  feet  high.  It  accommodates  sixteen  first- 
class  and  twenty-eight  third-class  passengers ;  total  capacity,  forty- 
four.  It  is  fitted  with  the  automatic  vacuum  continuous  brake  and 
lighted  with  electric  light.  The  under  frame  of  the  carriage  is  made 
of  white  oak,  as  is  also  the  body  framing.  The  floor,  partitions, 
roof,  and  the  inside  casing  boards  are  of  Swedish  red  deal.  All 
the  outside  paneling  and  moldings  are  of  Honduras  mahogany. 

The  Bogie  trucks  are  chiefly  constructed  of  wrought  iron. 

The  bearing  ard  buffer  springs  are  all  laminated,  and,  with  the 
tires  and  axles,  are  made  of  Bessemer  steel.  The  disks  of  the  wheels 
are  formed  of  teak-wood  segments.  The  boss  is  of  cast  iron,  arranged 
to  give  increased  end-bearing  surface  to  the  wood  block.  The  axle 
boxes  are  arranged  so  that  the  brass  bearings  may  be  taken  out  and 
replaced  without  lifting  the  carriage. 

The  compartments  are  lit  by  electricity.  The  total  weight  (tare) 
is  25  tons,  of  2,240  pounds. 

In  addition  to  the  several  railroad  companies'  exhibits  there  were 
numerous  others  containing  a  goodly  display  of  material  used  in  con- 
struction and  operation,  including  electric  signals,  compressed-air 
and  vacuum  brakes,  nuts,  bolts,  switches,  splices,  rails,  ties,  lamps, 
buffers,  boilers,  etc.,  constituting  an  instructive  display. 

The  characteristic  features  of  the  English  engines  are  the  absence 
of  pilots  and  headlights,  the  inside  connections  and  cylinders,  the 
small  size  of  the  cab,  which  is  wanting  in  some  patterns,  and  the 
general  simplicity  of  the  design. 

SWITZERLAND. 

The  Societe  Suisse,  of  Winterthur,  have  on  exhibition  a  compound 
locomotive  with  three  coupled  axles  and  a  pony  truck,  having  out- 
side cylinders  and  Stephenson  valve  gear,  the  latter  being  inside  and 
operating  by  means  of  rocking  levers.  It  is  of  the  Mogul  type  and 
designed  for  a  standard  gauge.  The  locomotive  is  characterized  by 
a  pilot  and  headlight,  as  in  the  American  pattern,  and  carries  a  large' 
cab. 

Another  engine  is  shown  for  a  1-meter  gauge.  It  has  three  axles 
coupled,  and  is  designed  for  tramway  service.  A  mountain  loco- 
motive of  a  mixed  type,  constructed  to  run  by  simple  adhesion,  or 
by  rack  and  pinion,  is  also  placed  on  exhibition  by  this  company. 
It  has  four  wheels  coupled  to  the  central  shaft  carrying  the  toothed 
wheel,  which  can  be  geared  into  the  crank  shaft  driven  by  inside 
cylinders. 

The  Mount  Pilatus  engine  is  also  a  feature  of  this  exhibit.  It  is 
mounted  on  two  axles  and  propelled  by  double  horizontal  pinions 
gearing  into  the  rack.  The  maximum  gradient  on  this  unique  line 
is  48  per  cent,  and  the  difference  of  elevation  between  its  termini 
is  5,343  feet.  The  total  length  is  15,147  feet  and  the  gauge  31i  inches. 
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ITALY. 

The  Sociite  des  Chemins  de  Fer  de  la  Mediterranee^  of  Milan,  have 
on  exhibition  a  locomotive  and  carriage  of  excellent  design  and  finish. 
The  engiiie,  No.  1701,  has  four  axles,  two  coupled,  and  a  Bogie  truck. 
It  has  outside  cylinders,  and  valve  gear  of  the  Qooch  stationary-link 
type,  a  boiler  pressure  of  142  pounds  per  square  inch,  and  a  long  fire 
grate  extending  over  the  trailing  axle. 

The  locomotive  shown  by  the  Societe  Italienne  des  Chemins  de  Fer 
MeridionauXy  of  Florence,  is  also  an  eight- wheeled  machine.  It  is 
similar  in  many  respects  to  the  Swiss  engine  already  described. 

One  of  the  most  instructive  of  the  Italian  exhibits  was  that  made 
by  Mianiy  Silvestri  et  Cie.  of  Milan.  It  comprised  an  engine  and 
train  of  seven  special  carriages.  The  engine  rests  on  a  Bogie  truck 
and  three  coupled  axles.  The  valve  gears  and  cylinders  are  outside, 
and  the  workmanship  is  very  good.* 

The  only  other  exhibit  in  this  clsiss  was  that  made  by  M.  Cyriaque 
Helson,  of  Turin,  who  shows  an  interesting  collection  of  metallic 
cross-ties,  in  both  iron  and  steel,  fpr  railroads. 

*  Condensed  in  part  from  Engineering,  August  9,  1889.  London. 
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During  the  year  1888  the  Baldwin  Locomotive  Works,  at  Philadel- 
phia, Pennsylvania,  turned  out  no  less  than  727  engines,  classified  as 
follows:  Consolidation,  octopod  engines,  272;  six  wheels  coupled, 
freight  and  passenger,  275;  passenger  engines,  four  wheels  coupled, 
188;  special  single-driver  engines,  1;  rack-rail  engines,  1.  The 
smallest  number  built  in  any  one  month  was  54  and  the  largest  75. 

As  illustrating  the  great  variety  of  locomotive  construction  now- 
prevailing  we  have  to  submit  from  the  Baldwin  works  the  following 
illustrations  of  twelve  different  kinds  of  engines  of  their  manufacture, 
together  with  a  brief  description  of  each. 

Fig.  34  represents  a  ten- wheeled  passenger  locomotive,  with  radial 
stay  wagon-top  boiler,  built  for  the  Denver  and  Rio  Grande  Railroad 
Company.  Cylinders,  18  by  24  inches;  driving  wheels,  54  inches  di- 
ameter; rigid  wheel  base,  6  feet;  driving  wheel  base  II  feet  9  inches; 
total  wheel  base,  22  feet  1  inch;  weight  in  working  order,  total,  about 


101,000  pounds;  weight  on  driving  wheels  about  77,000  pounds. 
Fitted  with  two  Friedman  Monitor  No.  9  injectors,  Nathan  sight-feed 
lubricator,  Westinghouse  automatic  brake  for  tender  and  train 
wheels,  and  the  LeChatelier  water  brake  acting  by  back  pressure  on 
the  pistons. 

Fig.  35  is  a  rack  rail  locomotive  of  the  Riggenbach's  system,  de- 
signed for  the  Estrada  de  Ferro  de  Grao  Para,  of  Brazil,  to  haul  22 
tons  (of  2,204  pounds)  of  cars  and  lading  up  a  grade  of  15  per  cent, 
or  792  feet  per  mile,  at  a  speed  of  9  kilometers  (or  5^  miles)  per  hour. 
Cylinders  12  by  20  inches,  geared  driving  wheels  41.35  inches  diam- 
eter on  pitch  line,  carrying  wheels  27  inches  diameter.  Weiglit  in 
working  order  about  42,000  pounds.  Fitted  with  hand  screw  brakes 
acting  on  geared  wheels  and  the  LeChatelier  water  brake  operating 
by  back  pressure  on  pistons. 

Fig.  36,  decapod  locomotive  built  for  the  Northern  Pacific  Rail- 
road Company,  the  dimensions  of  which  are  as  follows;  Gauge  of 
track,  4  feet  8J  inches;  actual  weight  in  working  order  exclusive  of 


Fio.  34.— Ten- wheeled  passenger. 
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tender,  148,000  pounds;  actual  weight  on  driving  wheels, .  133,000 
pounds;  estimated  weight  of  tender,  including  coal  and  water,  80,000 
pounds;  estimated  weight  of  locomotive  and  tender,  in  working  order. 
228,000  pounds;  cylinders,  22  by  2G  inches;  driving  wheels,  five  paire 
coupled,  45  inches  diameter;  total  wheel  base,  24 feet  4  inches;  driving 
wheel  base,  17  feet;  rigid  wheel  base,  12  feet  8  inches;  boiler,  of  steel. 


Fig.  35.— Rack  rail— Riggenbaeh's  sjnstem. 

I  inch  thick,  68  inches  diameter;  height  of  center  line  of  boiler  above 
rail.  7  feet  3^  inches;  fire  box,  10  feet  1  inch  long  by  3  feet  6^  inches 
wide;  tubes,  270  in  number.  2}  inches  diameter,  13  feet  G  inches  long. 
Heating  surface:  firebox.  1G2  square  feet;  tubes,  2,148  square  feet;  to- 
tal 2,310  square  feet;  tank  capacity,  3,600  gallons.    The  first,  fourth^ 


Fio.  36.— Decapod. 

and  fifth  pairs  of  driving  wheels  of  these  engines  have  flanges,  the 
second  and  third  pairs  are  plain.  To  reduce  the  friction  when  trav- 
ersing curves  the  rear  or  fifth  pair  of  driving  wheels  has  additional 
play.  The  rigid  wheel  base  is  therefore  practically  only  the  distance 
between  centers  of  the  first  and  fourth  driving  wheels,  namely,  13 
feet  8  inches,  which  is  less  than  that  of  either  a  consolidation  or 
Mogul  locomotive  of  ordinary  type. 
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Of  the  performance  of  the  "  decapod Mr.  Q.  W.  Gushing,  super- 
intendent M.  P.  M.  &  R.  S.  of  the  Northern  Pacific  road,  writes  as 
follows: 

With  reference  to  the  **  decapod  "  engine:  During  the  work  of  construction  I  am 
not  likely  to  get  experimental  trips  of  which  to  send  you  reports,  but  am  able  to  re- 
port the  remarks  of  my  assistant  in  regard  to  their  present  working,  as  follows: 
"The  *'  decapod''  engines  are  working  well,  and  you  would  be  surprised  to  see  the 
track  they  can  run  over  and  remain  on  the  rails.  They  go  anywhere,  either  on  bad 
track  or  curves,  that  an  eight-wheeled  engine  can  go,  and  surprise  us  all.  The 
result  certainly  justifies  your  choice  of  these  engines  for  the  special  work.*' 

I  may  add  in  explanation,  the  track  is  unusually  bad  because  of  the  peculiar  con- 
ditions of  climate  and  soil  which  render  track-laying  in  the  mountains  possible  in 
January.  At  a  later  date,  when  track  becomes  settled  and  in  good  surfaxje,  it  will  be 
fair  to  experiment  with  reference  to  capacity  of  these  engines  on  a  300-foot  grade, 
and  I  anticipate  their  work  will  then  further  surprise  those  in  charge.  I  am  en- 
tirely pleased  with  their  performance. 


Fio.  87.— Noiseless  steam  street  car. 

Pig.  37.  Noiseless  steam  street  car:  Cylinders,  8  by  10  inches;  driv- 
ing  wheels,  30  inches  diameter;  weight  in  working  order,  without 
passeners,  about  16,000  pounds.  Built  with  steel  boiler  and  fire  box, 
steel  tires  and  wrist  pins  and  charcoal  iron  flues.  Fitted  with  steam 
brake  applying  to  tread  and  flanges  of  the  driving  -wheels,  two  in- 
jectors, two  headlights  and  all  necessary  tools.  A  steam  car  of  this 
type  is  used  by  the  Grand  Trunk  Railway  Company  for  ferry  passen- 
ger service  on  the  International  Bridge  at  Buffalo,  between  Black 
Rock  and  Fort  Erie. 

Fig.  38.  Six-wheels-connected  switching  locomotive,  with  separate 
eight- wheeled  sloping  back  tender,  of  2,400  gallons  capacity,  built 
for  the  Norfolk  and  Western  Railroad  Company.  Cylinders,  18  by  24 
inches;  driving  wheels,  50  inches  diameter;  wheel  base,  10  feet  6 
inches ;  weight  in  working  order,  about  83,000  pounds.  Built  with 
steel  boiler  and  fire  box,  steel  tires  and  wrist  pins,  and  lap-welded 
charcoal  iron  flues.  Fitted  with  two  Friedman  Monitor  No.  8  injec- 
tors, steam  brake,  and  Nathan  sight-feed  lubricator. 
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Fig.  39.  "Fomey"  type  locomotive,  with  two  pairs  of  driving 
wheels  connected  and  a  four-wheeled  swing  bolster  truck  in  rear, 


Fio.  88.— Switching. 


built  for  the  Suburban  Rapid  Transit  Company  of  New  York. 
Cylinders,  14  by  18  inches;  driving  wheels,  48  inches  diameter; 
weight,  in  working  order,  total,  about  55,000  pounds,  weight  on  driv- 


Fia.  39.— Forney. 


ing  wheels,  about  42,000  pounds;  tank  of  600  gallons  capacity  car- 
ried on  extension  of  engine  frames.  Built  with  steel  boiler  and  fire 
box,  steel  tires  and  wrist  pins  and  charcoal  iron  flues.    Fitted  with 


Fio.  40.— Mogul. 


Eames  vacuum  brake,  Shaw  muffler  for  safety  valves,  two  No.  6 
Friedman  Monitor  injectors,  and  all  necessary  tools. 

Fig.  40.  Mogul  locomotive,  built  for  the  Central  Vermont  Railroad 
Company.    Cylinders,  19  by  26  inches;  driving  wheels,  57  inches  di- 
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ameter;  weight  in  working  order,  about  100,000  pounds;  weight  on 
driving  wheels,  about  82,000  pounds;  separate  eight- wheeled  tender 
of  3,000  gallons  capacity.  Boiler  of  steel,  lagged  with  asbestus;  fire 
box,  tires,  and  wrist  pins  of  steel,  flues  of  charcoal  iron.  Fitted  with 
Eames  vacuum  brake,  Seibert  sight-feed  lubricator,  and  two  Fried- 
man Monitor  No.  9  injectors. 

Fig.  41.  Double-ender  suburban  passenger  locomotive,  with  two 
pairs  of  driving  wheels  connected  and  a  two- wheeled  swing  bolster 


Fio.  41.— Double  ender— Suburban. 


truck  with  radius  bar  front  and  back,  each  truck  equalized  with 
adjacent  pair  of  driving  wheels,  built  for  the  Brooklyn,  Bath  and 
West  End  Railroad  Company,  to  burn  hard  coal.  Cylinders,  15  by 
22  inches;  driving  wheels,  49  inches  diameter;  weight  in  working  or- 
der, about  70,000  pounds;  weight  on  driving  wheels,  about  53,000 
pounds;  tank  of  900  gallons  carried  on  boiler.    Total  wheel  base  21 


Fio.  42.— Tank  switching. 

feet  8  inches;  driving  wheel  base,  7  feet  6  inches.  Built  with  steel 
boiler  and  fire  box,  steel  tires  and  wrist  pins,  and  charcoal  iron  flues. 
Fitted  with  water  tubes  and  drop  bars  for  grates,  hopper  ash  pan, 
Eames  vacuum  brake,  two  Friedman  Monitor  No.  7  injectors,  De- 
troit sight-feed  lubricator. 

Fig.  42.  Six-wheels-connected  tank-switching  locomotive  built  for 
the  Cambria  Iron  Company.  Cylinders,  15  by  22  inches;  driving 
wheels,  43  inches  diameter;  weight  in  working  order,  about  70,000 
pounds;  wheel  base,  10  feet;  tank  of  750  gallons  capacity.  Built 
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with  steel  boiler  and  fire  box,  steel  tires  and  wrist  pins,  and  charcoal 
iron  flues.  Fitted  with  two  Sellers's  1876  injectors  and  Detroit  sight- 
feed  lubricator. 

Fig.  43.  Consolidation  freight  locomotive,  built  for  the  BuflFalo, 
Rochester  and  Pittsburg  Railway  Company.    Cylinders,  20  by  24 


Fio.  43.— Consolidation  freight 

inches;  driving  wheels,  50  inches  diameter;  weight  in  working  order, 
total,  about  116,000  pounds;  weight  on  driving  wheels,  about  103,000 
pounds;  total  wheel  base,  21  feet  6  inches;  driving  wheel  base,  14 feet; 
tender  of  3,000  gallons  capacity.  Built  with  steel  boiler  and  fire  box, 
steel  tires  and  wrist  pins,  and  charcoal  iron  flues.  Fitted  with  West- 
inghouse  automatic  brake  for  driving,  tender,  and  train  wheels,  two 
Friedman  injectors. 


Fio.  44.— Plantation. 

Fig.  44.  Six- wheel-connected  plantation  locomotive,  with  separate 
four-wheeled  tender  of  900  gallons  capacity,  built  for  Messrs.  Kra- 
jewski  &  Pesant,  of  New  York,  for  service  in  Cuba.  Cylinders,  13 
by  16  inches;  driving  wheels,  33  inches  diameter;  wheel  base,  7  feet  8 
inches;  weight  in  working  order,  about  34,000  pounds.  Built  with 
steel  boiler  and  fire  box,  steel  tires  and  wrist  pins,  and  charcoal  iron 
flues.  Fitted  with  Radley  &  Hunter  stack,  one  No.  5  eclipse  in- 
jector, one  brass  pump,  and  all  necessary  tools. 
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Fig.  45.  American  type  passenger  locomotive,  built  for  the  Norfolk 
and  Western  Railroad  Company.  Cylinders,  18  by  24  inches;  driving 
wheels,  62  inches  diameter;  total  wheel  base,  24  feet  6^  inches; 
driving  wheel  base,  9  feet;  weight  in  working  order,  about  101,000 
pounds;  weight  on  driving  wheels,  about  67,000  pounds;  tender  of 
3,000  gallons  capacity.  Built  with  steel  boiler  and  fire  box,  steel  tires 
and  wrist  pins,  and  charcoal  iron  flues.  Fitted  with  two  No.  9  Fried- 
man Monitor  injectors,  Westinghouse  automatic  brake  for  driving, 
tender,  and  train  wheels,  and  Nathan  sight-feed  lubricator.* 

The  more  practical  technical  information  regarding  a  few  of  the 
numerous  types  produced  by  this  enterprising  company  will  be 
found  in  the  accompanying  general  table  of  data,  and  the  sectional 
diagrams  submitted  herewith  (Figs.  46,  47,  and  48).  The  facilities  of 
the  establishment  are  such  that  recently  an  engine  was  designed, 
drawn,  built,  and  delivered  in  eight  days.    The  present  output  av- 


Fio.  45.— American  type  passenger. 

erages  two  locomotives  per  diem,  and  arrangements  are  now  perfected 
by  the  firm  for  turning  out  one  thousand  locomotives  in  a  year,  if  it 
be  found  necessary. 

For  heavy  work  a  few  engines  of  the  "Decapod  "  type,  shown  in  Fig. 
§6,  have  been  built,  with  its  five  pairs  of  drivers,  but  it  is  found  that 
substantially  the  same  results  are  obtained  by  an  eight- wheeled  driver 
and  larger  boiler  capacity,  so  that  the  Decapod  type  is  practically  su- 
perseded by  the  **  heavy  consolidation  freight "  engine,  similar  to  No. 
43.  A  late  engine  of  this  type,  built  for  the  Northern  Pacific  Railroad 
Company,  is  now  in  use  on  the  mountain  division,  where  there  are  10® 
curves  (573  feet  radius)  and  grades  of  116  feet  to  the  mile  (2.2  per 
cent).  Under  these  conditions  the  engine  is  reported  to  be  able  to 
draw  "about  eighteen  loaded  cars,  and  for  winter  about  sixteen  will 
be  the  average."  The  largest  load  yet  hauled  by  it  was  twenty 
loaded  cars,  weighing  in  the  aggregate  about  600  net  tons,  or  535  tons 
gross. 

The  actual  weight  in  working  order,  exclusive  of  tender,  is  150,000 
I)ounds,  and  the  weight  in  drivers,  135,000  pounds.    The  cylinders 

*  Extract  from  the  Railway  Age,  Chicago,  March  b,  1889. 
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are  22  inches  diameter  by  28  inches  stroke.  The  driving-wheel  base 
is  14  feet,  but  the  central  wheels  have  no  tires  and  a  broad  tread. 

It  is  therefore  the  heaviest  American  engine  on  the  general  list, 
and  is  exceeded  by  only  one  Belgian  locomotive,  of  substantially  the 
same  design,  but  having  its  tank  over  the  drivers.  The  weight  on 
^ach  pair  of  the  driving  wheels  is  33,750  founds,  or  on  each  wheel, 
16,875  pounds.    Additional  data  will  be  found  in  the  table. 

Consolidation  locomotive  with  Woottenfire  box  Fig.  48  represents 
a  special  consolidation  engine,  built  by  the  Baldwin  Company  for 
the  Calumet  and  Hecla  Mining  Company,  of  Michigan.  The  engine 
is  fitted  with  the  Wootten  system  of  fire  box,  and,  though  built  for  a 
narrow-gauge  line,  has  slightly  more  tractive  power  than  most  con- 
solidation engines  and  considerably  greater  weight,  being  the  heaviest 
consolidation  engine  ever  built  for  any  gauge  by  the  Baldwin  Loco- 
motive Works.  The  following  are  the  leading  particulars  and  dimen- 
sions of  the  engine: 

Cylinders,  diameter  and  stroke,  20  by  26  inches. 

Tractive  force  per  pound  average  pressure  in  cylinders,  208  pounds. 

Gauge,  4  feet  1  inch. 

Fuel,  buckwheat  or  pea  anthracite. 

Weight  in  working  order,  about  130,000  pounds. 

Weight  on  driving  wheels,  116,000  pounds. 

Total  wheel  base  of  engine,  21  feet  9  inches. 

Driving-wheel  base  of  engine,  18  feet  8  inches. 

Total  wheel  base  of  engine  and  tender,  50  feet  6  inches. 

Driving  wheels,  diameter  on  tread,  50  inches. 

(Front  and  back  driving  wheels  flanged,  intermediate  wheels  plain.) 

Driving-axle  journals,  diameter  and  length,  7i  by  8i  inches. 

Engine-truck  journals,  diameter  and  length,  5  by  8  inches. 

Tender  joumaJs,  8f  by  7  inches. 

Boiler,  Wootten  patent,  straight  top,  of  steel,  |  inch  thick. 
Diameter  of  waist  of  boiler  at  smoke-box  end,  60  inches. 
Fire  box,  inside,  114  inches  long  by  95i  inches  wide. 
Tubes,  204  in  number,  2  inches  diameter,  10  feet  6\  inches  long. 
Boiler  tested  to  200  pounds  per  square  inch;  working  pressure,  160  pounds  per 
square  inch. 
Boiler  lagged  with  asbestos. 

Variable  exhaust;  diameter  maximum  opening,  6  inches. 

Feed  water  supplied  by  two  Rue  injectors,  one  No.  9  and  one  No.  10. 

The  brake  shoes  of  the  Roes  pattern,  with  bearing  on  flange  of  tire  and  tread 
inside  of  track  line,  but  recessed  over  the  part  where  the  wear  of  the  rail  naturally 
comes,  BO  as  not  to  increase  the  wear  of  tire  at  the  point  where  they  are  worn  by 
the  rails. 

The  cylinders  tapped  so  that  indicator  cards  may  be  taken  when  the  engine  is  put 
into  regular  service. 

A  steam  gauge  attached  to  the  steam-brake  pipe,  so  that  the  engineer  can  see  just 
what  effective  brake  pressure  he  has  available. 
Le  Chatelier  pipe  for  braking  by  back  pressure  on  pistons. 
Hudson's  patent  automatic  bell  ringer. 

Relief  cocks  on  steam  chests,  operating  automatically  and  by  rod  running  back  to 
cab. 


Digitized  by  Google 


Digitized  by 


Google 


VOL  III— Face  page  494 


Fig.  48.— "  OonsoUdated''  fn;: 
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Boyden's  sight  feed  lubricator  for  cylinders. 

De  Lancey's  patent  balanced  slide  valves  with  Allen  ports. 

Reverse  quadrant  graduated  to  each  inch  of  cut-off. 

Steam  brake  acting  on  forward  side  of  all  driving  wheels. 

American  steam  brake  on  tender  wheels. 

Height  from  rail  to  center  of  boiler,  7  feet  5i  inches. 

Height  from  rail  to  top  of  boiler,  10  feet  H  inches. 

Height  from  rail  to  top  of  stack,  15  feet  2^  inches. 

Engine-truck  wheels  with  steel  tires. 

Driving  boxes  of  cast  steel.* 

Description  of  miscellaneous  articles  exhibited  by  the  Pennsylvania 
Railroad  Company  of  Pennsylvania. 

(1)  One  cast-iron  wheel  worn  out  in  service  under  a  passenger  car. 
Length  of  service,  21^  months.    Mileage,  126,915. 

(2)  One  cast-iron  wheel  defective  in  casting.  The  defects  in  this 
wheel  are  chill  cracks  due  to  contraction  of  the  wheel  while  cooling 
in  the  mold.  These  chill  cracks  are  the  most  common  defect  in  the 
manufacture  of  cast-iron  wheels,  and  wheels  having  these  defects 
are  never  placed  in  service. 

(3)  One  new  cast-iron  wheel  with  piece  broken  out  to  show  depth 
of  chilled  iron  on  tread,  and  also  having  holes  broken  in  the  plate  to 
show  strength  of  metal.  This  wheel  was  struck  over  200  blows  with 
a  25-pound  sledge. 

(4)  One  pair  33-inch  wheels  mounted  on  axle,  showing  the  wheels 
and  axle  ready  to  be  placed  in  a  truck  for  service. 

(5)  One  section  of  Pennsylvania  Railroad  standard  85-pound  rail 
and  rail  joint,  showing  simply  the  shape  of  the  rail  and  the  style  of 
rail  joint  used. 

(6)  Trestles  and  chocks  for  setting  up  the  wheels. 

(7)  One  33-inch  Pennsylvania  Railroad  standard  wheel  flask,  filled 
with  plaster  of  Paris  to  represent  sand,  and  having  a  wooden  pattern 
in  position  to  represent  a  wheel  in  the  mold.  A  piece  is  cut  out 
through  the  flask,  plaster  of  Paris,  and  pattern  to  show  the  position 
of  the  different  materials  in  the  mold  as  in  casting  the  wheels. 

(8)  One  Pennsylvania  Railroad  standard  freight-car  truck,  show- 
ing the  truck  complete  and  ready  to  be  placed  under  a  car. 

(9)  One  Pennsylvania  Railroad  standard  passenger-car  truck, 
showing  the  truck  complete  and  ready  to  be  placed  under  a  car. 

(10)  One  section  of  the  Pennsylvania  Railroad  standard  box  freight 
car,  showing  the  height,  width,  and  general  style  of  framing, 
weatherboarding,  and  roofing.  This  car  complete  is  34  feet  long 
and  has  a  door  4^  feet  wide  in  center  of  car  on  each  side.  The  car 
weighs  about  29,000  pounds  and  has  a  carrying  capacity  of  65,000 
pounds.  It  is  used  for  carrying  grain,  merchandise,  and  all  classes 
of  perishable  freight,  except  such  as  are  required  to  be  carried  in  re- 
frigerator cars.    This  car  is  known  as  class    Xc  "  box  car. 

•The  Railroad  Gazette,  78  Broadway,  New  York. 
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(11)  One  section  of  the  Pennsylvania  Railroad  standard  coal  car, 
showing  width,  height  of  sides,  and  general  style  of  floor  framing. 
This  car  complete  is  26  feet  long,  and  has  a  hopper  and  drop  bottom 
in  the  center,  from  which  about  two-thirds  of  the  load  can  be  dropped 
on  the  coal  wharves.  The  car  weighs  about  23,000  pounds  and  has 
a  carrying  capacity  of  65,000  pounds.  It  is  principally  used  for  haul- 
ing coal,  ore,  and  other  materials  of  that  character,  but  may  also  be 
used  for  lumber  and  other  materials  which  do  not  require  protec- 
tion from  the  weather.  This  car  is  known  as  class  *  *  Gd  "  Gondola  car. 

(12)  One  section  of  the  Pennsylvania  Railroad  standard  passenger 
car,  showing  style  of  finish,  seats,  etc.  This  car  complete  is  46^  feet 
long,  and  seats  fifty-six  passengers.  It  is  provided  with  a  saloon 
for  the  accommodation  of  passengers,  a  tank  containing  drinking 
water,  and  is  heated  by  two  stoves,  from  which  hot  air  is  conducted 
through  boxes  on  each  side  of  the  car  beneath  the  seats.  From  these 
"boxes  the  hot  air  is  distributed  throughout  the  car  by  means  of  open- 
ings under  the  seats.  This  car  is  known  as  class  **Pf "  passenger 
-car. 

Another  exhibit  is  an  album  of  specifications  for  materials,  etc. , 
used  by  the  Pennsylvania  Railroad  Company.  The  materials  which 
are  referred  to  in  these  specifications  are  tested  either  chemically  or 
physically,  as  the  case  may  be,  and  any  which  do  not  meet  the  re- 
quirements of  these  specifications  are  condemned  and  returned  to  the 
manufacturers  to  be  replaced  with  materials  of  the  proper  kind;  and 
the  last  is  an  album  of  photographs  of  the  Pennsylvania  Railroad 
standard  locomotives  and  cars,  and  also  a  few  miscellaneous  pictures 
of  special  equipment,  scenery,  etc. 

From  this  brief  description  it  appears  that  the  capacity  of  the 
rolling  stock  is  kept  up  to  modern  standards,  and  that  it  is  much 
greater  than  formerly,  when  dead  and  live  load  were  about  equal. 
At  present  the  ratio  is  about  as  29  is  to  65  for  the  box  car  "Xc,"  or 
as  1  to  2.24;  for  the  standard  coal  car  it  is  as  23  is  to  65,  or  1  to  2.82. 
The  economy  resulting  from  this  change  is  manifest  in  the  great  re- 
duction of  rates. 

The  body  of  the  standard  passenger  day  coach  is  46^  feet  long,  and 
the  end  platforms  3  feet  each,  making  52^  feet  for  a  seating  capacity 
of  56  persons,  or  11  inches  of  train  length  per  passenger. 

Th6  car  seats,  intended  for  two,  are  about  40  inches  long,  placed 
transversely  and  separated  by  a  central  aisle  about  20  inches  wide, 
giving  an  interior  width  of  100  inches  or  over,  say  8^  feet.  The  cubic 
contents  would  then  be  46^  by  Si  by  9=3,557  cubic  feet,  while  the 
floor  space  is  395^  square  feet.  There  result,  7.06  square  feet  of  area 
and  63.5  cubic  feet  of  volume  per  passenger. 

Again,  rating  the  weight  of  the  passenger  at  154  pounds,  the  pay- 
ing load  would  amount  to  8,624  pounds  per  car,  while  the  dead  load 
is  about  39,300,  giving  a  ratio  of  1  to  4.6. 
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The  freignt  cars  vary  in 
length  from  28  feet  for  the 
^'gondola  (Gd),-'  to  30. 4  for 
the  stock  car, K  D,"  and  are 
therefore  all  mounted  on  four- 
wheel  bogie  trucks. 

The  Strong  loco  motive  No, 
444. — This  machine  repre- 
sents a  new  departure  in 
American  practice,  and  al- 
thougli  not  represented  at  the 
exhibition  it  is  believed  nec- 
essary to  allude  to  it  in  this 
report  as  one  of  the  types  of 
engines  which  mark  a  radical 
change  in  this  branch  of  the 
service  in  America. 

Its  designer,  Mr.  George  S. 
Strong,  has  endeavored  to  im- 
prove upon  what  he  regards 
as  the  weakest  parts  of  an  en- 
gine, viz,  the  boiler,  the  valve 
gears,  and  the  valves  them- 
selves, and  hence  he  has  made 
important  modifications  in 
these  parts  with  the  view  of 
obtaining  greater  efficiency. 

In  the  boiler  he  has  done 
away  with  all  flat  and  square 
forms  which  resist  pressure 
by  their  transverse  strength 
alone,  and  has  adopted  the 
corrugated  cylindrical  form, 
thus  dispensing  with  all  stays 
and  crown  bars.  There  is  also 
a  duplex  fire  box  discharging 
the  gaseous  products  over  a 
hollow  bridge,  where  they  re- 
ceive the  supply  of  air  nec- 
essary io  cause  complete  com- 
bustion, and  by  alternate  fir- 
ing an  incandescent  fire  is  al- 
ways maintained  on  one  side 
to  burn  the  gas  from  the  op- 
posite chamber.  The  com- 
bustion and  fire  chamber  are 
welded,  corrugated,  steel  cyl- 
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inders,  flanged  out  so  as  to  be  riveted  externally,  thus  preventing 
exposure  of  any  rivet  heads  to  the  direct  action  of  the  fire.  The 
longitudinal  joints  are  all  welded.  The  boiler  is  designed  to  carry 
175  pounds  per  square  inch  internal  pressure. 

The  result  of  these  modifications  in  the  boiler  has  been  to  produce 
the  long,  peculiar  form,  resembling  a  tuning  fork  or  >-,  as  shown  in 
the  annexed  illustration.* 


The  valves  used  are  of  the  "gridiron"  pattern,  having  ten  ports 
per  valve,  each  4f  by  i  inches.  The  travel  of  the  valve  is  1^,  the 
lap  -h',  the  lead,  for  the  steam,  |  inch;  for  the  exhaust,  t^,  and  the 
throw  of  the  eccentrics,  2^  inches.  With  these  quadruple  valves  all 
the  advantages  of  balancing  are  secured  without  its  complications, 

*  For  fuller  descriptions  and  tests  see  Franklin  Institute  Journal  of  February, 
1888,  vol.  cxxv.    Philadelphia,  Pennsylvania. 
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for.  by  the  peculiarity  of  the  motion  given  to  the  rocker  gear,  it  hap- 
pens that  when  the  load  on  the  valves  is  greatest  they  are  mostly  at 
rest,  and  when  they  are  moving,  the  compression  coming  beneath 
the  steam  valves,  so  relieves  them  of  load  that  they  are  to  a  large 
extent  balanced,  whilst  similarly  when,  in  turn,  the  exhaust  valves 
move  they  are  exposed  only  to  pressure  from  the  expanded  steam. 
The  fact  that  in  actual  work  the  wear  of  the  valves  is  found  to  be 
almost  nothing,  shows  that  the  adaptation  of  this  type  of  valve  to 
locomotive  practice  has  been  well  chosen,  and  that  four  separate 
valves  are  superior  to  one,  and  secure  a  better  distribution  of  the 
steam." 

This  valve  gear  is  based  upon  the  Walschaert  system,  which  has 
long  been  in  use  with  good  results. 

"  The  valve  seats  are  plugs,  fitting  into  holes  bored  in  the  passages 
from  the  saddle  to  the  cylinder,  the  ordinary  steam  chest  being  dis- 
pensed with.  The  valves  are  let  into  grooves  milled  or  planed  in  the 
seats,  so  arranged  that  the  valves  are  free  to  move  up  or  down  in  the 
seats."  All  the  objections  to  the  link  motion  are  removed  by  this 
valve-gear,  which  is  of  the  radial  type. 

This  machine,  No.  444,  when  run  on  the  Northern  Pacific  Rail- 
road by  an  engineer  who  kept  a  fairly  open  throttle,  developed,  at 
high  speed,  over  1,800  horse  power,  or  over  1  horse  power  from  a 
square  foot  of  heating  surface,  or  30  horse  power  per  foot  of  grate 
and  per  75  pounds  weight,  and  it  is  claimed  that  this  power  can  be 
maintained  indefinitely.  The  engine  gives  a  good  distribution  of 
steam,  large  cards,  high  power  for  an  ordinary  cylinder  capacity, 
and  great  economy,*  especially  for  high  speeds.  Its  general  appear- 
ance is  indicative  of  power,  and  its  evolution  marks  an  epoch  in 
steam  motors.  The  more  detailed  data  will  be  found  in  the  general 
table. 

The  H,  K,  Porter  &  Co.  locomotive. 

The  only  American  locomotive  actually  placed  on  exhibition  in  its 
full  size  was  that  manufactured  by  H.  K.  Porter  &  Co.,  of  Pitts- 
burgh, Pennsylvania.  It  is  designed  for  a  great  variety  of  uses  and 
not  simply  as  a  mining  engine  as  has  been  frequently  asserted.  For 
foreign  markets  it  is  made  at  prices  ranging  from  $2,000  to  $3,500, 
delivered  on  board  the  steamers  at  New  York. 

The  claims  which  the  company  make  for  the  design  shown  in  Fig. 
51  are  as  follows: 

The  locomotive  is  intended  for  use  in  hot  countries,  and  for  this  purpose  a  canopy 
is  used  to  protect  the  engineer  from  the  heat  of  the  sun,  the  boiler  is  thoroughly- 
jacketed,  and  the  arrangements  for  carrying  the  fuel  and  water,  and  tlie  general 
construction  of  the  engine  gives  the  greatest  comfort  and  convenience  to  the  engine- 
driver,  as  well  as  full  control  of  all  working  parts.    It  is  especially  designed  for 

*Prof.  Robert  H.  Tliurston's  discussion. 
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working  on  very  sharp  curves,  and  is  constructed  with  a  truck  which  is  arranged 
for  working  on  very  rough  track  and  for  sharper  curves  than  any  other  truck  niade. 
The  engine  is  also  well  adapted  to  working  very  steep  graties,  and  is  therefore  de- 
sirable for  work  on  portable  track  or  light  track  on  plantations  where  the  ground  is 
apt  to  be  soft,  the  grades  steep,  and  the  curves  sharp*  The  center  of  weight  is  placed 
very  low,  so  tliat  the  engine  can  not  be  derailed  easily.  The  design  is  simple,  with- 
out any  complications,  so  that  an  ordinary  engineer  can  keep  the  machine  in  good 
order  and  operate  it.  The  journals  are  large  size;  the  brasses  are  of  the  hardest  com- 
position of  copper  and  tin;  the  valve  motion  throughout  is  case-hardened  steel  with 
hardened  steel  pins  and  thimbles,  so  that  the  locomotive  will  run  a  very  long  time 
without  repairs,  and  their  duplicate  system  of  construction  makes  such  repairs, 
when  neeiled,  very  easy,  not  requiring  any  great  skill. 

While  the  c<jmpany  have  aimed  to  secure  the  greatest  convenience  and  adaptation 
to  severe  service  they  liave  not  paid  any  special  attention  to  ornamentation,  so  that 
there  are  no  useless  brass  ornaments.  The  locomotive  is  built  for  work  rather  than 
for  looks,  but  at  the  same  time  it  has  a  neat  finish.  The  locomotive  was  not  con- 
structed especially  for  exliibition,  but  the  different  parts  for  its  construction  were 
duplicate  parts  taken  at  random  from  the  finished  stock  kept  on  hand. 


The  geiieral  characteristics  of  this  machine  are  as  follows:  Gauge 
3  feet;  fuel,  coal  or  wood;  service,  plantation;  weight,  15,000 
pounds ;  boiler  of  homogeneous  cast-steel  plates  with  the  shell  inch, 
cylindrical  sheets  gV,  and  the  round  head  diameter  25  inches  at 
front  end,  25  J  at  rear.  The  dome  is  18  inches  in  diameter,  20  inches 
high,  with  cast  ring  and  caps  lagged  and  cased.  The  boiler  tested  to 
180  pounds  pressure.  The  grate  is  cast  iron.  The  stack  contains  a  spark 
arrester  and  steel  wire  netting  and  an  adjustable  petticoat  pipe.  The 
valve  motion  consists  of  shifting  links  graduated  to  cut  off  equally 
at  all  parts  of  the  stroke.  Tlie  drivers  are  furnished  with  cast-iron 
centers  with  steel  tires.    For  other  data  see  the  general  table. 


The  establishment  of  Decauville  Aine,  k  Petit-Bourg  (Seine  et-Oise), 
France,  makes  a  variety  of  engines  for  general  purposes  of  transporta- 
tion under  peculiar  conditions.  One  of  these  is  the  compound  articu- 
lated locomotive  on  tlie  Mallet  system,  weighing  12  tons  in  service. 
It  burns  wood  or  coal,  and  is  capable  of  turning  curves  of  only  65.6 


Fig.  51. 


SPECIAL  ENGINES  AND  APPLIANCES. 


The  Decauville  railway  and  appliances. 
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feet  radius  and  of  mounting  gradients  of  8  per  cent  on  ways  of  from 
1.96  to  2.46  feet  gauge.  Its  horse  power  is  computed  at  85.  It  has 
four  axles  with  wheels  23.6  inches  in  diameter.  Its  peculiar  feature 
is  in  the  compounding  of  its  cylinders,  they  being  arranged  tandem 
and  so  far  apart  that  the  forward  one  drives  the  four  front  wheels 
while  the  one  in  the  rear  operates  the  remaining  drivers,  the  one  being 
a  duplication  of  the  other,  with  the  necessary  valves,  gear,  etc.,  ex- 
cepting as  to  diameter,  that  of  the  forward  cylinder  being  10  inches 
and  of  the  rear  6.69  inches.  The  stroke  of  both  is  10  inches.  The 
tractive  power  is  3,190  pounds.  The  gross  load  on  a  level,  including 
the  motor,  is  290  tons,  and  the  price  is  26,500  francs  (about  $5,300). 

Another  type  is  seen  in  the  double-headed,  duplex  articulated  en- 
gine, which  is  almost  a  duplication  of  "L'Avenir"  just  described, 
excepting  that  a  single  boiler  drives  both  sets  of  pistons. 

The  lack  of  space  precludes  even  a  brief  description  of  the  remark- 
able development  of  these  works  of  MM.  Decauville  at  Petit-Bourg 
and  their  varied  industries,  with  the  excellent  cooperative  features 
of  the  establishment.  Suffice  it  to  say,  that  within  a  score  of  years  it 
has  expanded  from  nothing  to  a  plant  which  covers  about  20  acres 
and  turns  out  daily  120  tons  of  railway  material,  including  perma- 
nent way,  and  more  than  100  types  of  rolling  stock,  yet  all  of  com- 
paratively diminutive  sizes,  making  a  great  many  pieces.  The 
average  weight  of  the  permanent  way  is  only  15  pounds  per  yard. 
About  5,000  miles  of  the  Decauville  railway  have  been  laid  in  various 
parts  of  the  world  for  shops,  yards,  agricultural  and  mining  pur- 
poses. The  railway  connecting  the  various  buildings  of  the  exhibi- 
tion, which  rendered  such  excellent  service  during  the  preparatory 
stages  of  erection  and  in  the  subsequent  transportation  of  visitors,  is 
but  a  type  of  the  many  lines  in  existence  of  this  very  useful  and 
portable  system. 

Engine  for  high  speed. 

M.  Charles  Saint  Dizier  has  published  a  monograph  descriptive  of 
an  engine  designed  by  him  for  high  speed,  in  which  the  drivers, 
either  single  or  coupled,  have  a  diameter  of  3.2  meters  (10^^  feet), 
and  the  estimated  velocity  is  placed  at  74.4  miles  per  hour.  To 
avoid  the  elevation  of  the  center  of  gravity  due  to  this  increased 
diameter  of  drivers  he  proposes  placing  the  boiler  under  the  plane 
of  the  axles  and  the  fire  box  between  them,  so  that  its  size  may  be 
made  to  conform  to  the  greater  quantity  of  steam  required  for  such 
service.  There  are  but  three  axles  in  all ;  the  leading  wheels  have  a 
diameter  of  3.28  feet.  The  axle  passes  through  the  smoke  box,  the 
plates  of  which  are  cut  to  permit  of  its  passage.  The  journals  are 
fitted  with  radial  boxes  for  facility  in  turning  curves. 

The  cylinders  are  placed  about  midway  between  the  driving-wheel 
axles  but  outside  of  the  frame.    Each  cylinder  on  the  same  side  has 
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two  pistons.  The  boiler  pressure  is  computed  at  12  atmospheres, 
176.4  pounds.    The  weight  of  the  machine  is  given  at  83,600  pounds. 

It  will  require  13,200  pounds  of  coal  and  3,750  gallons  of  water, 
carried  by  a  tender  supported  on  three  pairs  of  wheels.  The  body 
of  the  cars  will  be  designed  on  the  American  system. 

Speed  regulator, 

A  speed  regulator  for  locomotives,  patented  by  M.  Hausshoelter 
and  made  by  Dr.  G.  Hasler,  at  Berne,  Switzerland,  contains  the  fol- 
lowing advantages:  First,  an  apparatus  for  registering  the  speed  on 
a  band  of  paper  every  twelve  seconds;  second,  by  indicating  on  a  dial 
every  six  seconds  it  enables  the  engine  driver  to  keep  a  continuous 
record  of  the  speed,  and  in  case  of  any  excessive  velocity  there  is  an 
annunciator  which  calls  the  attention  of  the  engineer  by  ringing  a 
bell.  The  entire  mechanism,  excepting  the  bell,  is  inclosed  in  a  cast- 
iron  case. 

The  Iron  Car  Company^s  exhibit 

As  the  object  of  every  system  of  transportation,  whether  on  land 
or  water,  is  to  overcome  all  resistances  with  the  least  possible  cost, 
and  as  the  greater  portion  of  these  resistances  result  from  weight 
and  friction,  it  is  self-evident  that  the  economical  solution  of  the 
problem  must  lie  largely  in  the  direction  of  reduced  ratio  of  dead  to 
live  load  and  diminished  friction.  Any  improvement,  therefore, 
which  increases  the  capacity  of  a  train  without  augmenting  its  gross 
load,  or,  in  other  words,  which  reduces  the  weight  of  the  vehicle 
whilst  retaining  its  strength,  flexibility,  and  size,  must  be  a  change 
in  the  interest  of  economy.  Since  the  introduction  of  steel  on  a 
large  scale,  and  in  any  required  structural  form,  it  has  become  pos- 
sible to  make  these  very  desirable  modifications  in  the  form  and 
material  of  railway  rolling  stock,  and  the  Iron  Car  Company,  of  120 
Broadway,  New  York,  deserve  the  highest  commendation  for  the 
enterprise  displayed  by  them  in  supplying  this  long-felt  want  by 
their  excellent  system  of  tubular  frames  for  freight  cars  of  all  types 
and  descriptions.  By  the  substitution  of  steel  tubes  there  has  been 
effected  a  reduction  in  the  weight  of  the  dead  load  and  an  increase 
in  that  of  live  load,  until  the  ratio  of  the  two  is  considerably  more 
than  doubled. 

The  several  parts  of  these  cars  are  made,  as  far  as  possible,  on  the 
same  pattern,  so  as  to  be  interchangeable.  They  are  all  light  and  can 
be  readily  shipped  to  any  part  of  the  world  and  are  capable  of  being 
assembled  by  an  ordinary  mechanic. 

The  best  result  hitherto  obtained  with  wooden  cars  has  been,  for 
dead  weight,  20,000  to  23,000  pounds  for  a  load  of  40,000,  or  a  ratio 
of  1  to  2.  The  tube-iron  car  weighs  from  18,000  to  25,000  pounds, 
according  to  the  size  and  weight  of  the  body.    Its  regular  load  is 
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60,000  pounds,  giving  ratios  of  1  to  3^  and  1  to  2.4.  It  is  computed 
that  on  the  coal  tonnage  of  the  Philadelphia  and  Reading  Railroad 
for  one  year  the  saving  effected  by  the  use  of  the  iron  car  would 
have  been  $1,729,076. 

The  oldest  train  of  these  cars  has  been  in  service  over  ten  years 
and  it  has  cost  practically  nothing  for  repairs  excepting  to  paint 
them.  Carefully  collected  statistics  show  that  while  wooden  freight 
cars  cost  on  an  average  $59  per  year  for  repairs,  and  wooden  coal 
cars  $36.49,  the  outlay  on  the  tube  car  has  not  averaged  50  cents  per 
car. 

The  following  data  relative  to  the  types  of  these  cars  will  serve  to 
confirm  these  claims  as  to  capacity: 


Length 
iiiside. 

Feet. 
38 
881 

Depth. 

Feet, 
15 
45 

Width 
inside. 

Feet. 
7 
7i 

Cubic 
contents, 

includ- 
ing^ drops. 

Ou.  feet. 
300 
980 

Series  A,  drop-end  freight  

Series     drop-bottom  freight  

American  Midland  Railroad,  No.  4 ... . 
New  York,  Susquehanna  and  West- 
ern Railroad. 

Southern  Iron  Car  Line,  No.  600R  

Beech  Creek  Railroad,  No.  6S011  .... 
Rome  Railroad  of  Georgia,  No.  751 .. . 

keand  Ohio  


Capac 

Pounds 
60,000 
60.000 
60,000 
60,000 


Weight 


Pounds 
19,600 
21,800 
21,400 
26,600 


60,000  18,800 
'ao  25,500 
60,000  I  21,800 
00,000  '  25.500 


Remarks. 


Gondola. 
Box,  open. 

Flat  car. 
Coal  car. 
Gondola. 
Box,  open. 


♦Tons. 

Another  test  of  strength  of  these  cars  is  to  be  found  in  the  use  of 
them  for  the  removal  of  the  Brighton  Beach  Hotel  a  distance  of  595 
feet  in  the  spring  of  this  year,  to  protect  it  from  the  encroachments 
of  the  sea.  This  building  was  460  feet  long,  with  an  average  depth 
of  210  feet,  three  to  four  stories  high,  with  five  large  towers.  Its  to- 
tal weight  of  about  6,000  tons,  was  supported  on  112  cars,  resting  on 
24  railroad  tracks,  for  more  than  6  weeks.  This  would  give  an  av- 
erage load  of  over  53  tons,  omitting  any  effects  due  to  wind;  but  it  is 
believed  that  the  load  on  some  of  the  cars  exceeded  120  tons,  yet 
there  were  no  indications  of  excessive  loading  visible  on  the  cars, 
nor  any  injury  to  the  building,  which  would  have  resulted  had  the 
cars  yielded  to  the  pressure. 

There  are  now  about  five  thousand  of  these  cars  in  use  in  the 
United  States,  where  they  are  attracting  great  attention,  and  it  is  ex- 
pected that  during  the  current  year  ten  thousand  more  of  them  will 
be  supplied  to  fill  orders. 

By  thus  reducing  the  cost  of  movement  the  market  range  of  all 
commodities  is  increased,  while  at  the  same  time  the  revenues  of  the 
railroads  using  them  are  augmented.  But  it  is  manifestly  impossi- 
ble to  do  this  subject  of  the  economics  of  railway  management  jus- 
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tice  in  this  limited  report.  The  interested  reader  must  be  referred 
to  the  standard  works  of  A.  M.  Wellington,  Robert  Gordon,  Edward 
Bates  Dorsey,  and  others.  *  Suffice  it  to  say  that  these  cars  have  come 
nearer  to  a  correct  solution  of  the  great  question  of  economic  trans- 
portation than  any  other  form  of  plant  which  has  come  under  our 
observation. 

It  may  be  confidently  asserted,  therefore,  that  the  tube-iron  freight 
car  will  supersede  the  wooden  car,  for  the  following  reasons: 

(1)  It  is  from  2,000  to  5,000  pounds  lighter. 

(2)  It  will  carry  from  10,000  to  40,000  pounds  more  than  wooden 
cars  now  in  use,  its  capacity  being  60,000  pounds  and  upwards. 

(3)  Being  built  exclusively  of  double-refined  iron  and  steel,  it  is 
durable. 

(4)  The  cost  of  repair  is  reduced  to  a  minimum;  cars  are  now  run- 
ning after  five  years'  service  without  other  repairs  than  an  occasional 
coat  of  paint. 

(5)  The  saving  due  to  lessening  of  dead  weight  is  more  than  equal 
to  the  mileage  on  an  ordinary  car. 

(6)  The  saving  due  to  increased  load  is  more  than  equal  to  first 
cost  of  car. 

(7)  The  car  rides  as  lightly  as  a  carriage,  thus  greatly  reducing 
the  wear  and  tear  upon  rails  and  roadbed. 

(8)  The  length  of  train  being  shortened  one-third  to  one-half,  the 
required  engine  power  is  reduced  in  proportion. 

(9)  A  less  number  of  cars  being  required,  the  saving  in  dead  weight 
may  be  utilized  by  a  corresponding  increase  in  paying  load, 

(10)  The  draw  frames  are  the  strongest  ever  devised;  they  are 
invulnerable  to  an  impact  that  would  wreck  the  wooden  ear. 

(11)  In  case  of  a  wreck  the  salva2:e  on  the  tube-iron  car  gi-eatly 
exceeds  that  of  the  wooden  car.  All  the  parts  being  interchange- 
able, the  injured  portions  maybe  readily  removed  and  replaced  with 
new  parts. 

(12)  The  car  is  very  elastic.  The  movement  around  curves  is 
noticeably  easier  upon  the  engine  than  in  trains  of  wooden  cars. 

COMPRESSED-AIR  MOTORS. 

The  Societe  NomJelle  des  Moteurs  v  Air  Comprhne  show  some  of 
their  machines  designated  as  the  system  of  L.  Mekarski. 

These  motors  are  modifications  of  those  which  have  been  operating 
at  Nantes  for  ten  years,  but  they  are  built  larger  and  heavier  to  in- 
crease their  capacity  and  adhesion.    They  will  carry  fifty  jiersons 

♦The  Economic  Theory  of  Railroad  Location,  by  A.  M.  Wellington,  ci  il  engi- 
neer; Engineering  News  Publishing  Company,  New  York.  Gordon  on  Economical 
Construction  of  Railways;  Proceedings  Institute  of  Civil  Engineers,  Vol.  LXXXV. 
London.  English  and  American  Railroads  Compared,  by  E.  B.  Dorsey;  Transac- 
tions American  Society  Civil  Engineers,  Vol.  XX,  New  York,  1886. 
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on  each  car,  viz,  twenty  inside,  twenty-four  on  the  top,  and  six  on 
the  rear  platform,  being  very  similar  in  construction  to  the  cars  of 
the  Paris  General  Omnibus  Company.  The  total  weight  with  pas- 
sengers is  about  28,600  pounds,  although  the  motor  itself  weighs  but 
16,500. 

The  consumption  of  air  on  an  undulating  line  as  actually  meas- 
ured amounts  to  22  pounds  for  0.62  of  a  mile  (3,280  feet)  for  the 
motor  running  alone  and  28. 6  pounds  when  hauling  an  ordinary  car. 

Comparing  the  results  with  the  consumption  of  fuel  for  ordinary 
steam  or  even  with  hot- water  engines  under  the  same  or  less  favor- 


Fio.  68.— Mekarski  compressed-air  motor. 


able  conditions  and  deducing  the  weight  of  vapor  expended  by 
these  machines  per  kilometer  of  run  it  is  easily  seen  that  one  kilo- 
gram (2.2  pounds)  of  compressed  air  furnishes  very  much  more  use- 
ful work  than  one  kilogram  of  steam.  Similar  conditions  in  favor 
of  the  compressed-air  motor  exists  with  reference  to  the  other  items 
of  expense. 

The  general  arrangement  of  the  cylinders  and  hot-water  boiler  is 
shown  in  Fig.  52,  where  A  A  represents  the  cylinders  for  compressed 
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air,  in  front  of  which  is  placed  the  heater  B,  through  which  the  air 
circulates  on  its  way  to  the  pistons.  It  enters  through  a  rose  by 
which  it  is  divided,  passes  up  through  the  liquid  columns  and  be- 
comes heated  and  saturated  with  vapor  at  a  temperature  which  is 
recorded  during  the  trip  at  the  same  time  with  the  pressure,  lience 
the  consumption  of  air  and  water  can  be  readily  determined.  The 
use  of  compressed  air  is  not  so  objectionable  as  has  been  supposed, 
and  is  justified  as  an  intermediate  step  between  the  expense  of  a 
stationary  and  a  small  locomotive  engine. 

These  compressed  air  motors  are  in  use  on  the  tramways  of  Nan- 
tes, in  the  mines  of  Qraissessac,  Chemins  de  fer  Nogentais,  and  in 
Berne  (Switzerland),  and  designs  have  been  prepared  for  the  proposed 
Metropolitan  Railways  of  Paris. 

The  practicability  of  this  system  will  be  seen  from  the  following 
brief  account  of  the  road  at  Nantes: 

Here  there  are  two  lines  in  operation,  the  one,  20,054  feet  long, 
has  been  working  since  February  13,  1879,  the  other,  7,380  feet 
long,  since  June  14,  1888.  Both  have  proven  entirely  satisfactory. 
The  plant  consists  of  twenty-two  automotors  without  upper  deck, 
capable  of  carrying  from  thirty  to  forty  passengers  ;  four  ordinary 
carriages  with  double  deck  for  forty-six  persons,  to  be  attached  to 
the  motors  when  the  traffic  is  heavy. 

These  motors  weigh  when  empty  about  14,300  pounds.  Their 
axles  are  disconnected  and  they  mount  without  difficulty  the  grades 
found  on  the  line  (one  of  which  is  as  high  as  4^  per  cent),  with  a 
carriage  attached,  in  ordinary  weather. 

During  the  last  half  of  the  year  1888  the  following  results  were 
obtained  : 


Number  of  miles  run   1 74, 006 

Number  of  passengers  carried   1 , 547, 430 

Receipts  from  operation   $45, 760. 00 

Receipts  per  mile  run   $0. 263 

Receipts  per  passenger   $0. 029 

Expenses  of  operating   $32, 617. 17 

Expense  per  mile  run   $0. 187 

Expense  per  passenger   $0. 021 


The  profit  per  passenger  was  therefore  about  8  mills  and  the  aver- 
age length  of  ride  per  passenger  was  only  580  feet. 

For  traction  and  maintenance  of  rolling  stock  there  was  required 
$15,182.20,  or  8.7  cents  per  mile. 

The  application  of  compressed  air  to  tramways  was  thoroughly 
studied  in  the  winter  of  1878-'79  by  Gen.  H.  Haupt  for  the  Pneu- 
matic Tramway  Engine  Company  of  New  York.  His  exhaustive 
report  may  be  found  in  the  proceedings  of  the  Engineers  Club  of 
Philadelphia,  Pennsylvania,  for  1879.  In  it  he  has  demonstrated 
the  great  economy  to  be  derived  from  this  form  of  motor  and  espe- 
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cially  when  supplemented  by  the  hot-water  tank  as  used  on  the 
Mekarski  motors,  yet  it  is  a  field  in  which  comparatively  little  prog- 
ress has  been  made. 

These  motors  are  well  adapted  for  subterranean  lines  for  cities  of 
the  first  class. 

III.— The  permanent  way. 

Probably  no  part  of  the  railway  structure  exercises  a  greater  influ- 
ence upon  the  economical  management  of  the  road  than  does  the 
permanent  way.  Its  first  cost  is  therefore  a  matter  worthy  of  serious 
consideration,  but  this  is  a  function  of  various  local  conditions  such 
as  the  character  and  prices  of  the  materials  and  labor  available. 
Hence  it  is  that  so  great  diversity  is  found  in  the  existing  lines  of 
roadbed  in  different  parts  of  the  world.  Of  the  various  elements 
which  constitute  the  way,  the  most  important  in  point  of  maintenance 
is  the  cross-tie  or  sleeper,  since  it  is  not  only  essential  to  aid  in  dis- 
tributing the  load  over  the  roadbed,  but  to  preserve  the  gauge  of  the 
track.  It  is  therefore  subjected  to  complicated  cross  and  longitudi- 
nal stresses,  which  it  should  be  designed  to  resist  as  well  as  to  afford 
facilities  for  readily  and  securely  fastening  the  rail  and  for  removal 
of  the  tie  in  case  of  necessity. 

In  countries  where  timber  is  abundant  these  requirements  are  most 
economically  satisfied  by  the  use  of  the  various  species  of  oak,  black 
locust,  chestnut,  beech,  red  elm,  cherry,  maple,  butternut,  tamarack, 
yellow  pine,  red  and  white  cedar,  and  lignum- vitee;  occasionally  hem- 
lock and  white  pine  are  used,  but  they  are  only  temporary  expedi- 
ents, not  justified  in  good  practice,  and  dangerous. 

As  the  life  of  wooden  ties  is  limited  to  from  five  to  seven  years, 
involving  an  enormous  consumption  of  timber  annually,  many  com- 
panies, especially  in  Europe,  have  erected  creosoting  plants  for  treat- 
ing the  ties  on  their  lines,  and  at  the  same  time  they  have  to  a  large 
extent  resorted  to  the  use  of  metal  ties  to  increase  the  durability  of 
the  roadbed.  So  extensively  has  this  been  done  that  there  are  now 
many  hundreds  of  miles  of  such  lines  in  use  in  France,  Belgium, 
Germany,  England,  and  other  countries. 

A  few  of  these  forms  of  ties  and  roadbed  are  to  be  seen  under  the 
rolling  st<x5k  of  the  various  companies  at  the  exhibition.  On  most 
of  the  lines  the  ballast  consists  of  gravel,  which  packs  readily  in  and 
under  the  ties.  The  forms  given  to  these  latter  are  such  as  to  pre- 
vent the  shifting  of  either  the  tie  or  the  ballast.  They  are  of  mild 
steel,  wrought  and  cast  iron  not  being  found  entirely  satisfactory,  and 
are  made  of  a  thickness  and  weight  varying  from  65  to  over  100  pounds. 
Between  20  and  30  miles  of  steel  ties  have  been  laid  on  the  London 
and  Northwestern  Railway  of  England  for  over  seven  years.  There  is 
some  difficulty  in  adapting  the  steel  tie  and  chair  to  the  "  bull-headed  " 
rail,  but  this  disappears  with  the  use  of  the  flange  rail  of  the  Ameri- 
can pattern. 
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In  France  various  systems  of  ties  have  been  tried.  In  1886  there 
were  17,000  of  the  Post  ties  ordered  and  80,000  of  the  old  Berg-el- 
Marche  "  type  in  use.  Last  year  there  were  reported  to  be  in  opera- 
tion 2.10  miles  of  the  Paulet-Lavallette;  16.25  miles  of  ties  similar  to 
the  Post,  with  30,000  more  ordered;  4.4  miles  of  the  Vautheren  ties, 
of  uniform  thickness,  and  4.5  of  the  same  with  varying  thickness, 
and  0.56  of  the  Boyenval  and  Pousard  types. 

In  Holland,  where  timber  is  scarce,  continuous  and  successful  ex- 
periments have  been  made,  and  after  frequent  modifications  the  tie 
which  seems  to  give  the  best  result  is  that  invented  by  Mr.  J.  W.  Post.  * 

The  first  trials  were  made  in  the  Netherlands  in  1865,  of  a  combi- 
nation tie  (Cosj^ns)  of  iron  I  beams,  with  oak  cushions,  but  while  at 
first  giving  good  results  they  are  now  superseded  by  those  of  the  im- 
proved Post  type.  Nearly  500,000  of  these  ties  are  now  in  service  on 
different  continental  lines.    Their  average  weight  is  116  pounds. 

A  modified  form,  known  as  the  Durand  tie,  made  of  old  rails  and 
scrap,  has  recently  been  introduced.  Its  weight  varies  from  65  to 
100  pounds,  and  it  is  claimed  to  cost  only  $1  for  the  lighter  variety 
and  $1.35  for  the  heavier.  The  cost  of  manufacture  is  put  at  30 
cents. 

There  are  many  forms  in  use  for  supporting  the  rails,  but  most  of 
them  have  not  been  in  service  long  enough  to  furnish  definite  data  as 
to  their  peculiar  merits.  Several  hundred  patents  have  been  issued 
in  the  United  States  alone  during  the  past  six  years.  Of  these  only 
a  few  are  to  be  found  on  exhibition.  A  comprehensive  digest  of 
them  may  be  found,  however,  in  the  report  compiled  by  Mr.  B.  E. 
Fernow,  chief  of  the  Forestry  Division,  Department  of  Agriculture, 
Washington,  with  much  valuable  material  relative  to  ties  in  general, 
contributed  by  Mr.  E.  E.  R.  Tratman,  civil  engineer,  f 

In  Germany  the  use  of  metal  ties  has  increased  rapidly,  having  ex- 
tended from  730,000  to  770,000  tons  during  the  last  year. 

The  average  weight  of  the  flanged  rail  is  70.5  pounds  per  yard,  and 
nearly  50  per  cent  of  those  in  use  are  of  iron.  There  are  9,159  miles 
of  track  laid  on  metal  ties,  an  increase  of  659  miles  during  the  year. 

The  average  number  of  wooden  sleepers  is  only  1,765  to  the  mile, 
and  of  these,  73  per  cent  are    preserved.  "J 

In  England,  also,  it  is  the  practice  to  space  the  ties  about  one  yard 
apart  (see  Fig.  52  a)  and  to  use  creosoted  timber,  while  in  the  United 
States  there  are  from  16  to  17  ties  to  each  30  feet  of  track  (one  ordinary 
rail  length)  giving  2,816  ties  per  mile. 

Taking  it  at  only  2,600  as  an  average  of  all  roads,  there  would  re- 
sult for  the  160,000  miles  of  roadbed,  416,000,000  cross-ties. 

♦  Engineer  of  Permanent  Way,  Netherlands  State  Railway  CJompany. 

tSee  Bulletin  No.  3,  Forestry  Division,  Department  of  Agriculture,  U.  S.,  1889. 

X  Annual  report  on  Railroads  of  Germany. 
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If  the  average  life  of  a  tie  be  but  5  years  there  would  be  required 
for  annual  renewals  over  83,000,00(»,  representing  in  round  numbers 
for  material  alone  about  $50,000,000.  Hence  the  importance  of  secur- 
ing a  good,  cheap,  and  durable  metal  tie. 

At  the  price  of  the  Durand  tie  it  ought  not  to  be  many  years  before 
the  use  of  wood  is  largely  superseded  by  mild  steel. 

The  Webb  tie. 

Mr.  F.  W.  Webb,  the  enterprising  superintendent  of  the  London 
and  Northwestern  Railway,  has  been  using  a  steel  tie  with  steel  chair 
on  that  road  for  some  years.  In  1888  there  were  8:^,204:  such  ties  in 
use.  The  general  form  is  an  inverted  trough  either  rolled  or  stamped. 
The  chair  is  composed  of  two  plates  bent  to  fit  the  English  rail  on 
one  side  and  on  the  other  to  grasp  the  oak  key,  there  is  also  a  base 


Fio.  52  a.— English  track  with  wooden  ties. 


plate  under  the  rail  and  chair.  The  parts  are  assembled  by  rivets, 
making  a  number  of  pieces,  which  can  be  united,  however,  before 
leaving  the  works. 

The  Belgian  (Z)  iron  tie, 

A  form  which  is  found  to  give  good  results  in  Belgium  consists  of 
two  angle  irons  rolled  in  the  form  of  Z's  with  the  web  vertical.  The 
top  flanges  flare  outwardly,  the  bottom  inwardly  but  touching.  They 
are  braced  apart  by  a  cast-iron  chair  placed  under  the  rail  and  riveted 
to  the  tie.  This  chair  is  grooved  for  the  rail  seat  and  is  fastened  to 
the  rail  flange  by  a  steel  key.  These  ties  are  in  use  on  the  Charleroi 
suburban  lines,  where  the  grades  are  as  steep  as  6  per  cent  and  there 
are  curves  of  82  feet  radius.  Gauge  3.28  feet  (1  meter).  They  work 
smoothly,  are  free  from  noise,  and  very  secure.  They  weigh  but  114.4 
pounds  for  this  gauge,  but  for  standard  gauge  with  heavy  traffic  the 
weight  should  be  increased  to  209  pounds.* 

♦See  Engineering  News,  September  7,  1889,  for  illustration. 
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RAIL  JOINTS  AND  FASTENINGS. 


Very  few  special  forms  of  joints  were  exhibited,  but  the  standard 
types  were  shown  as  a  part  of  the  permanent  way.  These  were 
generally  suspension-spliced  joints,  consisting  of  two  fish  plates 

bolts  passing  through  slots 
in  the  rail.  On  some  roads 
these  plates  were  but  18 
inches  long,  with  the  first  bolt 
spaced  2  inches  from  the  end, 
the  second  4,  leaving  6  inches 
pitch  between  those  at  the 
center.  In  several  cases  the 
fish  plates  overlap  the  bottom 
flange  and  project  about  two 
inches  downward  to  increase 
their  stifl:'ness. 

The  latest  American  prac- 
tice as  exemplified  on  the 
Pennsylvania  Railroad  is  to 
increase  the  length  and  bear- 
ing of  the  joint  by  using  a 
longer  scarf,  covering  28 
inches  or  more,  and  having 
in  some  cases  as  many  as  six 
bolts.  When  only  four  are 
used  the  spacing  is  5,  11,  17, 
23,  28,  making  the  pitch  6 
inches  from  center  to  center. 

The  end  ties  are  also  placed 
a  little  closer  than  the  rest  to 
give  a  bearing  for  the  fish 
plates,  and  the  rails  are  made 
to  break  joints,  whereas  in 
England  the  practice  is  to 
lay  the  joints  opposite.  The 
British  and  Continental 
method  of  keying  the  rails 
to  each  tie  by  means  of  chairs 
and  wedges  gives  greater 
stiffness  for  a  lighter  rail  and 
permits  of  great  economy  in 
ties.  On  some  roads  it  is  the 
practice  to  place  the  wooden 
key  on  the  inside  of  the  track, 
while  on  others  it  is  on  the 
outside. 
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Of  American  manufacturers  the  Clarke-Fisher  Company,  of  Tren- 
ton, New  Jersey,  exhibit  their  ''bridge  joint"  (see  Figs.  53,  54),  for 
which  they  claim  the  combined  support  of  two  ties  acting  as  one  for 
each  joint,  and  rail  ends  carried  directly  by  the  arched  beam  and 


Fio.  55.— The  Otis  joint.  Top  view. 

screwed  down  to  it  with  a  force  of  15,000  pounds,  making  practically 
a  continuous  rail.  No  holes  in  web  of  rail,  giving  the  whole  sur- 
face of  base  for  support  and  wear.  No  breakage  of  rails  or  joints. 
No  low  joints."  No  * 'creeping."  No  loose  nuts.  Cost  of  keeping 
up  track  reduced  to  one-half  of  that  with  angle  bars  and  giving 
smoother  surface. 


Fio. 


-Side  view. 


The  parts  are  assembled  in  the  shops  with  the  nuts  screwed  almost 
"  home  "  so  that,  in  track  laying,it  is  only  necessary  to  slip  the  ends  of 
the  rails  under  the  "  forelocks  "  or  washers  and  tighten  the  nuts,  care 
being  taken  to  screw  them  down  equally  and  simultaneously  on  the 


1  [ 

1 

1      171  -   ■  n  

Fio.  57.— Bottom  view. 


opposite  sides  to  prevent  an  oblique  clamping  of  the  bolt.  So,  in  spik- 
ing, the  spikes  on  the  same  side  should  be  driven  at  the  same  time  to 
preserve  the  alignment.  With  these  precautions  observed  the  abut- 
ting rail  ends  will  be  firmly  held  in  the  same  horizontal  plane  and  the 
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joint  be  efficiently  bridged  without  reducing  the  strength  of  the  rail 
nearly  50  per  cent  by  punching,  as  in  the  ordinary  fish  joint.  This 
fastening  readily  adapts  itself  to  any  pattern  of  rail,  and  any  wear  is 
readily  adjusted  or  taken  up  by  tightening  the  nuts. 

This  is  not  a  suspension  but  a  supported  joint  with  double  the 
amount  of  support  given  by  any  other  through  the  arched  bearer. 

To  utilize  still  further  angle-bar  splices,  which,  without  strength- 
ening, would  have  to  be  rejected,  this  company  has  recently  intro- 
duced a  modified  form  known  as  the  **Otis  joint"  (Figs.  55,56,  57, 
58),  designed  to  be  applied  as  a  stiffening  clamp  and  support  to  worn- 
out  angle  splices.  It  consists  of  a  shackle  placed  under  the  joint  and 
passing  through  two  holes  drilled  in  the  lower  flanges  of  the  oppos- 
ing angle  irons,  to  which  it  is  fastened  by  bolts,  without  forelocks." 
The  shank  under  the  rail  is  made  flat  on  top  and  is  widened  out  to 
give  a  better  bearing  to  the  steel  bridge  plate,  which  is  inserted  be- 
tween it  and  the  base  of  rail.  A  better  idea  of  this  joint  may  be 
obtained  from  the  illustrations. 


By  the  use  of  this  joint  the  ends  of  the  rails  are  clamped  together 
vertically  as  well  as  laterally  and  the  injurious  action  incidental  to 
the  old  form  of  spliced  angle  bar  is  entirely  avoided.  The  result  is 
a  much  longer  life  to  the  entire  rail  as  well  as  to  the  rolling  stock  due 
to  the  stiffening  of  the  joint,  practically  making  the  rail  continuous. 
The  Otis  joint  is  not  intended  to  supersede  the  Fisher,  but  merely  to 
be  used  in  strengthening  the  ordinary  fish-plate. 


As  the  continuous  longitudinal  stringer  or  balk  "has  some  in- 
herent defects  and  the  cross-tie  does  not  give  a  continuous  support, 
Mr.  A.  K.  Hoffmeier,  of  Lancaster,  Pennsylvania,  has  conceived  a 
form  of  tie  which  is  designed  to  meet  both  objections. 

In  the  language  of  the  inventor,  the  improved  tie  consists  of  a  cen- 
tral ])iece  or  beam  about  8  inches  wide,  with  arms,  each  of  8  inches 
length,  projecting  from  both  sides  and  directly  opposite,  near  the 
ends  thereof.  These  arms  are  made  integral  with  the  central  beam, 
and  with  it  form  a  continuous  bearing  or  rail  support  when  the 


Fio.  68.— The  Otis  joint.  Section. 


The  Hoffmeier  system. 
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ties  are  laid  in  a  roadway.  The  contiguous  arms  are  adapted  to 
connect  with  each  other  by  means  of  tongues  and  grooves,  one  of 
each  pair  of  arms  having  a  horizontal  groove  in  one  end,  the  other  a 
corresponding  tongue,  but  the  tongues  and  grooves  are  located  at 
the  end  of  opposite  arms  of  the  pairs  of  each  tie,  so  that  any  two 
ties  will  interlock  when  laid  down,  no  matter  which  sides  of  the  ties 
may  be  brought  together.  On  the  upper  surface  and  along  the  cen- 
ter line  of  these  projecting  arms  is  placed  a  shallow  groove  or  chan- 
nel adapted  to  receive  either  the  flat  base  of  the  ordinary  T  rail  or 
elliptic  base  of  the  English  rail. 

The  tie  and  its  arms  are  made  hollow  on  the  under  side  by  taper- 
ing downwards  the  upper  surface  toward  the  outer  edge,  along  which 
is  placed  a  thickened  vertical  flange  or  rib,  giving  to  the  tie  sufl&cient 
depth  and  strengthening  it,  as  is  illustrated  in  Figs.  59  to  64,  inclu- 
sive; or,  the  upper  surface  of  the  tie  and  its  arms  may  remain  flat, 
having  attached  underneath  a  strengthening  rib  of  suflBcient  depth, 
placed  vertically  along  their  center  lines,  as  is  illustrated  in  Fig.  65. 

Through  the  tie  on  each  side  of  the  rail  bed  or  channel  and  close 
to  its  edges  are  cut  perforations  adapted  to  receive  the  bolts  and  othei 
fastening  devices  used  to  hold  the  rails  in  place.  These  perforations 
are  shown  in  the  several  plan  views  in  Figs.  59,  62,  64,  65. 

Two  clamping-plates,  bolts,  and  nuts,  as  shown  in  detail  in  Fig. 
66,  are  used  where  two  rails  meet  to  hold  the  ends  of  said  rails  to 
the  tie,  as  is  shown  in  Fig  67.  This  joint  should  always  be  at  the 
center  line  of  a  cross-tie.  This  clamping-plate  consists  of  a  vertical 
and  horizontal  portion,  forming  an  angle  iron;  the  vertical  portion 
is  adapted  to  engage  and  bear  against  the  web  of  the  rail,  and  the 
horizontal  portion  is  adapted  to  engage  and  bear  on  the  base  of  the 
rail,  the  rear  end  resting  on  the  upper  face  of  the  tie;  a  shoulder  on 
the  bottom  of  this  plate  is  adapted  to  bear  against  the  edge  or  verti- 
cal face  of  the  rail  channel,  and  a  log  near  the  rear  end  is  adapted 
to  bear  against  the  rear  face  of  the  orifice  or  perforation  in  the  tie, 
the  two  preventing  said  plate  from  slipping  away  from  the  rail,  while 
theT-lt><>lt  a-nd  nut  hold  it  downward  in  place  (see  Fig.  67). 

On  each  side  of  the  rail  channel,  near  the  upper  ends  of  the  inter- 
mediate ties,  and  on  the  center  lines,  are  shown  perforations  adapted 
to  receive  the  double-jawed  clamp-bolt  and  locking-staple  shown  in 
detail,  Fig.  68;  two  of  each  are  used  to  hold  the  rail  in  place,  as  shown 
in  the  sectional  view,  Fig.  68. 

On  each  side  of  the  rail  channel,  near  the  upper  ends  of  the  two 
end  ties,  and  on  the  center  lines,  are  placed  perforations  adapted  to 
receive  the  single-jawed  clamp  bolt  and  locking  wedge  key  shown  in 
detail  in  Fig.  69.  Two  of  each  are  used  to  hold  the  rail  in  place,  as 
shown  in  the  sectional  view,  Fig.  69. 

When  it  is  desired  to  have  the  joints  of  two  contiguous  ties  not  in 
the  same  line,  a  form  of  cross-tie  shown  in  Fig.  63  may  be  used^ 
H.  Ex.  410— VOL  III  33 
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the  center  lines  of  the  opposite  ends  being  about  8  inches  perpendicu- 
larly apart. 

It  is  claimed  that  this  system  of  railway  track  laying  furnishes  a 
continuous  bearing  or  rail  support  throughout  the  entire  length  of 


HOFFMBIKR'S  TIE. 

track,  using  a  less  number  of  ties  than  would  be  required  to  lay  the 
same  length  of  track  with  wooden  ties  under  the  present  American 
system. 
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No  up-and-down  motion  where  two  rails  meet,  as  the  load  on  them 
passes  from  the  end  of  one  rail  on  to  the  end  of  the  other,  as  is  the 
case  in  the  old  system. 

The  rail  channel  in  the  ends  of  the  ties  forms  a  continuous  rail 
seat  that  effectively  prevents  throughout  the  spreading  of  the  rails 
and  the  consequent  derailing  of  trains,  liable  to  occur  at  any  point 
in  the  present  system. 

A  solid,  compact,  and  continuous  roadway  makes  the  entire  track 
a  unit,  imparting  a  smooth,  even,  and  easy  motion  to  a  passing  train; 
no  jarring,  jolting,  or  excessive  rattling,  as  is  the  case  in  the  present 
roadway  of  the  wooden  tie. 

A  complete  chair  for  the  seating  of  the  elliptic  base  of  the  English 
rail;  in  fact,  of  any  base  of  any  rail  without  the  extra  piece  fitting 
and  bolting  required  in  the  old  wooden-tie  system. 

A  continuous  bearing  or  rail  support,  preventing  the  springing  or 
bending  down  of  the  rails  between  the  ties,  caused  by  the  heavy 
trains  passing  over  them,  straining  them,  and,  with  the  abrasive 
force  of  the  loaded  iron  wheels,  causing  the  rails  to  scale  and  strip, 
as  is  the  case  in  a  roadway  of  wooden  ties  in  the  present  American 
system. 

No  use  for  fish  plates  and  no  holes  through  the  web  at  each  end  of 
the  rails;  doing  away  with  the  two  fish  plates,  six  bolts,  and  nuts  re- 
quired at  each  rail  joint  in  the  old  system,  under  which  in  each  mile 
of  track,  there  being  362  rail  joints,  are  used  704  fish  plates,  with 
2,112  bolts  and  nuts,  requiring  the  constant  and  careful  attention  of 
trackmen,  while  in  the  new  system  the  clamping  plates  and  T  bolts 
take  their  place,  requiring  in  the  same  distance  only  704  of  each,  yet 
making  in  every  respect  a  superior  joint. 

No  spikes  to  be  driven  into  intermediate  ties  to  hold  the  rail  base  to 
them,  the  double  or  single-jawed  clamping  bolts  taking  their  place. 

No  chairs  to  be  spiked  to  the  ties  where  the  ends  of  two  contiguous 
rails  meet;  the  rail  channel  in  the  tie  forms  the  base  of  the  chair, 
while  two  clamping  plates,  one  on  each  side  of  the  rail,  complete  it, 
each  clamping  plate  being  held  in  place  by  a  T  bolt  and  nut. 

No  use  for  bridge  joints  of  any  kind;  the  ties  forming  a  continuous 
bearing,  leave  no  poi^tion  of  the  rail  to  drop  or  break. 

No  holes  through  the  web  at  the  ends  of  the  rails  (fish  plates  being 
discarded)  to  weaken  them  where,  if  anywhere,  they  should  be 
strongest. 

WOODEN  CROSS-TIES. 

The  Cie  Bofle-Guelma  use  cross-ties  of  oak  8.2  feet  long  by  9^  inches 
wide  and  5^  thick.  There  are  two  varieties:  (a)  the  chene  zeen  from 
the  forests  of  Beni-Salah  (Algeria),  weighing  235.4  pounds;  (6)  the 
chine  zeen  from  the  forests  of  Ouchtettas  (Tunis),  which  weigh  209 
pounds.    These  oaks  are  a  peculiar  variety  found  on  the  coasts  of 
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Barbary ,  where  they  cover  an  extensive  territory  in  the  mountainous 
regions  of  the  Kroremirie.  They  remain  green  all  the  year,  and  attain 
a  height  of  from  80  to  100  feet  and  a  circumference  of  9.8  feet.  They 
grow  rapidly  and  with  great  density,  having  a  specific  gravity  of 
about  1.26,  and  decay  very  slowly,  making  them  unusually  valuable 
for  these  purposes.  The  principal  defects  result  from  a  tendency  to 
warp  and  check,  making  it  necessary  to  fell  the  trees  when  vege- 
tation is  least  active,  that  is,  in  midwinter. 

Other  ties  are  obtained  from  the  extensive  forest  of  beech  on  the 
sand  hills  of  Croatia,  cut  when  the  trees  are  about  sixty  to  ninety 
years  old.  After  treatment  with  chloride  of  zinc  and  exposure  to 
the  air  they  acquire  a  remarkable  durability.  The  treatment  con- 
sists of  the  t liree  operations  of  sweating  or  drying,  pumping  a  vacuum 
and  injecting  the  antiseptic. 

Ties  of  the  eucalyptus  tree  have  not  yet  been  generally  introduced 
by  this  company,  but  from  the  tests  made  up  to  date  it  is  hoped  that 
they  will  be  found  to  answer  the  purpose.  It  should  be  noted  that 
only  the  Eucalyptus  resinifera,  or  red  gum,  should  be  employeil, 
because  of  its  straight  grain,  while  the  Eucalyptus  globulus  gum 
should  be  rejected  because  of  its  crookedness, 

OTHER  METALLIC  TIES. 

Severa&s  system  in  mild  steel  (^-feet  d-inch  gauge), — This  tie  is 
formed  by  an  I  beam  of  mild  steel  resting  at  each  end  on  a  steel 
plate.  Two  chairs  are  riveted  to  the  girder  and  the  rail  is  supported 
on  the  chairs  by  a  steel  cotter  held  by  friction  between  the  flange  of 
the  rail  and  a  lug  on  the  chair.  The  weight  of  such  a  tie,  with  its 
fastenings,  is  about  114  pounds,  and  its  length  is  7,12  feet. 

The  Boyenval  and  Ponsard  system  is  composed  of  double  channel 
bars  closed  at  their  extremities  by  beating  down  the  ends  of  the 
metal  in  the  press.  The  bed  plates  are  attached  by  four  rivets,  the 
outer  edge  having  a  lip  extending  throughout  its  length,  which  is 
fixed  on  the  tie  by  two  of  the  four  rivets,  giving  a  bearing  of  3.78 
inches  on  the  outer  rail  flange.  The  interior  edge  is  held  by  a  nut. 
The  weight  of  the  tie,  with  fixtures,  is  about  125  pounds,  and  its 
length  is  7.54  feet. 

Two  thousand  five  hundred  of  these  ties  of  both  systems  have  been 
under  trial  since  they  were  inserted,  from  March,  1888,  to  April,  1881\ 
and  although  the  time  has  been  too  short  for  any  conclusion  as  to 
economy  of  maintenance,  yet  it  is  said  they  have  required  no  special 
attention,  and  that  the  movement  of  trains  over  these  sections  is  very 
smooth  ;  neither  was  there  any  difficulty  in  putting  them  in  place. 

The  Paulet  system  (Fig.  70). — This  metallic  way  comprises  two 
systems  resulting  from  the  same  idea,  one  simple,  the  other  doubled 
or  coupled. 
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They  are  equally  applicable  to  roads  of  any  gauge  and  to  rails  of 
any  pattern. 

The  principles  involved  are :  (1)  The  bearing  surface  of  the  tie  on 
the  ballast  is  made  flat ;  (2)  the  attachment  of  the  rail  to  the  tie  is 
made  by  the  intervention  of  chairs  with  locking  wedges  of  wood  for 
the  double-headed  rail  (English),  and  of  iron  or  steel  for  the  T  rail 
(Vignoles  pattern) ;  (3)  the  keys  are  slightly  conical.  The  fastening 
of  the  chair  to  the  tie  is  simple  and  firm. 

The  Sandberg  system. — The  new  Goliath  rail  section,  as  exhibited 
by  Mr.  Sandberg,  has  a  wider  head  than  the  old  pattern,  being  3 
inches  instead  of  2f ,  and  it  is  If  inches  in  depth  instead  of  li.  The 
head,  however,  contains  a  little  more  metal,  namely,  2.5  per  cent. 
There  is  no  change  in  the  web,  but  the  flange  is  correspondingly 
lighter.  The  top  is  somewhat  more  curved  than  formerly,  the  radius 
being  8  instead  of  10  inches. 


Fig.  70.— The  Paulet  iron  tie. 

A  thin  base  plate  is  recommended  to  be  placed  under  the  rail  on  each 
tie,  say  12  by  8  by  i  inches,  and  thus  secure  a  good  and  safe  permanent 
way  at  a  cost  somewhat  less  than  that  in  the  English  bull-headed  rail.  * 
This  new  pattern  of  rail  weighs  100  pounds,  and  has  been  in  use  in 
Belgium  since  1885,  when  it  was  rolled  by  the  Socidt^  Cockerill.  It 
is  claimed  to  possess  many  advantages  over  the  lighter  rails  aside 
from  its  relative  economy,  and  its  use  is  being  rapidly  extended. 
The  cross  section  of  the  rail  and  fish  plate,  as  shown  in  the  accom- 
panying Fig.  71,  represents  that  now  in  use  by  the  Pennsylvania 
Railroad  on  its  main  line,  and  will  give  a  good  idea  of  the  heavier 
Sandberg  rail  and  fastening. 

The  Magnat  system, — The  system  designed  by  M.  Edmond  Magnat 
is  on^  permitting  cars  to  turn  curves  with  a  radius  no  greater  than 
the  breadth  of  the  vehicle.  It  consists  of  a  pair  of  guide  wheels 
placed  under  each  end  of  the  trucks  to  direct  their  motion.  These 

♦Engineering,  July  26,  1889,  p.  117. 
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Fio.  71.— Heavy  rail  and  fasteniugs  used  on  the  Penn^lvania  Railroad. 
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wheels  bear  upon  the  cheeks  of  a  central  rail  so  placed  as  to  follow 
the  line  described  by  the  apex  of  a  triangle,  the  base  of  which  is  the 
axle  of  the  single  pair  of  wheels  supporting  each  half  of  the  truck. 
This  latter  is  articulated,  the  halves  being  supported  by  a  hinge  or 
draw  bar  which  permits  great  freedom  of  motion  in  a  horizontal 
plane,  but  prevents  any  deformation  in  a  vertical  direction.  On  the 
curve  both  the  front  and  rear  axles  follow  the  same  path,  but  at 
the  tangent  point  the  rear  guides  follow  a  diflPerent  curve  c,  c,  c, 
while  the  forward  ones  take  the  path  c^k  c  (Fig.  72). 


Fig.  72.— Magnat  system. 


The  advantages  claimed  for  this  system  are  to  diminish  the  chance 
of  derailment;  to  reduce  the  friction  on  curves;  to  permit  the  pas- 
sage of  curves  of  50  feet  radius,  with  wheels  keyed  on  their  axles, 
but  with  loose  wheels  the  radius  may  be  no  greater  than  the  width 
of  the  car  body  (2.5  meters)  8.2  feet;  to  admit  the  rolling  stock  of 
this  system  on  ordinary  ways  by  locking  the  articulation  by  a  rigid 
beam;  and  to  reduce  the  cost  of  construction  to  a  minimum  by  per- 
mitting a  "surface"  line  to  be  adopted. 
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The  central  rail  may  be  placed  on  the  same  ties  as  the  others  and 
may  be  of  lighter  weight.  The  form  of  switch  required  is  shown 
in  Fig.  73. 


Fio.  73.— Magnat  Switch. 


PORTABLE  RAILWAYS. 

From  the  extensive  works  of  Achille  Legrand,  at  Mons,  Belgium, 
there  are  shown  material  for  narrow-gauge  railroads,  comprising  a 
locomotive,  a  mixed  carriage,  two  third-class  carriages,  an  ambu- 
lance car,  and  cross-ties  of  iron. 

The  peculiar  features  of  this  portable  way  consists  of  the  iron  ties 
and  their  fastenings.  The  ties  are  inverted  channel  bars  having  a 
bent  lug,  serving  as  a  clamp,  bolted  to  the  upper  face.  On  one  tie 
both  of  these  clamps  will  be  placed  on  the  inside  of  the  rails  and  on 
the  adjacent  tie  upon  the  outside.  By  this  alternate  arrangement 
of  outward  and  inward  flaring  lugs  the  track  can  be  laid  rapidly  by 
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merely  slipping  the  tie  under  the  rails  obliquely  and  then  revolving 
them  into  their  true  position  at  right  angles  to  the  rails,  where  they 
are  held  by  tamping.  They  require  no  bolting  or  spiking  in  the 
field. 

The  catalogues  of  the  company  show  great  variety  in  the  forms 
and  weights  of  both  ties  and  rails.  The  ties  are  adapted  to  the  Con- 
tinental and  American  patterns  of  rails.  For  the  former  they  are 
flexed  vertically,  forming  a  recess  or  trough  in  which  the  rail  is  laid 
and  keyed  by  the  usual  hard-wood  wedge.  The  company  manufac- 
ture all  varieties  of  rolling  stock  from  the  simplest  truck  to  the  most 
complicated  motor. 

The  Legrand  journal  box  is  simple,  compact,  and  durable.  It  is  a 
light  cylinder,  embracing  the  journal  and  closed  at  its  inner  face  by 
a  wooden  packing  block  which  surrounds  the  shoulder  of  the  axle. 
The  lower  bearing  is  omitted.  Fastened  to  the  outer  end  of  the 
jouraal  there  is  a  projecting  feather,  called  a  palet,  which  at  each 
revolution  dips  into  the  pool  of  oil  collected  in  the  bottom  of  the 
box,  thus  raising  a  portion  to  the  journal.  Its  speed  is  automatic. 
The  oil  is  introduced  through  a  small  hole,  closed  by  a  bolt,  on  top 
of  the  box. 

H.  DeViHe-Chatel  et  Cie,  of  Brussels,  have  displayed  their  '^Voies 
de  Soignies,  portatives,"  and  the  different  forms  of  rolling  stock  used 
on  them.  In  this  system  the  track  is  very  light,  the  normal  length 
of  rail  is  16.4  feet,  and  the  weight  of  one  section  of  track  with  its 
five  ties  attached  is  but  132  pounds.  The  extreme  ties  are  placed 
near  the  ends  of  the  rail  to  support  the  joints,  which  are  opposite 
and  made  with  light  fish  plates.  The  ties  are  light  channel  bars. 
The  various  patterns  of  iron  rails  range  from  6.6  to  19.8  pounds  per 
running  meter. 

Wagons,  trucks,  and  dumping  carts,  crates,  turn-tables,  switches, 
crossings,  frogs,  cranes,  and  engines  are  all  manufactured  by  this 
company  according  to  the  types  shown  in  their  illustrated  catalogue, 
to  which  the  reader  is  referred  for  dimensions,  price,  etc. 

The  monorail  system  of  M.  Charles  Lartigue, — Another  of  the  port- 
able railways,  which  has  already  demonstrated  its  practicability  by 
existing  lines,  was  shown  by  its  inventor  at  the  exhibition.  As  the 
name  indicates,  it  consists  of  a  single  rail  supported  at  a  variable 
height  by  batter  posts  which  are  bedded  on  a  sill  placed  on  the 
ground,  forming  a  trestle  or  horse.  The  trestles  are  connected  by  a 
pair  of  horizontal  braces  which  serve  the  double  purpose  of  stiffen- 
ing the  way  and  steadying  the  trains,  which  have  guiding  wheels 
bearing  upon  them.  The  rolling  stock  straddles  the  track,  over- 
hanging it  like  panniers.  The  economy  and  advantages  from  this 
form  of  way  are  manifest  and  have  been  repeatedly  stated. 

Its  extreme  flexibility  is  an  important  characteristic,  as  by  its  use 
trains  can  turn  curves  of  82  feet  radius  or  less  without  diflBiculty, 
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and  the  stability  of  the  train  is  greater  than  on  the  ordinary  way. 
Switches  are  made  by  revolving  a  section  of  the  way  about  a  verti- 
cal axis,  but  grade  crossings  are  readily  avoided  by  elevating  one 
or  the  other  of  the  intersecting  lines  so  as  to  pass  overhead. 

A  line  of  this  description  9.3  miles  long  was  put  in  operation  on 
the  29th  of  February,  1888,  from  Listowell  to  Ballybunion,  in  County 
Kerry,  Ireland.  The  total  weight  of  the  track,  including  the  tres- 
tles, does  not  reach  103  pounds  per  meter,  about  31  pounds  per  foot, 
with  horses  one  meter  high  and  the  same  distance  apart. 

The  rolling  stock  is  adapted  to  all  kinds  of  traffic,  whether  passen- 
gers, goods,  animals,  minerals,  timber,  etc.  The  boilers  of  the  loco- 
motive, placed  on  either  side  of  the  single  rail,  are  united  with  each 
other  and  the  steam  cylinders.  There  are  three  drivers,  coupled 
together. 

The  machines  were  designed  by  M.  A.  Mallet,  with  the  most  recent 
mprovements.    They  weigh  14,850  pounds,  or,  with  tender  24,200 

pounds.    The  tractive  effort  as  given  by  the  formula,  0.62 

is  about  2,200  pounds.  The  62  per  cent  is  taken  to  cover  losses  by 
condensation  and  friction  of  machinery. 

P  is  the  pressure  of  steam,  142.2  pounds. 
d  is  the  diameter  of  the  cylinders,  6i  inches. 
I  is  the  stroke  of  the  cylinders,  12  inches. 
D  is  the  diameter  of  the  drivers,  20.8  inches. 

The  speed  obtained  from  the  tractive  eflPort  is  from  6.8  to  7.4  miles 
per  hour. 

Taking  12  pounds  as  the  maximum  tractive  force  per  ton,  there 
will  result  from  these  2,200  pounds  the  ability  to  draw  a  train  of 
about  183  tons,  or,  deducting  the  weight  of  the  engine  and  tender,  11 
tons,  there  remains  for  the  load  172  tons.  On  a  2  per  cent  grade  the 
net  load  would  be  about  28  tons,  or  5  wagons  of  5^  to  6  tons. 

On  the  Listowell  line  trains  have  been  run  at  a  speed  of  24.8  miles 
per  hour,  and  the  complete  practicability  and  economy  of  this  system 
is  believed  to  be  established. 

The  Abt  system  of  railways  for  steep  inclines. — Herr  Roman  Abt 
exhibits  by  drawing  and  descriptive  matter  his  various  improvements 
in  mountain  railways.  These  consist  of  a  compound  rack  rail,  com- 
posed of  a  number  of  bars  having  their  teeth  arranged  in  eschelon — 
that  is  to  say,  instead  of  the  usual  single  rack  or  ladder  between  the 
bearing  rails,  this  rack  is  divided  longitudinally  in  two  or  more 
sections  so  placed  that  the  teeth  "  break  joints."  By  this  means  the 
pitch  is  divided  into  two,  three,  or  more  parts,  which  engage  in  as 
many  different  cog  wheels  or  driving  pinions  mounted  on  the  same 
axle  on  the  engine,  thus  producing  a  more  constant  pressure  and 
giving  a  much  more  uniform  motion. 

A  second  modification  consists  in  the  arrangement  of  the  mechan- 
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ism  of  the  locomotive  whereby  two  of  its  four  cylinders  are  employed 
to  drive  the  pinions  on  steep  inclines  and  the  remaining  two  the  ordi- 
nary adhesion  wheels  on  limited  gradients. 

The  engine  is  adapted  to  operate  on  grades  where  practical  limits 
have  not  yet  been  reached.  On  the  Oertelsbruck  railway  the  maxi- 
mum gradient  is  13.7  per  cent,  or  about  1  in  7,  and  the  curves  have  a 
radius  of  120  meters.  The  weight  of  the  engine  is  about  42  tons, 
having  a  tractive  force  of  6  tons,  while  on  some  roads  it  is  as  great 
as  54  tons. 

The  driving  pinion  is  divided  into  two  or  more  parallel  disks  whose 
teeth  are  so  set  as  to  engage  in  the  corresponding  portions  of  the 
split  rack,  as  already  described. 

A  third  important  improvement  consists  in  an  elastic  entering  sec- 
tion of  roadbed  which  enables  the  train  to  pass  from  the  ordinary 
way  to  the  rack  without  stopping.  This  is  accomplished  by  mount- 
ing the  rack  of  this  section  upon  involute  springs  which  yield  to  the^ 
action  of  the  pinions  and  take  up  the  motion  gradually  as  the  rack 
engages  with  it,  the  pinion  being  meanwhile  capable  of  turning  in- 
dependently of  the  supporting  wheels  so  that  the  latter  will  not  be 
compelled  to  slip  or  slide  on  the  outer  rails.  This  section  of  the  rack 
rail  is  hinged  to  the  main  rail  by  means  of  links.  The  teeth  of  the 
entering  section  are  also  made  of  diminishing  depth  towards  the 
entering  end,  so  as  to  vanish  at  that  end,  and  they  are  rounded  off 
also  to  facilitate  the  admission  of  the  train. 

This  very  interesting  and  useful  system  has  received  universal 
recognition  and  the  unqualified  indorsement  of  the  numerous  scien- 
tific societies  and  is  a  very  happy  solution  of  a  diflBcult  engineering- 
problem. 

THE  HYDRAULIC  RAILWAY  (CHBMIN  DB  FER  GLISSANT). 

This  interesting  and  novel  invention  has  only  now  reached  that 
stage  of  development  which  enables  its  projectors  to  exhibit  a  model 
of  sufficient  magnitude  to  demonstrate  the  future  possibilities  which 
await  its  extensive  application  to  the  problem  of  rapid  transit. 

The  line  as  constructed  in  the  Esplanade  is  but  500  feet  in  length, 
yet  the  train  makes  the  run  in  30  seconds,  including  stops.  This  is 
only  about  12  miles  per  hour;  but  it  is  claimed  that  this  motor  is  capa- 
ble of  generating  a  speed  of  200  kilometers  (about  120  miles)  per  hour. 
It  can  be  started  and  stopped  in  a  very  short  distance,  without  shock. 
It  glides  along  noiselessly  upon  a  cushion  of  water,  and  is  propelled 
by  jets  of  water  under  pressure  impinging  upon  a  rack  composed  of 
horizontal  buckets  attached  to  the  bottom  of  the  train.  There  are 
no  wheels,  trucks,  nor  complicated  mechanisms  for  reducing  friction 
and  giving  stability,  since  the  bearing  points  are  "patins,"  skates 
or  shoes,  to  which  the  carriage  body  is  connected  by  a  short  spindle 
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fitting  into  a  socket.  These  skids  iive  lubricated  by  a  film  of  water 
fed  to  them  from  a  reservoir  carried  on  the  train,  and  which  is  kept 
under  pressure. 


Fio.  74.— The  Sliding  Railway. 

The  waste  water  is  conducted  to  a  central  trough  under  the  way 
and  utilized  in  part  for  propulsion.  The  water  for  this  latter  pur- 
pose is  stored  in  a  conduit  laid  under  the  track  and  having  reservoirs 
at  frequent  intervals  subjected  to  a  pressure,  in  this  case  of  about  10 
atmospheres  (147  pounds).  The  pressure  is  maintained  in  the  mains 
l^y  a  stationary  engine  placed  at  any  convenient  point  on  the  line. 
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The  way  itself  consists  of  two  contiauous  rails  or  plates,  8  inches 
in  width,  upon  which  the  skates  slide,  and  the  necessary  framework 
with  the  water  mains  and  nozzles  at  short  intervals  for  maintaining 
the  constantly  impinging  jet  of  water.  There  are  two  series  of  buck- 
ets under  the  train,  one  flaring  forward,  the  other  backward,  and 
two  sets  of  jets  on  opposite  sides,  either  of  which  may  be  thrown 
into  play  by  the  train  guards,  whereby  the  train  may  be  started, 
stopped,  or  backed.  After  starting  these  valves  are  opened  and 
closed  by  the  moving  train.  The  amount  of  water  said  to  be 
required  is  1  liter  (quart)  for  each  patin  per  second,  and  21  liters  per 
ton  per  kilometer,  under  a  pressure  of  10  atmospheres,  for  propul- 
sion. In  winter  it  is  proposed  to  use  20  per  cent  of  glycerine  with 
the  water  to  prevent  freezing. 

This  remarkable  departure  from  the  use  of  steam  motors  for  trans- 
portation was  first  conceived  by  M.  L.  D.  Girard,  a  prominent  hy- 
draulic engineer  of  France,  who  in  1864  built  a  model  of  his  project 
on  his  private  grounds,  and,  under  the  patronage  of  the  Emperor,, 
Napoleon  III,  continued  to  experiment  and  improve  his  plans  until 
his  death  from  a  bullet,  in  1871,  during  the  Franco-Prussian  war. 
His  coUaborateur,  M.  A.  Barre,  has  since  continued  the  work  and  has. 
organized  a  French  company  for  the  completion  of  the  methods  and 
introduction  of  the  system  embodied  in  this  model,*  which  is  one  of 
the  most  interesting  of  the  many  novel  attractions  of  the  exhibition.. 

THE  METROPOLITAN  RAILWAY  OP  PARIS. 

This  grand  enterprise,  conceived  and  projected  by  M.  Hagg  and 
his  associates,  contemplates  the  opening  of  a  wide  avenue  through 
the  heart  of  Paris,  upon  which  shall  be  constructed  an  elevated  rail- 
way, forming  an  arcade  in  the  middle  of  the  street.  It  is  intended 
to  be  built  either  in  masonry  or  iron  and  to  be  finished  so  elaborately 
as  to  constitute  an  attractive  architectural  feature  of  the  city. 

The  exhibit  of  the  project  consisted  of  large  wall  maps  showing 
the  plan  of  the  route,  with  numerous  sections,  profiles,  grades,  tables 
of  probable  revenues  and  expenses,  estimates  of  cost,  and  an  inter- 
esting model  of  the  city.  The  graphic  manner  in  which  the  subject 
was  presented  left  nothing  to  be  desired.  In  plan  the  road  forms  an 
"inner  belt,"  covering  both  banks  of  the  Seine,  with  occasional  loops 
and  branches  so  disposed  as  to  connect  the  stations  of  the  various 
trunk-lines  centering  in  Paris.  These  include  the  termini  at  St. 
Lazare  (western),  Du  Nord  (northern),  De'l  Est  (eastern),  De  Vin- 
cennes,  De  Lyon-D'Orleans,  Mont  Parnasse,  and  Champ  de  Mars, 
giving  a  development  of  about  12^  miles. 

As  the  design  requires  the  purchase  and  removal  of  many  valuable 

*  Sketches  accompanied  by  a  more  complete  description  of  this  invention  will  be- 
found  in  Engineering  News  of  August  81  and  October  26,  1889. 
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buildings  and  the  reconstruction  and  opening  of  new  streets  parallel 
with  the  railroad,  and  many  other  conditions  peculiar  to  this  city 
which  tend  to  increase  greatly  the  cost,  the  estimate  is  made  liberal 
to  cover  all  conceivable  contingencies. 

The  net  cost  of  acquiring  right  of  way  is  $55,000,000. 

Of  this  amount  the  various  railway  companies  would  guaranty 
the  interest  at  4  per  cent  on  fifty  millions  in  tolls.  The  construction 
-of  the  road  and  auxiliary  works  will  cost  about  $20,000,000. 

The  annual  receipts  of  the  Metropolitan  Railway  are  estimated  at 
a  minimum  to  be  $3,280,000,  from  which  is  to  be  deducted  $2,000,000 
in  annuities  to  the  city,  leaving  $1,280,000  for  distribution. 

The  general  character  of  this  project  will  be  more  fully  realized 
by  reference  to  the  dimensions  adopted  for  the  estimate.  Thus  cer- 
tain Sections  of  the  line  are  to  embrace  an  elevated  structure  extend- 
ing 28  feet  above  the  streets  and  nearly  40  feet  wide,  with  lateral 
avenues  on  either  flank,  each  65  feet  wide,  requiring  the  construction 
of  two  parallel  streets,  as  well  as  the  demolition  of  numerous  obstruc- 
tions. Yet,  notwithstanding  these  unusual  expenses,  the  company 
expects  to  clear  sufficient  revenue  to  make  it  a  profitable  investment. 
The  question  assumes  importance  as  one  of  the,  solutions  of  the  ever- 
present  problem  of  rapid  transit  in  cities,  and  it  diflPers  only  from 
other  elevated  railways  in  the  physical  conditions  which  surround 
this  particular  project.  The  condition  of  the  streets  and  sewers  of 
Paris  would  constitute  an  almost  insuperable  obstacle  to  the  con- 
struction of  an  underground  road  in  this  city,  complicated  as  it 
would  be  by  the  necessity  of  crossing  the  Seine  at  not  less  than  three 
-diflferent  points. 

MISCELLANEOUS. 

Edward  Ncnilet  &  Co.  have  on  exhibition : 

(1)  A  bridge  of  30  tons  weight  supported  on  metallic  foundations 
instead  of  the  masonry  foundations,  which  are  always  expensive  and 
sometimes  difficult.      The  price  of  a  bridge  is  2,750  francs  ($550)." 

(2)  A  switch,  left  handed,  with  Goliath  rails,  designed  especially  for 
rapid  trains  and  giving  perfect  security  at  the  point  of  divergence. 
The  price  of  the  switch  is  930  francs  ($186).  The  annual  output  about 
3,500. 

(3)  A  metallic  semaphore  with  three  arms,  with  lamps  and  connec- 
tions.   Price,  1,200  francs  ($240). 

(4)  A  platform  car  having  a  capacity  of  10  tons  made  very  light 
and  strong,  at  a  cost  of  1,200  francs  ($240);  600  of  these  are  turned 
out  annually. 

The  exhibit  of  W.  H,  Inloes,  of  Asheville,  North  Carolina,  consists 
of  a  model  of  a  lock  for  a  turntable. 

Whilst  this  invention  has  not  been  as  yet  extensively  introduced  it 
is  one  deserving  of  consideration  for  its  strength,  simplicity,  and 
^cheapness.    The  experience  with  it  in  the  railroad  yards  of  the  Rich- 
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mond  and  Danville  Company  has  demonstrated  its  practicability. 
There  are  two  locks  or  bolts  and  two  sockets  required  for  each  table, 
weighing  together  nearly  500  pounds.  The  socket  is  placed  on  the 
rim  of  the  well  in  which  the  table  revolves,  while  the  bolt  is  attached 
to  the  table  by  means  of  a  rectangular  trough  (open  on  top),  in  which 
it  slides  by  a  lever.  The  box  or  frame  which  guides  the  bolt  is  18 
inches  long  and  6  deep;  the  cheeks  are  1  inch  thick;  the  bolt  is  rec- 
tangular in  section,  5  inches  deep  by  2i  inches  thick.  The  socket  is 
12  inches  long  and  6  wide,  made  of  cast  iron  1  inch  thick.  The  great 
merit  claimed  for  this  simple  device  is  that  it  can  not  bind  and  is 
abundantly  strong  and  safe.    The  price  is  $26. 

The  house  of  Pierre  Brouhon,  of  Liege,  Belgium,  exhibit  a  dumping 
car  with  an  automatic  flap  designed  by  the  engineer,  M.  H.  Broulion, 
to  save  time  and  reduce  the  risk.  This  is  accomplished  by  placing 
the  body  on  a  rocker  so  poised  that  it  rolls  over  and  dumps  the  load 
laterally  by  merely  detaching  a  lever  which  releases  the  body  from 
its  normal  position  and  opens  the  tip-car  door  automatically  by  means 
of  a  linkage  connecting  the  door  with  the  frame.  By  reversing  the 
movement  the  door  is  again  closed. 

The  VaUre  Mobile,  of  Mariemontj  France,  manufacture  iron  buf- 
fers of  all  descriptions,  ironwork  for  wagons,  grates,  journal  boxes, 
bascule  bridges,  crossings,  switches,  and  the  smaller  parts  of  rail- 
ways. 

In  consequence  of  the  limited  space  assigned  to  this  company  only 
a  small  number  of  the  one  hundred  and  twenty-two  kinds  of  buffers 
were  exhibited.  Particular  attention  is  given  to  the  manufacture  of 
steel  axles  and  elliptical  and  spiral  springs,  of  which  a  very  large 
number  are  produced  annually.  These  extensive  shops  give  employ- 
ment to  seven  hundred  workmen.  It  is  here  that  the  Dixon  injector 
used  by  the  Chemins  de  Fer  de  TEtat,  of  Belgium,  is  made,  also  the 
Wilson  valves,  of  which  about  two  thousand  five  hundred  have  been 
manufactured  in  two  years  and  sold  to  various  companies.  There  is 
also  a  testing  machine  worth  $1,000  for  testing  a  great  variety  of 
forms. 

The  Merchants'  Despatch  Transportation  Company,  of  No.  335 
Broadway,  New  York,  and  of  which  Mr.  John  C.  Noyes  is  the  gen- 
eral manager,  have  placed  one  of  their  full-sized  refrigerator  cars  on 
exhibition. 

The  body  of  this  car  is  33  feet  long,  8  feet  2  inches  wide,  and  7  feet 
6  inches  high,  inside  dimensions,  and  it  weighs  when  in  service  empty 
36,000  pounds.  It  is  a  type  of  two  thousand  five  hundred  others  owned 
and  operated  by  this  company  on  the  railroads  of  the  United  States 
and  Canada.  These  cars  are  used  only  for  the  transportation  of  fresh 
meats,  vegetables,  and  dairy  products.  In  consequence  of  the  com- 
plete isolation  due  to  the  interior  partitions  the  car  is  proof  against 
the  extreme  cold  of  the  winters  in  the  Northwest  and  Manitoba, 
whilst  during  the  summers  the  refrigeration  renders  perfect  security 
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on  the  longest  journeys.  The  car  is  constructed  to  secure  perfect 
purity  of  the  air  by  the  renewal  of  the  water  from  the  melted  ice 
which  circulates  through  small  galvanized  tubes. 

The  designs  are  those  covered  by  the  patents  of  Mr.  J.  H.  Wickes, 
car  superintendent  for  the  above  company.  There  are  six  thousand 
of  these  refrigerator  cars  in  use  by  the  twenty-two  different  trans- 
portation companies  of  the  United  States,  and  they  are  found  to  fulfill 
the  requirements  of  the  traffic  entirely. 

The  Grruson  coupler  is  a  patented  device  for  diminishing  the 
risks  of  coupling  by  rendering  it  unnecessary  for  the  guard  to  pass 
between  the  cars;  it  reduces  the  danger  of  derailment  resulting  from 
an  irregular  draft;  it  dispenses  with  the  safety  chains,  reduces  the 
time  required  to  couple  and  uncouple  trains,  and  has  other  advantages. 

The  device  consists  of  a  draw-bar  with  an  articulated  head.  The 
latter  is  hinged  eccentrically  so  as  to  fall  back  when  uncoupled  and 
to  be  raised  to  a  vertical  position  by  the  action  of  the  socket  into 
which  it  slides  when  coupled.    This  socket  is  an  open  drawhead,  the 


Fio.  75.— Fdraud's  system  of  suspendinfir  car  bodies. 

top  and  bottom  leaves  of  which  are  slotted,  and  the  upper  one  is  also 
hinged  so  as  to  be  raised  by  a  pair  of  outside  links  which  may  be 
lifted  by  a  cam,  operating  on  a  short  piston.  The  shaft  containing 
the  cam  is  revolved  by  an  external  lever. 

There  are  two  couplers  at  each  end  of  a  car  adjacent  to  the  buffers. 

Detailed  information  of  this  device  may  be  obtained  from  M.  D. 
Gruson,  Calais,  22  Rue  des  Prairies,  France. 

The  Feraud  system  of  supporting  car  bodies  as  compared  with  the 
ordinary  method. 

In  the  former  the  suspending  links  are  placed  within  the  length  of 
the  spring  and  the  inclination  is  reversed  so  that  the  axes  of  the  links, 
if  produced,  would  intersect  below  the  base  as  in  Fig.  75,  while  in  the 
latter  method  this  point  is  above. 
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Although  this  modification  involves  no  increase  of  parts  and  is  very 
simple,  it  is  claimed  to  effect  a  material  economy  in  the  maintenance 
of  the  rolling  stock  and  way  by  the  improved  action  of  the  spring. 
It  has  been  introduced  on  the  carriages  of  the  Grand  Central  Rail- 
way of  Belguim. 

The  claims  made  by  the  inventor  are: 

(1)  That  the  main  blade  of  the  spring  is  not  extended  more  than 
the  others  and  consequently  does  not  tend  to  separate  from  them. 

(2)  At  each  oscillation  the  carriage  decends  less  than  the  flexure 
of  the  spring. 

(3)  The  loss  of  cambre  due  to  the  dead  load  is  less  than  that  which 
should  result  only  from  said  load. 

(4)  The  flexibility  is  increased  from  20  to  40  per  cent  of  the  normal 
amount. 

(5)  For  springs  of  greater  length  it  permits  the  axles  to  be  spread 
farther  apart  and  thus  increases  the  stability,  a  great  advantage  in 
carriages  with  three  axles. 

(6)  The  hangers,  moreover,  embracing  the  springs,  as  they  do, 
guaranty  against  all  accidents  from  the  breaking  of  the  links  or  bolts. 

The  corresponding  negations  are  properties  of  the  ordinary  springs. 

The  system  is  patented  in  France  and  foreign  countries. 

The  Peckham  Street  Car  Wheel  and  Axle  Company,  of  Kingston, 
New  York,  exhibit,  through  the  secretary,  Mr.  George  L.  Fowler, 
239  Broadway,  New  York,  some  of  their  ordinary  wheels — steel-tired 
'  paper  wheels,  steel-tired  metal  wheels  and  car  axles.  The  hubs  of 
the  elastic  motor  wheels  are  lined  with  a  rubber  cushion  which  bears 
on  the  axle,  thus  increasing  the  life  of  both  wheel  and  axle,  and  pre- 
vents crystallization,  reducing  the  cost  and  increasing  their  efficiency. 
These  cushions  also  reduce  the  noise  and  give  an  easier  motion.  The 
wheels  of  the  motors  are  attached  to  the  axles  by  an  annular  disk, 
with  bolts  passing  through  the  hub,  so  as  to  be  readily  removed  by 
an  ordinary  workman  without  detaching  the  motors  from  the  axles. 
The  axle  is  also  enlarged  at  the  bearings  of  the  motor-driving  gear; 
it  is  not  weakened  by  cutting  a  slot  in  the  body  of  the  axle  for  the 
keyseat,  and  it  has  an  adjustable  screw-threaded  collar  to  take  up  the 
lost  motion  of  the  mot6r  bearings. 

Messrs.  Charles  G.  Eckstein  &  Co.,  as  agents  for  the  Arbel  patent 
wrought-iron  center,  steel-tired  wheel,  show  the  method  of  fasten- 
ing the  tire  to  the  wheel. 

Jlie  Arbel  wheels  are  made  at  a  single  operation,  being  stamped 
and  welded  by  a  few  blows  from  a  heavy  hammer.  They  are  not 
dependent  upon  bolts  or  screws  for  strength.  The  method  used  for 
fastening  is  what  is  known  in  England  as  the  Gibson  and  in  Ger- 
many as  the  Bute  key.  It  consists  of  a  ring  of  metal  which  over- 
laps the  joint  between  the  web  and  tire,  and  so  clamps  the  tire  to 
the  wheel  that,  even  in  cases  where  the  tire  breaks,  it  is  prevented 
H.  Ex.  410— VOL  III  34 
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from  becoming  detached.  The  form  of  the  key  can  best  be  seen  by 
reference  to  Fig.  76. 

By  this  combination  it  is  claimed  that  *Hhe  life  of  the  center  is 
practically  unlimited,"  and  that  the  Arbel  solid-spoke  wheels,  as 
made  by  the  Cockerill  Company,  are  noted  for  their ''strength, 
lightness,  safety,  durability,  and  economy."  The  weights  vary  from 
440  pounds  for  the  24-inch  wheel,  to  925  pounds  for  that  of  42  inches. 


Fig.  76.— Arbors  car  wheel 


The  centers  can  be  re-tired  at  a  nominal  cost  in  any  railroad  machine 
shop. 

IV.— Block  signals. 

Many  of  the  railway  companies,  in  addition  to  their  rolling  stock, 
have  placed  on  exhibition  their  systems  of  operating  whereby  greater 
safety  is  secured.  Chief  among  these  is  the  block  system  of  sig- 
naling and  of  operating  switches.  Under  this  head  we  find  The  Sim- 
plex Railway  Patents  Syndicate,  of  Temple  Chambers,  London, 
claiming  for  their  devices  an  increased  economy  with  additional 
facility  and  safety  in  traffic  movements  over  any  other  system. 

This  machine  consists  of  a  successful  combination  of  (1)  duplex 
plunger  point  locks;  (2)  double  indication  detectors;  (3)  selectors" 
for  lever  saving  purposes,  all  operated  by  one  cabin-frame  lever. 
Whilst  the  "  simplex"  is  thus  able  to  operate  simultaneously  both  a 

point  lock  "  and  a  point  detector,"  by  one  lever,  with  the  ordinary 
puU-and-return  movements,  yet  the  detecting  indications  and  the 
locks  are  distinct  for  each  road  and  double  for  each  of  the  single 
blades  in  the  wire  connections  at  the  detaching  box. 

This  system  is  installed  at  the  Waterloo  station  of  the  London 
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and  Southwestern  Railway,  which  is  one  of  the  most  complicated 
points  in  Ensrland.  There  are  in  all  one  hundred  levers  placed  in 
tlie  cabin.  Of  these  thirty-one  levers  are  employed  to  operate  the 
tliirty-two  pairs  of  points;  nineteen  levers  work  the  selector  bars  of 
tlie  nineteen  "simplex"  machines,  and  thus  perform  the  desired 
locking,  detecting,  and  indicating  features  of  this  new  machine; 
twenty-four  levers  work  the  semaphore-arm  signals;  five  levers  only 
work  in  connection  with  the  advance  and  rear  fouling  bars,  whilst 
of  the  remaining  twenty-one  levers,  nine  are  spare  ones  and  twelve 
work  shutting  signals.  Another  characteristic  feature  of  this  lever 
frame  is  the  ''special  rotation"  locking,  which  is  too  technically 
intricate  to  justify  description  without  detail  drawings.  The  same 
may  be  said  of  the  general  system,  but  more  complete  information 
can  be  obtained  from  the  company. 

The  Compagnie  dii  Midi  have  a  device  for  maneuvering  several 
fixed  signals  by  a  single  lever  so  adjusted  that  one  of  them  may  be 
opened  only  while  all  the  others  are  closed.  It  consists  simply  of  a 
number  of  rods  connecting  the  various  signals  with  a  yoke  placed 
horizontally  upon  fixed  chains.  The  ends  of  these  rods  may  be  fas- 
tened successively  to  a  chain  connected  with  the  maneuvering  lever 
whereby  they  may  be  opened.  Their  normal  position  is  maintained 
closed  by  a  counterpoise  attached  to  the  signals. 

Another  mechanism  for  operating  a  single  point  and  disk  simul- 
taneously, consists  of  a  small  cast-iron  box  placed  behind  the  lever 
for  throwing  the  switch,  in  which  there  is  placed  an  auxiliary  lever 
connected  by  a  wire  with  the  signal  so  that  one  movement  controls 
the  position  of  both  point  and  signal. 

A  third  device  is  shown  for  operating  a  fixed  signal  and  a  movable 
stop  by  a  combination  of  levers  so  adjusted  that  the  disk  is  only  able 
to  be  opened  when  the  stop  closes  the  lateral  line,  and  conversely. 
The  stop  consists  of  a  chock  of  wood  which  is  thrown  over  the  rail 
by  a  lever. 

A  fourth  system  for  operating  two  or  three  disks  by  means  of  a 
single  rod  is  composed  simply  of  the  transmitting  articulated  rod 
passing  over  pulleys  and  connected  at  the  outer  end  with  the  several 
signals  to  be  operated  by  means  of  levers. 

By  combinations  of  the  above  types,  four,  five,  six  or  more  move- 
ments may  be  obtained  by  a  single  lever  of  transmission. 

Still  a  fifth  device,  consisting  of  a  cabin  containing  twelve  levers, 
is  shown  as  one  of  the  types  adopted  by  this  company  at  the  station 
at  Pau,  and  designed  to  effect  in  the  simplest  manner  and  with  the 
1  fewest  parts  the  maneuvering  of  signals  and  switches.  In  this  case 
the  table  accompanying  the  levers  is  horizontal.  Another  in  which 
the  table  is  vertical  contains  twenty  levers.  These  block  stations 
do  not  diflfer  materially  from  the  customary  forms  except  in  their 
details.    There  is  also  a  mechanism  for  operating  and  locking  points. 
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a  turntable,  platform  scales,  and  other  appliances  which  go  to  com- 
plete this  instructive  display  of  material. 

Ihe  Lesbros  system  permits  the  automatic  closing  of  the  signals 
by  the  action  of  the  car  wheels.  It  is  composed  chiefly  of  two 
levers  moving  in  a  vertical  plane  and  connected  on  the  one  side  with 
the  wires  leading  to  the  disks  and  on  the  other  to  the  maneuvering 
levers  in  the  cabin.  On  the  first  of  these  levers  is  fixed  a  spring 
clasp  and  on  the  other  a  movable  catch  with  a  counterpoise.  These 
two  parts  operating  together  unite  the  levers,  which  are  mounted  on 
the  same  axle,  so  that  the  latch  can  not  be  undamped  by  any  ex- 
ternal action,  but  is  opened  by  a  lever  actuated  by  a  pedal  which  is 
itself  moved  by  the  operation  of  the  first  wheel  of  the  carriage. 

The  Compagnie  de  V  Quest  have  introduced  the  electrical  system 
for  operating  signals  on  adjoining  blocks.  This  involves,  for  each 
cabin,  (1)  a  stop  signal  with  detonators,  a  caution,  and  an  ''all 
right"  signal,  disks  by  day  and  lamps  at  night.  (2)  These  signals 
are  duplicated  by  others  at  distances  varying  from  1,300  to  2,000 
yards,  operated  from  the  same  cabin. 

Adjacent  cabins  are  put  in  circuit  by  electrical  conductors  con- 
nected with  Regnault  indicators.  These  boxes  carry  two  indices, 
one  outside  of  the  station  and  visible  to  the  engineer,  the  other  in- 
side and  in  sight  of  the  station  agent.  The  arrival  and  departure  of 
a  train  on  a  block  section  is  indicated  by  the  position  of  the  index, 
any  change  in  which  is  announced  by  a  bell.  The  operator  at  any 
station  can  not  unblock  nor  open  the  section  until  word  has  been  re- 
ceived from  his  neighbor  of  the  arrival  of  the  train  upon  the  forward 
block.  To  insure  against  inattention  or  sudden  disability  of  the 
operators  the  system  is  designed  (1)  to  prevent  an  agent  from  an- 
nouncing an  approaching  train  before  he  has  first  set  the  distant 
signal  and  then  blocked  the  line  by  the  home  signal;  (2)  to  prevent 
his  withdrawing  these  signals  before  they  are  unlocked  from  the  ' 
adjoining  cabin;  (3)  that  the  next  operator  shall  not  be  able  to  give  ' 
the  electric  signal  until  he  has  first  set  his  own  block.  These  re- 
quirements are  met  by  the  locking  gear,  the  electric  lock  and  bolt, 
and  the  electric  relay. 

The  London  and  Northwestern  Railway  Company  show  the  train 
staflP,  working  for  single  lines  of  railway,  under  the  Webb  &  Thonip- 
soil  system,  which  is  described  as  follows: 

Railways  in  Great  Britain  constructed  for  a  single  line  of  rails  upon 
which  both  the  up  and  down  traflSc  is  conducted  are  as  a  rule  worked 
on  a  system  generally  known  as  the  staff  and  ticket  system. 

With  a  small  traffic  and  trains  running  at  stated  times  it  is  possi- 
ble to  work  this  system  without  delay;  but  where  the  traffic  is  heavy 
and  variable,  and  where  a  time  table  can  not  be  adhered  to,  serious 
delays  result,  due  to  the  fact  that  if  a  train  has  been  dispatched  from 
station  A  to  station  B  with  the  staff,  a  train  running  out  of  course, 
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or  a  special  train  arriving  at  A,  can  not  proceed  until  the  staff  has 
been  returned  from  station  B. 

To  get  over  this  diflBculty  the  London  and  Northwestern  Railway- 
Company  have  adopted  a  system  whereby  a  number  of  staffs  are 
provided  at  each  staff  station  in  suitable  receptacles,  and  so  controlled 
by  electrical  and  mechanical  devices  that,  although  only  one  staff  can 
be  in  use  at  a  time,  the  moment  the  staff  in  use  has  been  deposited  in 
the  receptacle,  say  at  station  B,  a  second  staff  can  be  obtained  by  A; 
and  so  the  delay  of  waiting  for  the  staff  previously  sent  to  B  to  be 
returned  to  A  is  avoided.  By  these  means  a  single  line  of  railway 
may  be  utilized  to  its  fullest  capacity,  and  the  traffic  conducted  with 
perfect  safety  and  regularity. 

The  apparatus  adopted  by  the  London  and  Northwestern  Railway 
Company  is  the  joint  patent  of  Mr.  F.  W.  Webb,  Mem.  Inst.  C.  E., 
the  chief  mechanical  engineer  of  the  company,  and  Mr.  A.  M.  Thomp- 
son, Mem.  Inst.  C.  E.,  the  company's  signalling  engineer,  and  it  has 
been  in  use  on  a  busy  section  of  the  London  and  Northwestern  Rail- 
way for  about  twelve  months,  during  which  time  it  has  proved  itself 
to  be  in  every  way  reliable. 

The  apparatus  is  characterized  by  great  simplicity  of  construction, 
and  as  it  dispenses  with  the  usual  telegraph  instruments  for  block 
working,  it  not  only  possesses  the  advantages  previously  referred  to 
but  is  an  economical  substitute  for  the  old  system,  which,  it  is  rea- 
sonable to  anticipate,  will  be  rapidly  replaced  on  all  busy  lines  by 
this  the  latest  contribution  to  our  list  of  safety  appliances  for  rail- 
ways. 

A  valuable  feature  of  the  new  system  is  the  key-interlocking  which 
is  combined  with  it.  Each  staff  is  formed  into  a  key  at  one  end, 
which  unlocks  the  points  of  any  siding  which  may  join  the  main 
line  between  the  two  staff  stations.  The  staff  is  used  to  unlock  the 
points,  and  immediately  they  are  unlocked  the  staff  itself  becomes 
locked,  and  can  not  be  withdrawn  until  the  points  are  again  closed 
and  locked,  and  thus  perfect  security  is  afforded  at  a  trifling  cost,  all 
signals  being  dispensed  with. 

Although  Block  signals  are  in  general  use  on  the  continent,  and 
many  modifications  were  shown  at  the  exhibition,  their  introduction 
into  the  United  States  has  not  been  as  rapid  as  the  safety  of  the 
traveling  public  would  seem  to  require.  Quite  recently  an  improved 
parabolic  semaphore  has  been  invented  by  Prof.  Koyle,  of  Swarth- 
more  College,  Pennsylvania,  which  renders  it  more  distinctly  visible 
both  by  day  and  night.  It  is  a  great  improvement  over  the  old  form 
of  flat  vane. 

v.— Electric  Motors. 

The  Sprague  Electric  Railway  and  Motor  Company,  of  16  and  18 
Broad  street.  New  York,  made  an  exhibit  of  a  complete  street  rail- 
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way  truck,  equipped  with  its  standard  electric  motors,  as  shown 
the  accompanying  view  (Fig.  77). 


RAILWAY  PLANT. 


535 


In  order  to  secure  the  necessary  track  adhesion  by  means  of  inde- 
pendent driving,  and  to  permit  the  entire  weight  of  the  car  and  its 
contents  to  be  available  for  traction,  two  motors  are  used  on  each 
car,  one  for  each  axle,  with  independent  driving.  At  the  same  time 
both  motors  are  capable  of  perfectly  simultaneous  control  by  a 
switch  placed  at  either  end  of  the  car,  this  switch  controlling  both 
the  speed  and  the  direction  of  movement  of  the  motors. 

Each  motor  is  of  very  compact  form  and  simple  construction,  and 
occupies  no  valuable  room  in  the  car,  since  its  position  is  underneath 
the  flooring,  where  it  is  geared  to  the  axle.  At  one  end  of  the  motor 
are  projections  which  enable  it  to  grip  the  axle  of  the  car,  and  it  is 
held  in  position  by  iron  caps.  Inside  of  these  are  split  liners  to  take 
up  the  wear. 

In  order  to  permit  of  free  movement  of  the  motors  under  the  car, 
and  at  the  same  time  preserve  perfect  parallelism  in  the  meshing  of 
the  gears,  each  motor  is  centered  upon  its  axle,  and  at  the  other  end 
is  supported  by  double  compression  springs  jJaying  upon  a  loose 
bolt  resting  upon  the  cross  bar  of  the  truck. 

By  means  of  these  springs  the  motion  of  the  armatures  is  trans- 
mitted to  the  axles  through  a  spring  gearing  of  compact  form  and 
great  strength,  and  whenever  the  axles  are  in  motion  there  is  a 
spring  touch  of  the  pinions  upon  the  gears. 

This  method  of  flexible  support  of  the  motor  is  of  vital  importance, 
not  only  for  relieving  the  motor  from  sudden  jar,  but  also  for  tak- 
ing up  part  of  any  sudden  strain  upon  the  gears  by  making  the 
movement  always  a  progressive  one. 

From  this  it  will  be  seen  that,  barring  friction,  a  single  pound  of 
pressure  exerted  in  either  direction  will  lift  or  depress  the  motor  a 
slight  amount.  It  follows  that  no  matter  how  sudden  or  great  the 
strain,  whether  because  of  a  variation  in  load  or  speed,  or  reversal 
of  direction  of  rotation,  it  is  impossible  to  strip  the  gears  unless  the 
resultant  strain  is  greater  than  that  of  the  tensile  strength  of  the 
iron,  because  the  moment  that  the  motor  exerts  a  pressure  upon  the 
gears  at  the  same  instant  do  the  spring  supports  allow  the  motor  to 
yield.  The  result  in  practice  has  been  that  with  a  weight  equivalent 
to  two  tons  on  each  wheel  they  have  actually  been  skidded  in  con- 
tinuous rotation  upon  a  clean  dry  track,  and  the  strain  necessary  to 
do  this  amounts  to  from  1,000  to  1,500  pounds  upon  each  gear. 

Both  motors  are  simultaneously  governed  by  a  single  Sprague 
switch  from  either  platform,  which  throws  the  winding  of  the  motor 
field  into  different  electrical  combinations,  thus  altering  the  current, 
maintaining  practically  a  constant  field,  and  thereby  varying  the 
power  and  speed  of  the  motor  without  the  use  of  any  wasteful  resist- 
ance. By  this  method  there  is  no  loss  of  power,  and  the  control  over 
the  car  is  perfect. 

The  brushes  are  on  an  entirely  new  principle  and  design,  and  are 


Digitized  by  Google 


536 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


remarkable  for  ease  and  adjustment,  and  work  with  equal  facility 
in  running  either  forward  or  backward.  By  their  means  a  perfect 
electrical  contact  is  secured  without  excessive  pressure  on  the  com- 
mutator, and  all  wear  is  reduced  to  a  minimum. 

The  cars  can  be  run  at  widely  different  speeds,  varying  from  the 
least  movement  to  12  or  more  miles  per  hour. 

They  can  be  started  and  stopped  without  the  use  of  brakes  in 
the  space  of  3  or  4  inches;  and  when  making  the  normal  running 
speed  can  in  an  emergency  be  stopped  and  reversed  without  brakes 
within  less  than  a  quarter  of  a  car  length  by  allowing  the  electric 
current  to  flow  through  the  motors  in  the  reverse  direction.  This 
ability  to  quickly  start  and  stop  is  especially  advantageous  in  crowded 
thoroughfares,  and  makes  an  electric  car  running  at  the  rate  of  12 
miles  an  hour  much  safer  to  the  general  public  than  an  ordinary 
horse  car  with  only  halt  that  rate  of  speed. 

The  motor  equipment  as  shown  can  be  used  with  either  storage 
batteries,  overhead  wires,  or  underground  conduit.  When  the  over- 
head wires  are  used,  a  special  arm  (also  shown)  for  making  contact 
with  the  overhead  wire  is  required. 

This  consists  of  a  light  trolley  pole  supported  upon  stout  horizon- 
tal and  vertical  springs,  so  that  it  can  move  in  every  direction,  and 
having  at  its  upper  end  a  grooved  wheel,  making  a  running  flexible 
contact  on  the  under  side  of  the  working  conductor.  The  flexibility 
of  this  arrangement  is  very  great,  it  being  able  to  follow  with  facil- 
ity variations  of  the  trolley  wire  4  or  5  feet  in  either  horizontal 
direction  or  more  than  12  feet  in  a  vertical  direction.  By  this  means 
a  constant  conta<5t  is  made  by  the  trolley  wheel  at  different  rates  of 
speed  or  around  curves,  and  for  different  heights  of  the  trolley  wire. 

It  is  impossible  (working  underneath)  to  pull  the  trolley  wire  down; 
and  if  off  the  line  the  trolley  can  be  replaced  quickly  and  easily, 
even  in  the  darkest  night. 

By  the  use  of  this  underneath  contact  not  only  are  there  no  com- 
plicated switches  on  the  overhead  conductors,  but  all  changing  of 
contact  is  avoided  when  passing  the  turnouts. 

The  truck  shown  was  manufactured  by  the  J.  G.  Brill  Company, 
of  Philadelphia,  Pennsylvania.  The  entire  weight  of  truck  and 
motors  is  about  6,000  pounds.  Selling  price  of  truck  and  equipment, 
$3,275. 

Ihe  Thomson-Houston  International  Electric  Company,  of  Boston, 
Massachusetts,  have  placed  on  exhibition  a  complete  street-railway 
car  truck  with  electric  motors  attached,  to  show  the  operation  of 
their  system.    (See  Fig.  78.) 

This  plant  is  designed  to  fulfill  the  following  conditions : 
(1 )  The  motors  must  be  placed  under  the  car  bodies,  instead  of  upon 
the  platforms,  and  must  be  so  arranged  as  not  to  project  above  the 
floor,  nor  require  any  change  in  the  body  of  the  car. 
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(2)  Direct  gearing  must  be  used  instead  of  the  sprocket  chain  em- 
ployed when  the  motor  is  placed  on  the  platform. 

(3)  In  general/each  car  must  be  equipped  with  two  motors,  driv- 
ing two  independent  axles ;  also  that  the  trucks  of  ordinary  cars 
should  be  changed  for  motor  trucks  provided  for  the  purpose. 

The  system  of  conduction  is  that  by  overhead  wires  supported 
upon  bracketed  poles  erected  on  the  sidewalk,  or  in  some  cases  along 
the  center  of  the  street  or  road.  The  current  is  generated  by  dyna- 
mos at  a  central  station,  from  whence  it  passes,  through  the  trolleys 
bearing  against  the  under  surface  of  the  overhead  conductor,  to  the 
motors  on  the  axles  of  the  cars ;  thence  through  said  axles  and  wheels 
to  the  rails,  which  complete  the  circuit.  The  joints  of  the  rails  are 
bridged  by  copper  wires  riveted  to  each  end,  and  finally  the  current 
is  conveyed  to  the  negative  pole  of  the  generator  by  an  underground 
wire. 


The  current  is  developed  by  a  "series-shunt"  generator  driven  by 
any  suitable  mechanical  motor,  which  is  operated  automatically  ac- 
cording to  the  amount  of  electrical  power  required,  giving  great  econ- 
omy and  efficiency  of  operation. 

The  motors  also  are  "  series- wound  "  and  are  proportioned  to  de- 
velop the  additional  power  required  to  propel  the  car  upon  grades  or 
around  curves  without  too  great  loss  of  speed.  The  form  of  these 
motors  is  seen  in  the  accompanying  cut. 

This  company  have  introduced  carbon  instead  of  copper  for  their 
brushes,  with  improved  results,  in  some  instances  obtaining  a  mile- 
age of  2,900  miles  before  the  brush  wears  out.  There  is  a  correspond- 
ing economy  in  the  commutators  from  the  use  of  this  material. 
These  and  other  improvements  have  resulted  in  reducing  the  cost  of 
maintenance  and  operation  and  have  rendered  this  system  justly 
popular  with  its  patrons. 


Fio.  78.— The  ThomsoD-Houston  electric  street-car  motor. 
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VI.— American  road  machines. 

The  American  Road  Machine  Campanyy  of  Kennett  Square,  Penn- 
sylvania, have  on  exhibition  at  Paris  one  of  their  machines,  known  as 
the  American  Champion."  Its  weight  is  about  2,200  pounds.  Four 
heavy  or  six  ordinary  horses  haul  it.  The  blade  or  mold  board  is 
8  feet  long,  16  inches  wide,  and  is  adjustable  to  either  right  or  left 
angle  to  line  of  travel.  The  vertical  pitch  is  also  adjustable ;  either 
end  of  the  blade  can  be  raised  or  depressed  independently,  and  all 
these  adjustments  can  be  instantly  made  by  the  operator  without 
leaving  his  position  on  the  machine.  These  machines  move  the  earth 
to  right  or  left  in  manner  similar  to  a  plow;  they  are  mainly  used  for 
repairing  earth  roads  or  digging  surface  drains,  ditches,  or  irrigat- 
ing ditches,  and  for  grading  new  roads  which  nearly  correspond  with 
the  surface  of  the  ground,  at  which  work  the  capacity  of  the  ma- 
chine is  very  great,  ten  doing  as  much  work  as  could  be  done  by 
fifty  men  and  fifty  horses  in  the  old  way,  or  one  hundred  men  with 
only  pick  and  shovel.  They  are  sold  for  $250  on  cars  at  the  shops. 
The  demand  for  them  has  increased  very  rapidly  during  the  past  six 
years,  and  their  use  in  the  United  States  is  general,  although  they 
were  only  introduced  in  1882. 

The  Fleming  Manufacturing  Company,  of  Fort  Wayne,  Indiana, 
exhibit  through  their  agents,  the  Brooklyn  Railway  Supply  Com- 
pany, of  90  Chambers  street.  New  York  City,  one  of  their  nonrever- 
sible Leader"  road  machines,  which  they  describe  as  comprising 
an  all-steel  cutter  bar  or  scraper,  8  feet  long,  to  which  the  knives 
are  attached.  They  are  concave  in  section,  made  of  the  best 
steel,  highly  polished,  and  can,  if  necessary,  be  easily  detached  and 
sharpened.  The  leader  is  a  light  and  strong  four-wheeled  machine 
with  the  front  draft.  The  draft  bars  of  the  scraper  bar  extending 
direct  to  the  front  truck  make  it  a  light-draft  machine.  The  leader 
is  coupled  short  and  the  front  truck  swings  under  the  frame,  ena- 
bling it  to  be  turned  in  the  shortest  possible  space.  The  device 
used  for  the  fifth- wheel  is  a  ball  and  socket  arrangement  which  can 
not  bind.  The  weight  is  about  1,200  pounds.  To  prevent  any  lat- 
eral motion  those  machines  are  provided  with  flanges  on  one  wheel. 

The  price  of  the  Leader"  road  machine  with  all-steel  cutter  bar 
is  $125.  The  following  are  amongst  the  claims  made  by  this  com- 
pany: 

These  are  the  cheapest  and  best  machines  ever  offered  to  the  public.  They  will 
do  as  much  or  more  and  as  good  work  as  the  higher  priced  machines,  require 
much  less  power  to  operate,  and  therefore  are  the  most  economic  tools  for  road 
work  on  the  market. 

The  machines  are  made  either  right  or  left  hand,  to  suit  right  or  left  hand  plows; 
therefore  a  road  district  can  have  two  machines,  one  right  and  one  left  hand,  at 
less  cost  than  one  complicated  reversible;  can  operate  them  easier  and  will  find 
them  much  less  liable  to  get  out  of  repair. 
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The  Vulcan  Road  Machine  Campany,  of  Media,  Pennsylvania, 
exhibit  one  of  the  Lamborn  road  machines,  for  which  they  claim: 

It  is  constructed  almost  exclusively  of  iron  and  steel,  the  only 
available  materials  that  possess  in  themselves  in  the  highest  degree 
the  important  combination  of  strength  and  durability  without  un- 
due weight,  that  objectionable  characteristic  of  all  road  machines 
made  of  wood. 

No  other  road  machine  is  so  simple  in  construction,  so  steady  in 
action,  so  light  in  draft,  or  so  great  in  capacity,  with  the  same 
amount  of  team,  as  the  Lamborn. 

No  other  road  machine  is  so  generally  useful  or  so  easy  to  operate. 

No  other  road  machine  will  do  the  same  amount  of  work  in  hilly 
countries  in  a  given  time.  Indeed,  it  is  the  only  machine  that 
can  be  used  with  full  satisfaction  on  an  up  grade. 

The  Lamborn  has  won  the  enviable  position  that  it  now  holds  as 
the  standard  road-making  machine  by  the  excellence  of  its  work  on 
the  public  highways  from  Maine  to  California,  and  by  the  fact  that 
it  lasts  almost  a  lifetime  without  expensive  repairs 

These  claims  are  based  upon  certain  peculiarities  in  the  construc- 
tion whereby  efficiency,  lightness,  strength,  durability,  and  simplicity 
are  secured.  Most  of  these  desiderata  are  obtained  by  the  form  of 
the  cutter  bar  and  the  method  of  supporting  it.  Its  bearings  are 
braced  to  the  frame  at  nine  different  points,  thus  distributing  the 
strain  over  .the  whole  machine.  The  bar  is  coniform  in  shape,  re- 
sembling in  action  the  coulter  of  a  plow  as  it  cuts  under  the  earth 
at  one  end  and  rolls  it  back  towards  the  other,  which,  being  more 
nearly  vertical,  operates  as  a  scraper.  By  means  of  levers  and  racks 
it  has  great  vertical  range  and  can  be  used  for  side  ditching.  This 
machine  is  sold  at  the  low  price  of  $150,  on  board  cars. 

MISCELLANEOUS  UNITED  STATES  EXHIBITS. 

The  remaining  American  exhibits  include  a  combination  railroad 
joint  submitted  by  Major  D,  E.  Bishop,  of  822  Broadway,  New  York. 

A  train  showing  the  Boyden  power  brake,  from  the  company  at 
Baltimore,  Maryland. 

The  B,  F,  Laird  automatic  car  coupler,  of  Covington,  Kentucky. 

Equipments  and  supplies  for  building  and  operating  railroads,  by 
The  New  York  Commercial  Company ^  Limited,  of  140  Pearl  street. 
New  York. 

The  Railway  News  Company,  of  New  York,  models  of  engines, 
bridges,  railroads,  and  engineering  works. 

A  railway  crossing  gate,  car  coupler,  brake,  antiderailing  switch, 
frog,  and  crossing  combined,  all  by  Edward  O.  Stevenson,  of  Mingo, 
Ohio. 

Tubular  steel  wheelbarrows  and  dumping  tubes  for  coal  or  ores, 
by  Tlie  Tubular  Barrow  Machine  Company,  of  169  Fourteenth  street, 
Jersey  City,  New  Jersey. 
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Lever  lifting  and  lowering  jacks  for  railroad  work,  by  Andrew 
Warren,  of  St.  Louis,  Missouri. 

The  American  manufacturers  of  railway  appliances  were  distin- 
guished by  their  absence,  due  doubtless  to  the  diflSculty  of  shipping 
full-sized  models  of  rolling  stock,  the  remoteness  of  the  market,  and 
the  well-known  conservatism,  which  renders  it  difficult  to  introduce 
any  important  changes  in  Continental  practice. 

The  sections  shown  by  the  Pennsylvania  Railroad  Company  were 
excellent  types  of  their  kind,  taken  f  rom  the  regular  stock,  but  were 
insufficient  to  give  an  idea  of  the  appearance,  capacity,  comfort, 
safety,  and  efficiency  of  a  fully  equipped  American  train  as  con- 
trasted with  those  of  Europe.  The  few  articles  exhibited  were  in- 
structive and  succeeded  in  attracting  considerable  attention,  but  it 
is  to  be  regretted  that  they  were  not  more  numerous  and  represent- 
ative of  the  railways  of  the  United  States. 

DEDUCTIONS. 

The  great  discomforts  of  foreign  cars  as  contrasted  with  American 
are  so  well  known  as  to  require  no  detailed  description  here.  But  it 
is  claimed  that  this  is  offset  to  a  large  extent  by  the  lightness  of  the 
rolling  stock;  yet  it  would  seem  that  the  long  wheel  base  and  rigidity 
of  movement  more  than  counterbalance  the  gain  in  weight  and  that 
the  cost  of  transportation  on  European  roads  is  much  higher  than 
on  American.  This  is  due  largely  to  the  necessity  of  providing  for 
at  least  two  and  in  some  cases  three  distinct  classes  of  patrons. 
These  again  must  be  subdivided  to  provide  compartments  for  single 
ladies  traveling  alone  and  for  nonsmokers.  The  same  complica- 
tions are  introduced  in  the  waiting  rooms  and  ticket  or  booking 
offices  of  the  stations,  requiring  a  much  larger  personnel  and  staff 
for  operation  of  the  lines,  and  longer  trains  and  stations  for  the 
passengers.  On  most  roads  the  percentage  of  first-class  travel  does 
not  reach  12,  and  that  of  second  class  from  20  to  25,  yet  these  classes 
must  be  provided  with  separate  rooms  and  compartments  at  stations, 
and  in  cars  which  are  seldom  if  ever  all  filled.  Thus  the  cost  of 
operation  is  increased.  Some  lines  have  discarded  the  second  class 
to  reduce  expenses. 

The  statistics  of  standard  American  and  foreign  railroads  when 
compared  show  that  in  the  former  country  a  locomotive  does  more 
than  six  times  the  work,  makes  annually  nearly  twice  the  mileage, 
with  a  charge  of  less  than  one-half  for  the  traffic,  and  earns  nearly 
double  the  revenue  of  its  European  competitors. 

These  results  are  in  themselves  sufficient  to  demonstrate  the  supe- 
rior earning  capacity  of  American  railways;  but  it  is  not  to  be  con- 
cluded from  this  that  there  is  not  room  for  improvement  in  many 
of  our  means  of  locomotion.  For  rapid  transit  in  cities  there  is 
much  to  be  learned  with  reference  to  motors  ^  well  as  to  the  way. 
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The  extent  and  variety  of  the  exhibits  comprehended  in  this  class 
make  it  one  of  great  interest  to  the  railroad  builder,  contractor,  man- 
ager, manufacturer  of  supplies,  and  capitalist  interested  in  economic 
transportation.  Indeed,  every  one  desiring  speed,  comfort,  safety, 
and  convenience  in  traveling  could  find  much  of  interest  and  profit 
in  this  display.  The  principal  innovations  were  noticeable  in  the 
increasing  use  of  long  bodied  or  saloon  coaches  on  the  continental 
routes,  and  even  on  the  shorter  lines  of  Great  Britain  there  was  a 
marked  tendency  to  substitute  the  "American"  passenger  coach. 
The  "goods  waggons,"  however,  have  not  made  much  progress  in 
the  direction  of  increased  capacity  and  reduced  resistance.  They 
are  still  small  and  in  general  open,  the  contents  being  protected  by 
canvas  covers  or  tarpaulins. 

The  latest  improvements  in  Gterman  railroads  and  rolling  stock 
have  not  been  touched  upon  in  this  report,  since  that  country  was 
conspicuous  by  her  absence  from  this  class,  and  it  is  not  felt  that, 
with  the  possible  exception  of  the  Pennsylvania  Railroad  Company's 
exhibit,  the  transportation  methods  of  the  United  States  were  ade- 
quately represented  at  this  notable  Exposition  at  Paris.  This  was 
due  largely  to  the  expense  and  difficulty  of  moving  the  full-sized 
plant  of  American  rolling  stock  across  the  ocean,  and  to  the  further 
fact  that  the  European  markets  are  already  well  supplied  by  domestic 
manufacturers,  with  whom  American  contractors  do  not  in  general 
compete. 

The  following  general  tables  contain  important  data  relative  to  a 
large  percentage  of  the  rolling  stock  at  the  exhibition,  from  which 
some  interesting  conclusions  and  comparisons  may  be  deduced. 
For  instance,  the  car  giving  the  highest  nonpaying  or  dead  load  per 
passenger  is  the  sleeper  (No.  41),  where  the  ratio  is  1  to  28.  The  great- 
est load  per  wheel  is  on  the  large  first-class  coach  (A  203)  of  the  same 
company,  giving  a  pressure  of  11,362  pounds;  but  this  is  much  lighter 
than  the  load  on  drivers  of  many  engines.  Class  P  of  the  Pennsyl- 
vania Railroad  gives  18,400  pounds  per  wheel.  The  least  load  is  that 
shown  by  the  mixed  carriage  of  the  Midland  Railway,  which,  being 
mounted  on  bogies,  gives  a  minimum  of  wear  and  is  light-running. 
Its  capacity,  however,  is  not  so  great  as  some  of  the  other  cars.  That 
having  the  greatest  capacity  for  first  or  second-class  traffic  is  the 
standard  day  coach  of  the  Pennsylvania  Railroad,  which  will  seat 
fifty-six  passengers  in  a  length  of  46.5  feet,  and  weighs  702  pounds 
per  passenger,  giving  a  ratio  of  live  to  dead  load  of  1  to  4.6.  The 
apparent  exception  to  this  is  the  light  car  of  the  Chemin  de  Fer  du 
Sud,  but  this  is  only  for  suburban  travel.  The  other  instance  is 
that  of  a  third-class  car,  where  fifty  persons  may  be  crowded  into  a 
length  of  25.6  feet  in  closed  compartments,  having  but  34^  cubic  feet 
of  air  to  each  passenger,  and  with  no  opportunity  to  move  about  or 
even  to  leave  the  seat  except  at  stations,  whereas  in  the  cars  of  the 
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American  pattern,  although  there  is  nominally  but  0.8  of  a  foot  of 
car  length  per  passenger,  the  traveler  may  move  freely  from  one  end 
of  the  car  or  train  to  the  other,  and  there  is  an  abundance  of  venti- 
lation from  the  numerous  doors,  windows,  and  ventilators  found  in 
the  cars. 
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CIVIL  ENGINEERING,  PUBLIC  WORKS,  AND  ARCHI- 
TECTURE. 


By  WILLIAM   WATSON,   Ph.  D. 


INTRODUCTION. 

The  information  contained  in  this  report  is  derived  from  official 
sources.  Most  of  that  relating  to  the  public  works  of  France  has 
been  obtained  from  the  notices  and  documents  collected  by  direction 
of  the  minister  of  public  works,  and  exhibited  in  a  special  pavilion 
erected  for  the  purpose. 

For  a  large  number  of  stereotyped  illustrations  of  these  works  I 
am  indebted  to  the  administration  of  roads  and  bridges,  through  the 
courtesy  of  M.  CoUignon,  inspector  of  the  school  of  roads  and 
bridges.  I  wish  also  to  express  my  obligations  to  M.  SchwebeW, 
the  accomplished  librarian  of  the  school,  and  to  M.  Boulard,  the 
superintendent  of  the  pavilion  of  public  works,  for  explanations 
and  valuable  suggestions. 

For  the  information  and  drawings  relating  to  the  port  of  Genoa 
and  the  submarine  work  of  the  outer  harbor  of  La  Pallice,  I  am  in- 
debted to  the  contractor,  M.  Terrier,  of  the  firm  of  Zschokke  &  P. 
Terrier. 

To  Mr.  L.  F.  Vemon-Harcourt  for  his  paper  on  the  training  of 
rivers  through  tidal  estuaries. 

To  MM.  Eiffel  and  Nougier  for  the  descriptions,  pamphlets,  pho- 
tographs, and  prints  relative  to  the  Eiffel  tower  and  the  Garabit  via- 
duct. 

To  M.  Contemin  and  his  assistant,  M.  Groclaude,  for  information 
and  drawings  relative  to  machinery  hall. 

To  M.  Baudet  for  much  information  concerning  the  civil  construc- 
tions described,  including  portions  of  the  machinery  hall,  which 
were  erected  by  him,  as  well  as  the  lock  gates  and  dock  sheds  at 
Havre. 

A  model  of  one  important  work,  viz,  the  Forth  bridge,  was  shown 
at  the  exhibition;  this  bridge  has  since  been  successfully  completed 
and  may  justly  be  considered  the  greatest  triumph  of  engineering 
skill.  An  elaborately  illustrated  account  of  this  structure  has  been 
published  in  Engineering,  and  it  has  not  been  thought  best,  for  this 
reason,  to  enter  upon  its  description  here,  as  the  author  had  no  infor- 
mation concerning  it  that  was  not  accessible  to  the  public. 
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Chapter  I. 

HYDRAULIC  CANAL  LIFTS  AT  LBS  F0NTINBTTE8,  FRANCE,  AND  AT 
LA  LOUVliSRE,  BELGIUM. 

The  Neuf oss^  Canal  unites  the  Aire  Canal  with  the  rivers  Lys  and 
Aa.  It  connects  Dunkirk,  Qravelines,  and  Calais  with  the  system  of 
internal  navigation,  and  has  an  annual  traflSc  represented  by  13,000 
boats. 

The  Fontinettes  locks,  situated  on  this  canal  at  Arques,  near  St. 
Omer,.  consist  of  a  chain  of  five  successive  locks  surmounting  a  dif- 
ference of  level  of  13.13  meters. 

The  time  consumed  in  passing  through  these  locks  often  ex- 
ceeded two-  hours;  the  system  of  crossing  was  consequently  aban- 
doned, and  one  day  the  locks  were  used  for  ascending  boats  and  the 
next  for  those  descending.  Much  time  was  thus  lost,  involving  con- 
stant crowding,  and  it  was  easy  to  see  that  the  capacity  of  the  locks 
would  soon  be  reached.  Again,  as  the  Fontinettes  locks  did  not  ad- 
mit boats  of  more  than  34.80  meters  in  length,  they  could  not  accom- 
modate those  of  38.50  meters,  carrying  loads  of  300  tons,  which  were 
in  use  on  the  northern  canals. 

(2)  To  remedy  this  deplorable  situation  the  Government  ordered 
the  construction  of  an  hydraulic  lift  by  the  side  of  the  Fontinettes 
locks,  and  similar  to  that  in  use  at  Anderton  in  England,  on  the 
Trent  and  Mersey  Canal,  which  accommodates  small  boats  of  from 
80  to  100  tons. 

The  Government  wished  thus  not  only  to  improve  the  passage  at 
Fontinettes,  but  also  to  try  the  experiment  of  raising  boats  of  300 
tons  burden  by  an  hydraulic  lift. 

(3)  Principle  of  the  lift — The  lift,  properly  so  called,  consists  of 
two  iron  troughs  containing  the  water  in  which  the  boats  float. 
Each  trough  is  bolted  at  its  center  to  the  head  of  a  piston,  or  ram, 
which  works  in  an  hydraulic  press  set  up  in  a  basin.  The  two  presses 
communicate  by  a  pipe  containing  a  valve  serving  to  cut  oflF,  at  will, 
communication  between  the  cylinders. 

We  thus  have  an  hydraulic  balance,  and  it  is  suflicient  to  give  a 
certain  surcharge  of  water  to  one  of  the  troughs  when  the  valve  is 
opened,  in  order  that  one  trough  shall  descend,  and  in  doing  so  raise 
the  other.  Besides,  the  weight  of  the  trough  does  not  vary,  whether 
it  contains  a  boat  or  not,  provided  the  water  in  it  stands  at  the  same 
level  in  both  cases. 
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(4)  Description  of  the  works. — A  cut-ofE  was  made  in  the  right 
bank  of  the  Neufosst?  Canal  parallel  to  the  Fontinettes  locks,  with  a 
depth  of  water  2.20  meters  and  a  width  at  the  bottom  of  17.95  me- 
ters. It  is  provided  with  a  guard  lock  6  meters  wide  at  the  junction 
of  the  excavation  and  embankment,  and  it  crosses  the  Boiilogne  and 
St.  Omer  Railroad  by  an  iron  aqueduct  divided  into  two  independent 
lines,  A  A,  each  with  a  span  of  20.80  meters.  Immediately  below 
this  point  the  lift  is  placed.    (Fig.  1.) 

A  general  view  of  the  lift  is  given  in  Plate  I. 

In  the  foreground  is  seen  the  iron  lattice  bridge  over  the  two 
branches  of  the  canal  containing  the  lift.  Immediately  behind  is 
the  lower  iron  frame  supporting  the  downstream  gates;  the  trough 
on  the  right  is  raised;  on  the  right  and  left  are  the  towers  with  their 
iron  guides  to  steady  the  trough  in  its  ascent  and  descent.  Behind 
the  first  tower,  on  the  left,  is  the  machine  house  containing  the 
accumulator,  the  turbines,  and  the  feed  pumps;  on  the  top  is  the 
lookout  cabin  containing  the  levers  for  opening  and  closing  all  the 
valves  used,  in  operating  the  lift.  Still  farther  in  the  rear  are  the 
suppo'ts  for  the  upstream  gates,  also  containing  the  hydriiulic  mov- 
ing apparatus.  Below,  in  the  rear,  is  the  iron  girder  bridge  carrying 
the  canal  over  the  Boulonge  and  St.  Omer  Railroad,  resting  on  the 
massive  abutment.  At  the  extreme  right  is  the  original  canal  lead- 
ing to  a  flight  of  five  consecutive  locks. 

Plate  II  shows  the  trough  basin,  giving  a  view  of  the  trough  as  seen 
from  beneath  when  it  is  raised,  and  of  the  parts  of  the  structure 
which  are  then  below  the  trough.  It  exhibits  the  junction  of  the 
square  head  of  the  ram  with  the  trough  bottom  and  the  details  of 
the  construction  of  the  latter.  On  the  side  of  the  house  is  seen  the 
guide;  beyond  is  the  gate  with  its  lifting  chain  and  guide  pulley, 
surmounted  by  the  iron  lattice  supports.  On  the  left  side  is  a  little 
centrifugal  pump  for  draining  the  trough  basin. 

(o)  The  troughs. — Each  movable  trough,  B,  is  40.35  meters  long 
and  has  a  working  length  of  39. 50  meters.  It  is  formed  of  two  girders 
5.60  meters  apart,  5.50  meters  in  depth  in  the  middle,  and  3.50  me- 
ters at  the  extremities,  not  including  the  angle  irons.  These  girders, 
carrying  the  corbels  supporting  the  footbridge,  are  united  by  cross 
girders  0.525  meters  high  and  1.50  meters  apart. 

The  four  middle  transverse  girders  are  1.50  meters  high;  to  these 
the  piston  head,  hollowed  out  for  this  purpose,  is  attached  by  strong 
brackets,  thus  forming  a  rectangle  3.50  by  3.10  meters  with  a  border 
0.010  meters  thick. 

The  minimum  depth  of  the  water  in  the  troughs  is  2.10  meters; 
the  ends  are  closed  by  lifting  gates.  The  troughs  are  lodged  at  the 
bottom  in  a  dry  masonry  basin  below  the  level  of  the  lower  bay, 
which  is  divided  into  two  compartments  by  a  wall  5.20  meters  wide; 
each  compartment  has  its  lower  entrance  closed  by  a  gate  at  the  ex- 
tremity of  each  aqueduct. 
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(6)  The  pistons. — The  pistons  are  cast-iron  plungers  17.13  meters 
long,  2  meters  in  diameter,  and  0.07  meter  thick;  they  are  formed  in 
sections  2.80  meters  long  flanged  on  the  inside,  united  by  bolts  and 
made  water-tight  by  a  ring  of  sheet  copper  inserted  between  each 
flange. 


Fio.  3.— Cross  section  through  the  transverse  axis  of  the  Hydraulic  lift  at  Les  Fontinettes.— Geo- 
loj<neal  section:  Gravel  with  smooth  stones;  sand;  fossil  shells;  broken  tufa;  compact  tufa.— B  B, 
movable  troughs;  CO,  pistons;  DD,  great  presses;  E  E.  supply  pipes;  F,  connecting  valve;  IIII» 
guides  ;  K  K  K,  towers  ;  L,  lookout  cabin;  PP,  compensating  reservoirs. 

(7)  TJie  presses, — The  great  presses  are  15.682  meters  high  and 
2.078  meters  in  diameter.  They  rest  upon  masses  of  cement  b^tou 
at  the  bottom  of  the  pits,  which  are  4  meters  in  diameter  and  tubbed 
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with  cast  iron.  The  presses  themselves  are  made  up  of  rolled  weld- 
less  steel  hoops  0.155  meter  wide  and  0.06  meter  thick,  stepped  into» 
each  other  at  half  thickness,  with  a  joint  0.005  meter  high,  and  made 
water-tight  by  a  copper  lining  0.003  meters  thick. 

Each  cylinder  is  stiffened  by  vertical  angle  iTons,  fastened  to 
hexagonal  framing  below  the  press,  and  abo-ve  to  a  collar  surround- 
ing the  cylinder.    Four  crossbeams  supporting  the  flooring,  and 
resting  upon  the  tubbing  of  the  pits,  complete  the  system.    The  bot- 
tom of  each  press  is  of  armor  plate  2.25  meters  square. 

The  joint  between  the  piston  and  the  press  is  formed  by  an  India- 
rubber  band,  lined  with  sheet  copper  and  lodged  in  an  annular  recess 
made  in  the  cylinder  cover;  this  lining  is  kept  in  place  by  a  bayonet 
attachment. 

(8)  The  presses  communicate  by  an  iron  pipe  0.25  meters  in 
diameter  inside,  starting  from  the  bottom  of  each  cylinder  and 
ascending  the  corresponding  pit;  the  pipe  has  a  horizontal  branch 
at  the  bottom  of  the  basin  between  the  two  pits  and  contains  a  valve 
in  the  middle.  This  branch  has  also  tubes  connecting  with  two  dis- 
tributors, by  means  of  which  water  may  be  forced  under  pressure 
into  either  press,  or  allowed  to  escape  therefrom. 

(9)  Guides. — The  troughs  are  guided  on  the  upstream  end  and  in 
the  middle.  The  upstream  guides  are  fixed  to  the  downstream  pier 
of  the  aqueduct,  which  forms  the  lift  wall.  The  center  guides,  D  D, 
which  are  the  most  important,  rest  against  three  massive  square » 
towers.  They  consist  of  strong  steel  shoes  attached  to  the  troughs 
and  clasping  the  cast-iron  guide  bars.  The  downstream  ends  are 
not  guided. 

(10)  The  engineer  in  the  valve^house,  L>  at  the  top  of  the  central 
tower  directs  the  whole  apparatus,  opens  and  closes  the  connecting 
valve  between  the  presses,  and  the  valves  of  the  distributors.  Access 
to  this  house  is  afforded  by  the  tower  staircase  or  by  a  footbridge 
from  the  top  of  the  lift  wall. 

(11)  The  side  towers  contain  wrought-iron  cylindrical  reservoirs 
2  meters  in  diameter — equal  to  the  exterior  diameter  of  the  pistons. 
Each  of  these  compensating  reservoirs,  as  they  are  called,  can  be  put 
into  communication  with  the  corresponding  trough  by  a  jointed  pipe. 

(12)  When  one  trough  is  raised  to  the  end  of  its  course  there  is  a 
play  of  about  0.045  meter  between  its  upstream  extremity  and 
the  downstream  end  of  the  aqueduct  connecting  with  it.  At  the 
moment  of  raising  the  gates  to  allow  a  boat  to  enter  or  to  pass  out 
of  a  trough  the  joint  is  made,  by  an  India-rubber  hose  running 
round  the  end  of  the  aqueduct  and  protected  by  springs.  This  hose 
is  inflated  with  air  at  a  pressure  of  1^  atmospheres.  Little  valves 
inserted  in  the  gates  permit  this  space  (between  the  gates)  to  be  filled 
with  water  before  making  the  connection.  The  same  arrangement 
is  made  for  the  lower  bay  joint. 
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(13)  Porticos  constructed  on  the  lift  wall,  and  also  on  the  tail  wall, 
have,  on  their  tops,  hydraulic  apparatus  for  lifting  the  gates.  The 
gates,  which  are  balanced  to  a  great  extent  by  counterweights, 
allow,  when  raised,  a  free  height  of  3.70  meters  above  the  level  of 
the  water.  Below  the  lift,  a  footbridge,  Q,  connects  the  two  banks 
with  the  central  masonry  wall. 

(14)  The  machinery  (PI.  Ill)  placed  in  a  building,  M,  between  the 
two  compartments  of  the  dry  basin  on  the  upstream  side  of  the  cen- 
tral tower,  consists  of  two  turbines  driven  by  the  water  of  the  upper 
bay,  brought  into  a  tank  between  the  two  lines  of  the  aqueduct. 
One  turbine  of  50  horse  power  drives  four  double-acting  force  pumps 
coupled  together  two  and  two,  and  supplying  an  accumulator  of 
1,200  liters  capacity.  The  other  15  horse-power  turbine  drives  the 
air  compressor  for  the  inflation  of  the  joining  hose,  and  also  a  cen- 
trifugal pump  which  serves  to  keep  the  trough  basins  clear  of  water, 
whether  from  leakage  or  false  maneuvering. 

A  little  steam  engine  works  the  pump  when  the  upper  bay  is  not 
in  use. 

(15)  The  weight  to  be  raised,  including  a  piston,  a  trough,  the 
water,  and  a  boat  floating  in  it,  amounts  to  about  800  tons;  the 
pressure  in  the  presses  is,  therefore,  about  25  atmospheres.  But  the 
accumulator  has  been  loaded  to  30  atmospheres  to  make  sure  of  the 
efficient  working  of  the  presses  for  lifting  the  gates. 

.  The  compensating  reservoirs  were  intended  by  the  authors  of  the 
project  to  reduce  the  consumption  of  water,  but  it  has  not  been 
thought  best  to  use  them. 

(16)  Method  of  working  the  lift, — The  lift  is  worked  as  follows: 
One  of  the  troughs  being  raised  to  the  height  of  its  course  and  con- 
taining a  depth  of  water  2.40  meters,  the  joint  is  made  by  opening 
the  cock  admitting  compressed  air  into  the  hose  running  around 
the  face  of  the  end  of  the  aqueduct.  Then  the  trough  and  aqueduct 
bridge  are  hooked  together,  and  at  the  same  time  the  space  between 
the  gates  is  filled  by  means  of  a  little  valve.  The  two  gates  are  then 
raised  together  by  means  of  a  counterpoise  and  the  hydraulic  appa- 
ratus; a  boat  is  hauled  into  the  trough,  then  the  gates  are  lowered 
and  unhooked,  the  valve  is  closed,  and  the  air  in  the  rubber  hose 
allowed  to  escai)e. 

During  this  time  similar  operations  have  taken  pla-ce  below;  the 
other  trough  being  at  the  end  of  its  course,  resting  on  wooden  blocks 
and  containing  water  2.10  meters  deep.  The  upper  trough  has  thus 
a  surcharge  of  0.30  of  a  meter  in  depth,  corresponding  to  about  64.6 
tons. 

The  connecting  valve  between  the  presses  is  then  opened  and  one 
trough  descends  while  the  other  rises.  The  motion  is  stopped  by 
olosing  the  connecting  valve  when  the  level  in  the  ascending  trough 
is  0.30  of  a  meter  below  that  of  the  upper  b^y.    The  descending 
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trough  has  also  its  level  0.30  of  a  meter  above  the  level  of  the 
lower  bay.  The  joints  are  formed,  and  the  gates  lifted,  slightly  at 
first,  then  completely.  The  upper  trough  takes  its  surcharge  for  the 
following  operation  while  the  lower  one  gives  up  its  water  ballast  to 
the  lower  bay.  The  boats  can  then  be  hauled  out  and  replaced  by 
others. 

The  position  of  a  trough  may  be  corrected  either  before  or  after 
the  opening  of  the  lifting  gates.  It  is  sufficient  for  this  purpose  to 
move  the  distributor  valves  so  as  to  allow  water  to  escape  from  the 
press  or  to  introduce  water  under  pressure  from  the  accumulator 
into  it. 

Also  safety  valves  are  introduced,  opening  automatically,  and  thus 
preventing  the  trough  from  rising  too  high,  which  might  be  dan- 
gerous. 

(17)  At  the  beginning  of  the  operation,  the  press  of  the  upper 
trough  contains  41  tons  of  water  more  than  that  of  the  lower.  The 
force  producing  the  descent  attains  about  106  tons.  This  force  pro- 
gressively diminishes,  since  the  water  in  the  first  press  passes  gradu- 
ally into  the  second,  and  at  the  end  of  the  operation  the  force  is  only 
24  tons;  this  is  necessary  to  overcome  the  friction  and  passive  resist- 
ances. This  force  would  be  in  reality  only  12  tons  if  the  connecting 
pipe  was  entirely  free,  but  it  was  thought  best  to  reduce  the  section 
by  valves  and  thus  regulate  the  apparatus,  in  order  to  avoid  either 
an  excessive  velocity  or  a  premature  stoppage  in  case  of  error  in 
taking  the  surcharge. 

As  we  see,  the  initial  force  diminishes  and  the  motion  slackens 
continuously,  so  that  each  trough  comes  to  the  end  of  its  course  with 
nearly  no  velocity. 

(18)  The  actual  time  of  the  up  and  down  movement  of  a  trough  is 
on  an  average  26  minutes,  made  up  as  follows: 

Minutes. 


Elntrance  of  the  boat  and  closing  of  the  gates  *   8 

•Ascent  and  descent  of  the  troughs  f   5 

Correction  of  the  position  of  the  troughs.   8 

Opening  the  gates  and  hauling  out  the  boats   10 

Total   26 


When  the  hydraulic  capstans  are  set  up  to  hasten  the  entrance 
and  exit  of  boats,  which  is  now  done  by  men,  this  time  will  be 
reduced  to  20  minutes,  and  six  boats  per  hour  will  be  passed. 

The  works  were  begun  at  the  end  of  1883.  The  first  attempts  to 
work  the  lift  took  place  in  November,  1887,  and  it  was  opened  for 
traffic  the  20th  of  April,  1888. 

*Thi8  is  a  mean  of  4,769  operations. 

fThis  time  would  have  been  reduced  to  3  minutes  if  the  section  of  the  conduit 
between  the  presses  had  not  been  reduced  as  a  precautionary  measure. 
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(19)  The  towers. — The  slightest  movement  of  the  towers  would 
affect  the  verticality  of  the  guides ;  they  were  accordingly  built  on 
piles. 

(20)  Erection  of  the  presses. — Ingenious  devices  were  adopted  to 
set  up  the  presses  and  pistons. 

The  troughs  were  put  together  upon  scaffoldings  7  meters  above 
bottom  of  the  basin,  leaving  the  central  portion  above  the  pits  open. 
In  this  position  the  girders  of  the  troughs  served  to  support  a  trav- 
eling crane  which  carried  the  pieces  to  be  lowered  into  the  pits. 

Each  press  was  erected  as  follows :  The  hexagonal  framing  hav- 
ing been  placed,  the  bottom  of  the  press  with  the  first  steel  rings 
and  the  lower  elbow  of  the  connecting  pipe  were  lowered,  the  whole 
having  been  lined  with  copper,  the  latter  projecting  beyond  the 
rings.  A  copper  collar  2.44  meters  high,  made  in  the  workshop,  was 
then  riveted  and  soldered  to  the  lining  already  placed  so  as  to  form 
on  the  exterior  a  regular  cylindrical  surface.  The  collar  had  a  di- 
ameter very  slightly  less  than  the  interior  diameter  of  the  rings. 
The  latter  were  threaded  on  to  the  collar  to  a  certain  height,  and 
then  a  new  collar  was  placed,  and  so  on. 

The  presses  being  set  up,  they  were  tested  by  a  hand  pump  up  to 
54  atmospheres. 

The  presses  were  found  perfectly  tight,  and  the  result  of  the  test 
was  to  press  the  copper  lining  exactly  against  the  steel  rings. 

(21)  The  pistons. — After  this  trial  the  pistons  were  set  up  as  fol- 
lows: Each  press  was  filled  with  water  and  the  connecting  pipe 
closed  by  a  plug  having  in  it  a  three-way  cock.  The  first  section  of 
the  piston  was  placed  so  as  to  be  supported  by  the  water  and  project 
out  of  the  press.  The  second  section  was  then  placed  and  the  joint 
carefully  made.  By  allowing  a  small  quantity  of  water  to  escape 
from  the  cylinder  the  two  sections  were  lowered  so  as  to  put  on  the 
third,  and  so  on.  If  one  of  the  joints  was  not  tight  it  was  discov- 
ered immediately  by  means  of  the  hand  pump,  the  piston  was  raised, 
and  the  defect  corrected. 

When  the  piston  was  in  place  the  central  portion  of  the  trough 
was  completed.  Then  the  piston  head  was  raised  so  as  to  bolt  it  on 
to  the  cross  girders.  The  whole  was  then  raised  slowly  by  the  hand 
pump  and  the  trough  lifted  from  its  scaffolding,  which  was  then 
removed. 

(22)  Cost — The  cost  was  nearly  as  follows : 


FranoB. 

Lands  and  buildings  bought   165, 017. 32 

Foundation  (by  compressed  air)  of  the  lift  wall   97, 000. 00 

Earthwork  and  masonry   588, 492. 71 

Ironwork,  including  the  sinking  of  the  pits   831, 102. 00 

Salary  and  patent  royalty  to  Mr.  Edwin  Clark   47, 670. 00 

Sundries   145,717.97 


Total   1,870,000.00 
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The  location  of  the  Fontinettes  lift  was  necessarily  fixed;  conse- 
quently the  purchase  of  lands  and  buildings  of  great  value,  the  ex- 
pense of  making  a  cut-off  in  a  high  filling,  of  crossing  a  railroad 
track,  and  of  laying  foundations  under  great  diflSculties,  could  not 
have  been  avoided;  besides,  the  Government  made  its  contract  with 
Cail  &  Co.  when  the  price  of  iron  was  very  high.  Considering  the 
circumstances,  it  may  be  affirmed  that  if  a  similar  lift  were  to  be 
constructed  on  a  new  canal,  the  total  expense  would  not  exceed 
1,300,000  or  1,400,000  francs. 

(23)  The  plans  for  the  earthwork  and  masonry  were  prepared  by 
Messrs.  Gruson,  chief  engineer,  and  Cfetre,  assistant  engineer,  who 
directed  the  works. 

The  contract  for  the  metallic  portion  was  awarded  to  Cail  &  Co., 
who  intrusted  it  to  M.  BarJ)et,  their  chief  engineer.  Most  of  the 
work  of  erection  was  directed  by  M.  Ballon. 

SUHMABT. 

Lea  Fontinettes  lift—Neufo8s6  Candle  France, 


Trough- 
Length   meters . .  89. 60 

Breadth  do....  5.60 

Depth  of  water  do —  2. 10 

Press— copper  internal  cylinder  with  exterior  weldlesB  steel  hoops. 

Thickness  of  copper  cylinder  meters. .  0. 008 

Thickness  exterior  steel  hoops  do  . . .  0. 060 

Length  of  press  do   15. 682 

Length  of  stroke  (height  of  lift)  do   13. 18 

Pressure  in  the  press  atmospheres. .  25 

Ram  or  piston- 
Thickness  of  cast  iron  meters. .  0. 070 

Blxtemal  diameter  do. . . ,  2. 00 

Total  weight  lifted,  including  water,  trough,  and  ram,  800  tons. 

Equivalent  to  a  pressure  of  25  atmospheres. 

The  contents  of  one  stroke,  in  water  tons. .  41 

Equivalent  to  a  surcharge  on  the  trough  of  meter. .  0. 20 

Actual  surcharge  used  tons . .  64. 6 

Equivalent  to  a  depth  of  water  of  meter. .  0. 80 

Size  of  boats  lifted  tons . .  800 

Actual  time  of  lift  minutes. .  5 


Acknowledgment. — I  wish  in  this  connection  to  express  my  indebt- 
edness to  M.  Gruson,  chief  engineer  of  roads  and  bridges,  for  the  in- 
formation concerning  this  interesting  subject  as  well  as  for  the  three 
figures  which  accompany  it. 

THE  LIFT  AT  LA  LOUVIArE. 

(24)  This  lift  is  situated  in  Belgium  at  La  Louvi&re  station  on  the 
railroad  between  Mons  and  Namur,  on  what  is  called  the  Center 
Canaly  which,  when  finished,  will  unite  the  Mons  and  Conde  Canal 
H.  Ex.  410— VOL  III  36 
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with  a  branch  {i.  c,  the  Houdeng-Qoegnies)  of  that  from  Charleroi 
to  Brussels.  The  canal  itself  is  only  16  kilometers  long,  but  the  chief 
difficulty  is  in  a  section  of  it  7  kilometers  long,  from  La  Louvifere  to 
Thieu,  with  a  fall  of  66.196  meters,  which  it  is  proposed  to  surmount 
by  the  construction  of  four  lifts. 

(26)  The  first  lift  already  completed  is  in  the  commune  Houdeng- 
Qoegnies,  not  far  from  La  Louvi&re,  so  that  it  is  sometimes  called 
the  Houdeng  lift. 

The  masonry  work  of  this  lift  was  begun  on  the  16th  of  May,  1885, 
and  the  ironwork  was  finished  in  the  beginning  of  1888. 

It  is  not  proposed  to  consider  here  the  motives  which  induced  the 
Belgian  Government  to  adopt  the  lift  system,  nor  to  repeat  a  detailed 
description  of  it.  The  two  lifts  of  Fontinettes  and  La  Louvifere  are 
similar  in  all  their  essential  parts;  they  only  differ  in  their  dimen- 
sions, their  weight,  and  in  some  details  of  construction,  which  we 
now  propose  to  notice. 

(26)  The  presses. — The  only  real  difficulties  met  with  were  in  the 
construction  of  the  presses  for  raising  the  troughs.  These  are  the 
most  important  and  dangerous  parts  of  the  system.  Upon  them  the 
stability  and  equilibrium  depend ;  they  must  have  unusual  dimen- 
sions; it  takes  a  certain  amount  of  audacity  to  put  a  load  of  2,096,000 
kilogrammes  upon  two  presses,  requiring  their  interior  diameters  to 
be  2.06  meters  each,  with  a  permanent  tension  of  34  atmospheres. 

(27)  We  have  already  seen  how  the  problem  was  solved  in  France, 
In  Belgium,  after  many  experiments,  it  was  decided  to  form  the 
presses  in  cylindrical  cast-iron  sections  0.10  meter  thick,  2.06  meters 
in  diameter,  and  2  meters  high,  around  which  weldless  steel  coils  0.05 
meter  thick  and  0.162  high  are  shrunk  on  so  tightly  as  to  prevent 
the  cast  iron  from  having,  at  the  interior  concave  surface,  a  stress  of 
more  than  1  kilogram  per  square  millimeter  with  a  tension  of  34 
atmospheres  inside  the  press. 

(28)  Tests  of  the  iron  and  steel. — ^One  of  the  sections  broke  on 
trial  at  a  pressure  of  146.5  atmospheres.  The  steel  has  a  tensile 
strength  of  46.87  kilograms  per  square  millimeter  with  an  elongation 
of  25  per  cent  at  the  point  of  rupture. 

The  cast  iron,  run  into  little  bars,  had  a  tensile  strength  of  17.53 
kilograms  and  a  resistance  to  compression  of  73.49  kilogrammes. 
Finally,  and  this  is  the  most  important  test,  a  cast-iron  section 
hooped  with  steel,  after  a  series  of  trials  going  up  to  200  atmospheres, 
broke  at  265  atmospheres,  the  cast  iron  only  having  given  way  with- 
out producing  a  rupture  or  any  alteration  in  the  steel  hoops. 

We  may  therefore  consider  the  resistance  of  the  presses  at  least 
eight  times  superior  to  the  permanent  tension  to  which  they  are 
exposed. 

The  cast  iron  here  plays  the  part  of  a  tight  lining  only,  and  it 
seems  more  simple  and  rational,  at  least  in  theory,  to  i*eplace  it  with 
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copper  a  few  millimeters  thick,  and  depend  -wholly  on  the  steel 
hoops  for  strength,  as  in  the  French  lift. 

(29)  T%e  pistons — Each  cast-iron  piston  has  three  parts ;  the  head, 
which  supports  the  trough,  and  is  3.20  meters  square,  and  1.40  meters 
high;  the  shaft,  compoeed  of  8 sections,  each  2.13  meters  high  and 
0.075  meter  thick,  bolted  together;  and  the  foot,  which  is  a  spherical 
segment  1  meter  in  height. 

(30)  The  communication  between  the  presses  takes  place  near  the 
top  through  a  flanged  annulus  bolted  in  between  two  segments,  thus 
forming  practically  the  strongest  portion  of  the  press,  which  is  fed 
through  a  series  of  holes  0.05  meter  in  diameter  made  in  the  annu- 
lus ;  the  two  distributing  annuli  are  connected  by  a  special  pipe. 

It  will  be  remembered  that  in  the  Fontinette  lift  the  presses  are 
connected  at  the  bottom,  thus  requiring  a  pipe  double  the  height  of 
the  pits. 

The  spaces  between  the  troughs  and  the  aqueducts,  above  and 
below,  are  closed  by  metallic  wedges  lined  with  India  rubber.  Sets 
of  hydraulic  apparatus  driven  by  an  accumulator  containing  water 
under  a  pressure  of  40  atmospheres  drive  these  Wedges,  lift  the  gates 
of  the  aqueducts  and  troughs,  and  turn  the  capstans  for  hauling  the 
boats  in  and  out  of  the  lift. 

Cost. — The  cost  of  construction  of  La  Louvifere  lift  is  as  follows: 


Francs. 

Purchase  of  lunds   11,278.00 

Earthwork  and  masomy,  including  the  tubbed  pits  and  machinery 

houses    402,166.36 

House  for  the  engineers   36,881 . 68 

Metallic  portion,  including  the  machinery   899,062.71 

Patent  rights,  and  salaries  of  L.  Clark  Stanfield,  and  E.  Clark   65,586.61 


Total   1,404,979.86 


If  we  add  the  cost  of  journeys,  plans,  committees  of  consultation, 
and  oversight,  the  sum  will  amount  to  at  least  1,500,000  francs. 

(31)  Precautions  against  frost. — During  heavy  frosts  the  troughs 
are  both  lowered,  and  the  presses  and  pipes  emptied.  In  the  new 
lifts  about  to  be  erected  by  the  Belgian  Government  all  the  pipes 
will  be  protected  from  frost  by  being  inclosed  in  large  masonry 
chambers  in  which  fire  can  be  kept;  the  same  precautions  are  taken 
iu  reference  to  the  valves,  the  pumps,  and  the  hydraulic  machinery. 

(32)  Conclusion. — The  experience  acquired  and  the  observations 
made  in  the  construction  and  working  of  this  lift  have  suggested 
numerous  and  important  improvements  which  will  be  introduced 
into  the  lifts  now  in  process  of  construction.  The  whole  apparatus 
will  be  considerably  simplified.  The  compensating  reservoirs  have 
been  definitely  abandoned,  and  the  footbridges  around  the  troughs 
dispensed  with.* 

*  Report  of  M.  Duffoumj. 
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The  iron  aqueducts  uniting  tlie  upstream  end  of  the  canal  with  the 
troughs  are  replaced  by  masonry  ones.  The  wedges  are  fixed  with 
a  possibility  of  adjusting  the  upper  one  by  hand.  The  downstream 
guide  is  omitted,  and  every  cause  of  accident  due  to  the  spontaneous 
action  of  water  under  pressure  is  carefully  removed  by  taking  care 
to  move  by  hand  the  wedges  and  the  hooking  bolts  of  the  gates. 
The  operating  levers  worked  by  hand  are  interlocking,  and  abso- 
lute security  results  from  the  fact  that  an  error  in  operating  is  me- 
chanically impossible. 

The  bottoms  of  the  basins  have  been  raised  considerably  by  giving 
a  more  natural  form  to  the  longitudinal  trough  girders,  and  the 
weight  of  all  the  movable  parts  of  the  system  has  been  reduced  by 
the  substitution  of  steel  for  iron.  A  last  improvement  is  the  protec- 
tion of  the  pipes  and  valves  from  the  action  of  the  frost. 

SUMMARY. 

La  Louvih^  lift.  Canal  du  centre,  Belgium, 


Trough: 


48.000 

 do... 

5.80O 

 do... 

8.250 

296 

2.40O 

Ram  or  piston— cast  iron  : 

2.00O 

0.075 

19.440 

SO 

Press— cast  iron,  hooped  with  continuous  steel  coils : 

2.06O 

 do... 

0.1OO 

 do... 

0.05O 

 do... 

19.590 

 do... 

15.897 

1,048 

.  .atmospheres. . 

84 

49.8 

 do... 

68 

Actual  time  of  lift,  from  2  to  8  minutes. 

400 

Total  time,  including  entering  and  departure  of 

a  barge  in  each 

direction,  15  minutes. 


Chapter  II.— The  movable  dam  at  Surbsnes  on  the  Sbinb. 

(34)  The  needle  dam  constructed  at  Snresnes  in  1866  assured  a 
draft  of  water  through  Paris  of  2.20  meters;  to  obtain  one  of  3.20 
meters  above  Paris  it  was  decided  in  1880  to  reconstruct  the  dam  so 
as  to  have  an  additional  fall  of  0.97  meters. 
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The  river  Seine  is  divided  at  Suresnes  into  three  branches  by  the 
Folies  and  Rothschild  islands.  The  dam  is  built  at  the  head  of 
these  islands  and  consists  of  three  separate  passes.  Looking  down 
the  stream  on  the  left  is  the  navigable  pass,  72.38  meters.  To  the 
right,  between  Rothschild  and  Folie  islands,  is  the  waste  weir  or 
intermediate  pass,  62.38  meters;  to  the  extreme  right  is  the  raised 
pass,  62.38  meters;  the  total  length,  197.14  meters. 


^    nil ' 

m 

MPTflHV  " 

1  f  **r^i 

1 

1(1^ 

Above  and  below  each  pass  are  the  aprons  marked  R.  Next  to 
the  navigable  pass  are  the  little  lock,  P,  the  old  lock,  A,  and  the  great 
lock,  Q.  On  the  left  bank  is  the  lockman's  house,  E,  and  on  each  of 
the  two  islands  houses,  B  B,  for  the  "barriagists"  or  dam  keepers. 

The  rectangle  in  front  of  the  navigable  pass  shows  the  location  of 
the  old  dam,  and  the  old  weir  extending  from  the  end  of  Rothschild 
Island  to  the  outer  end  of  the  rectangle. 
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Thie  normal  fall  is  3.27  meters. 

(35)  The  dam  is  closed  by  a  method  imitoted  fxroia  Foijr^e's  sys- 
tem of  needle  dapas;  Poir^e's  frames  (f ermettes).  Fig.  5,  have  been 
retained,  bnt  with  sncb  modifications  as  were  requisite  to  witkstand 
the  increased  pressure  due  to  the  unprecedented  difference  of  level. 


Number  of 
frameB. 

Height  of 
frames. 

Weight  of 
a  frame. 

Cost. 

Meter9. 

Kilos, 

Francs. 

6S 

0. 

1,800 

1,600 

60 

6.49 

1,860 

1,185 

Waste  wete  

60 

4.14 

80O 

680 

(36)  Frames. — Each  frame  (Fig.  5)  consists  of  a  downstream  and 
upstream  upright,  united  by  horizontal  and  dic^onal  bracing.  These 
uprights,  instead  of  being  merely  plates,  are  made  up  of  channel 
iron  put  together  so  as  to  form  (Fig.  6)  box  girders.  These  girders 
have  the  advantage  of  resisting  equally  well  in  the  direction  of  the 
water  pressure  and  in  that  at  right  angles,  produced  by  raising  or 
lowering  the  frames.  To  vary  the  resistance  in  the  first  direction  it 
is  only  necessary  to  increase  the  distance  between  the  channel  irons; 
to  vary  it  in  the  direction  at  right  angles  it  is  sufficient  to  increase 
the  number  of  irons. 

The  bracing  consists  only  of  channel  irons  having  nearly  the  same 
dimensions  as  those  of  the  uprights. 

The  frames,  1.25  meters  apart,  are  united  by  three  distinct  rails 
which  serve  to  carry  the  hoisting  windlass  and  the  planks  of  the 
service  bridge  crossing  all  three  passes. 

(36)  Operations, — The  difficulties  in  raising  or  lowering  the  frames 
are  satisfactorily  overcome  by  the  use  of  Megy's  patent  windlass. 

All  the  frames  of  the  Seine  pass  are  united  by  a  continuous  chain 
by  means  of  link  catches  placed  on  their  upper  cross  brace.  The 
length  of  the  chain  between  two  successive  frames  is  greater  than 
the  distance  between  the  axes  of  rotation,  so  that  six  frames  are 
lowered  or  raised  like  the  sticks  of  a  fan ;  the  chain  is  hauled  in  by 
a  windlass  placed  on  the  abutment  of  the  pass. 

By  this  system,  having  put  the  first  frame  in  place,  it  is  only  nec- 
essary to  haul  in  a  short  length  of  chain  to  bring  the  second  into  its 
upright  position,  and  the  operations  of  opening  and  closiug  the 
passes  are  almost  reduced  to  the  taking  up  or  putting  down  of  the 
rails  and  planks  of  the  service  bridge. 

At  Suresnes  the  opening  of  the  navigable  pass,  72.38  meters  in 
length,  is  accomplished  in  3  hours,  and  the  closing  in  6  hours ;  al- 
though each  of  the  fifty-eight  frames  weighs  1,800  kilograms.  The 
following  table  indicates  the  diameter  of  the  chains  and  the  cost  of 
setting  up  of  three  dams. 


Digitized  by  Google 


CrVIt  EITGINEERING,  ETC. 


667 


Digitized  by  Google 


568 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


Power  of 
windlass. 

Diameter  of 
the  chains. 

Total  cost. 

Navigable  pass  

Totu, 

10 
4 
6 

mm. 

ao 

17.5 
21 

Francs. 
9,400 
5,400 
6,000 

(37)  The  flooring,  fixed  in  the  masonry,  has  the  peculiarity  of  hav- 
ing no  portion  hollowed  out  to  receive  the  frame.  The  sill  is  placed 
at  such  a  height  as  to  protect  the  frame  when  lowered,  but  at  a  cer- 
tain distance  from  them  it  is  united  by  an  inclined  plane  to  the  row 


Fio.  8.-;-Dam  at  Suresnes.  Movable  frame  with  its  panels. 


of  cut  stones  containing  the  upstream  axle  bearing.  These  stones 
project  a  distance  of  0.30  meter,  and  beyond  them  the  flooring  is 
horizontal.    Hence  no  deposit  can  be  formed  to  obstruct  the  lower- 
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ing  of  the  frames.  Iron  sockets  placed  on  each  side  of  the  frames 
allow  the  formation  of  a  cofferdam  in  case  of  need,  with  the  aid  of 
a  windlass,  for  the  purpose  of  making  repairs. 

(36)  Panels. — The  dam  is  closed  both  by  M.  Boul^'s  panels  and  by 
M.  Cameras  curtains.    (The  latter  will  be  hereafter  fully  explained). 

M.  Boul^'s  panels  are  of  wood,  1.22  meters  wide  by  1.10  meters 
high,  varying  from  0.04  to  0.09  meter  in  thickness. 

A  panel  of  0.09  meter  is  placed  between  two  frames  of  the  navi- 
gable pass  at  the  bottom,  then  one  of  0.08  meter,  followed  by  one 
of  0.07,  0.06,  and  finally  one  of  0.04  meter.    (Fig.  8). 

The  water  flows  over  the  tops  of  the  panels,  and  the  opening  takes 
place  in  horizontal  layers;  the  upper  panels  across  the  dam  are  first 
removed,  then  the  second,  the  third,  and  so  on  to  the  last;  the  flow 
always  passing  over  the  top. 

This  apparatus  is  strong,  simple,  and  easily  operated,  for,  as  the 
panels  are  removed  the  head  falls,  and  consequently  the  pressure 
diminishes,  so  that  the  effort  to  raise  a  panel  under  water  is  always 
slight,  and  about  the  same  whatever  height' the  dam  may  have. 

(37)  Hcmdling  the  panels. — The  panels  are  handled  by  means  of 
of  a  windlass  with  a  long  straight  rack  terminated  by  a  hook  and 
guided  by  the  frames  themselves. 

(38)  Cost. — The  works  for  the  erection  of  the  dam  were  begun  in 
1882,  and  finished  in  1885,  at  a  total  cost  of  2,799,958  francs,  includ- 
ing those  for  the  protection  of  the  banks  in  the  three  passes,  the 
earthwork  on  the  islands,  the  storehouses  and  dwellings  for  the 
lockmen,  etc. 

The  dam,  properly  speaking,  including  the  abutments,  piers,  floor- 
ing, and  movable  parts  cost,  per  running  meter — 


Franca. 

For  the  navigable  pass  (frames  6.01  meters)   12,262 

For  the  raised  pass  (frames  5.49  meters)   10,817 

For  the  waste  weir  (frames  4.14  meters)   7,727 

Average  cost  for  the  dam  per  nmning  meter   10,870 


The  following  table  indicates  the  weight  and  prices  of  the  different 
panels :  


Thickness  of  panels. 

Weight. 

OOBt.- 

Meters. 

0.04  

KUos. 

88 
115 
186 
147 
188 

Francs. 
41.01 
58.01 
56.96 
60.40 
70.84 

0.06  

o.or  

0.08  

0.09  

664 

888.21 

The 'project  was  prepared  and  the  works  executed  under  the  direo* 
tion  of  M.  Boul^,  chief  engineer,  and  MM.  Nicou  and  Luneau,  as- 
sistant engineers. 
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Chapter  III.— Marly  dam  on  the  Seine. 

(39)  The  old  Marly  dam  which  consisted  of  five  piers  and  two 
abutments,  supporting  six  spans  of  planks  5  meters  long,  with  a 
cross  section  of  25  x  20  millimeters,  very  difficult  to  handle,  and 
indeed  often  impossible  in  times  of  freshet,  has  just  been  replaced  by 
a  Poir^e  dam,  that  is,  the  piers  have  been  replaced  by  iron  frames  like 
those  of  the  movable  dams;  upon  these  frames  panels,  large  and  small, 
rest  and  slide,  which  are  easily  handled  under  all  circumstances. 

But  as  this  dam  is  situated  in  a  branch  of  the  Seine  which  is  not 
navigable,  and  behind  the  screens  for  protecting  the  water  wheels 
which  form  the  Marly  machine,  the  frames  are  never  lowered  as  in 
movable  dams,  for  no  boat  ever  passes  through  it;  and  as  the  screens 
protect  it  completely  from  ice,  it  is  sufficient  to  vary  the  flow  over  the 
weir  as  the  waters  rise  or  fall.  These  frames  being  thus  fixed,  and 
incapable  of  being  lowered,  certain  modifications  in  their  construc- 
tion have  been  mad^,  economizing  material  used,  and  changing  the 
system  of  attachment  to  the  flooring,  both  of  which  have  been  here 
introduced  for  the  first*  time. 

The  dam  is  36.15  meters  wide  and  has  a  fall  of  3  meters.  The 
flooring  is  placed  0.20  meter  above  the  lower  bay.  The  frames  are 
twenty-eight  in  number,  1.25  meters  apart;  the  dam  is  closed  by 
panels,  large  and  small,  sliding  in  guides  formed  by  the  upstream 
uprights  of  the  frame,  and  handled  by  a  windlass  rolling  on  the 
service  bridge. 

(40)  Flooring. —The  flooring,  12  meters  long,  between  two  rows  of 
piles  and  sheet  piling,  is  3.75  meters  thick,  consisting  of:  (1)  A  layer 
of  beton  2  meters  thick,  laid  under  water,  and  covering  the  heads  of 
210  piles,  driven  to  consolidate  the  foundations;  (2)  of  a  mass  of 
rough  masonry  1.30  meters  thick;  (3)  a  hewn  stone  revetment  0.45 
meter  thick. 

The  rear  apron,  4.50  meters  long,  is  formed  of  masonry  blocks,  2.250 
cubic  meters,  weighing  about  5,000  kilograms  each;  and  at  the  end 
of  these  blocks  coarse  riprap  is  placed. 

This  dam  was  constructed  by  means  of  a  cofferdam  built  above, 
having  a  fall  of  3.20  meters.  Below,  the  work  was  sheltered  from 
little  freshets  by  simply  raising  the  inclosing  walls,  which  were  sawn 
away  when  the  frames  had  been  set  up. 

(41)  The  frames. — The  fixed  frames  are  3.80  meters  high  and  3 
meters  long  at  the  base  (Fig.  9).  The  upstream  upright,  inclined  at 
an  angle  of  22°  30',  with  the  vertical,  directs  the  resultant  pressure 
towards  a  point  exterior  to  the  base  but  very  near  the  downstream 
end;  the  overturning  moment  is  nearly  nothing,  and  the  general 
action  of  the  frame  upon  its  fastenings  is  reduced  nearly  to  a  hori- 
zontal thrust.  The  pressure  is  transmitted  directly  to  the  apron  by 
three  inclined  braces,  which  divide  it  between  the  different  groups 
of  fastenings,  so  that  these  fastenings  only  resist  shearing. 
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Nevertheless,  to  guard  against  the  vertical  tension  from  below  up- 
ward the  first  anchorage  consists  of  a  great  cut  stone,  attached  to 
the  mass  of  the  apron  by  channel-iron  plate  bands  and  anchor  rods 
2.50  meters  deep,  with  washers  0.40  meter  in  diameter. 

E!ach  frame  rests  upon  the  horizontal  surface  of  the  apron,  on  its 
lower  flange,  forming  a  double  T  reversed,  and  strengthened  by  a 
plate,  the  whole  having  the  form  shown  in  Fig.  10.  It  is  fastened 
by  eight  bolts  divided  into  four  groups,  and  a  cast-iron  shoe  placed 
on  the  downstream  side,  fastened  by  thi*ee  bolts  0.03  meter  in  diam- 
eter. 


Fio.  9.  Fixed  frame  used  In  the  Mariy  Dam.  Fio.  10.  Method  of  anchoring  the  frame. 


The  total  maximum  pressure  of  9,579  kilograms  gives  a  horizontal 
component  of  8,850  kilograms,  and  if  we  admit  that  the  lower  flange 
of  the  frame  divides  this  eflfort  equally  between  all  the  fastenings— 
which  is  a  rational  supposition  in  view  of  the  situation  of  the  braces, 
and  the  rigidity  of  the  lower  flange — we  find  that  each  bolt  has  a 
load  of  805  kilograms,  that  is,  a  maximum  load  of  2.05  kilograms 
per  square  millimeter  of  section. 

The  weight  of  each  frame  is  6.35  kilograms. 

(42)  Tfie  panels  are  3  meters  high  vertically  and  3.25  meters  in  the 
direction  of  the  uprights  of  the  frames.  They  are  divided  into  four 
ranks,  having  the  following  heights,  respectively,  0.89,  0.98,  1.09, 
and  0.32  meters.  The  last  rank  serves  to  regulate  the  fall.  In  each 
rank  the  thickness  of  the  panel  varies  from  the  base  to  the  summit, 
so  as  to  avoid  all  useless  weight. 

These  panels  can  be  handled  from  the  upper  service  bridge  by 
means  of  a  windlass  of  1,800  kilograms  power,  which  can  raise  a 
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panel  from  the  bottom  or  drive  it  back  under  a  fall  of  3.80  meters,  a 
fall  higher  than  would  be  possible  under  any  circumstances. 

The  upper  panels  are  moved  by  a  little  crane  of  300  kilograms 
power,  more  easily  handled  than  the  windlass. 

(43)  Cost —The  cost  amounts  to  271,000  francs,  as  follows: 

Francs. 

Up6tre&m  cofferdam,  60  meters  long,  built  in  a  fall  of  from  1.50  to  2  meters  .  55, 000 
Dredging  f omidations  in  the  location  of  those  of  the  old  Marly  machine  . .    90, 000 

Wood  and  masonry  work  for  flooring  and  abutments   188,000 

Storehouse  and  removal  of  the  cofferdam    24, 000 

Iron  frames,  panels,  windlass,  etc   22, 000 

Total   271,000 

PVice  per  running  meter,  7,496  francs. 

The  work  were  directed  by  M.  Boul^,  chief  engineer,  and  M.  Jozan, 
assistant  engineer. 

Chapter  IV.— The  new  lock  at  Bougival  and  its  hydraulic 

WORKING  appliances. 

Looking  up  the  stream  on  the  right  is  the  famous  Marly  machine, 
a  collection  of  water  wheels  for  supplying  the  city  of  Versailles  with 
water;  at  right  angles  to  it  is  the  new  dam,  N,  at  Marly  (see  Fig.  11). 
A  is  its  waste  weir;  on  the  left  is  Xioge  Island,  on  which  a  roadway  is 
built  at  a  reference,  26.80  meters  above  sea  level,  connected  by  afoot- 
bridge  with  the  right  bank.  Next  on  the  left  is  a  great  lock,  G,  con- 
necting the  two  pools,  Bezons,  23.73  meters,  and  Andresy,  20.53 
meters.  To  the  left  is  the  little  lock,  P.  Two  houses  for  the  lock- 
men,  E  E,  are  situated,  one  on  Loge  and  the  other  on  Gauthier 
Island. 

(44)  The  work  of  constructing  new  locks  at  Bougival  for  the  pur- 
pose of  obtaining  a  draft  of  3.20  meters  between  Paris  and  Rouen 
was  begun  in  1879  and  finished  in  1883. 

Two  locks,  side  by  side,  have  been  built,  one,  220  meters  long  and 
17  meters  broad,  for  trains,  and  the  other,  41.60  meters  long  and  80.20 
meters  broad,  for  isolated  boats.  Both  locks  accommodate  boats 
drawing  3  meters.    The  fall  is  3.20  meters. 

The  length  of  the  great  lock  was  made  220  meters,  instead  of  140 
meters  the  usual  size  on  the  lower  Seine,  in  order  that  it  might  con- 
tain the  largest  trains  which  the  towing  company  generally  tows 
between  St.  Denis  and  Paris,  that  is  to  say,  sixteen  or  seventeen 
barges  and  the  towboat. 

(45)  Motive  power — All  the  apparatus  of  the  locks  except  the 
gate  sluices  are  worked  by  water  power,  from  an  accumulator  loaded 
so  as  to  produce  a  pressure  of  GO  atmospheres  and  supplied  by 
pumps  driven  by  turbines  obtaining  their  power  from  the  Marly 
dam. 
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The  motive  for  adopting  this  apparatus  was  the  great  trajBSc  pass- 
ing through  these  locks,  which  are  the  most  frequented,  not  only  of 
the  lower  Seine,  but  of  the  navigable  water  ways  of  France.  There 
passed  in  1888  through  the  Bougival  locks  23,230  boats,  carrying 
3,056,829  tons  of  merchandise. 


Before  describing  the  n^w  locks  we  must  add  that  the  old  Bougival 
lock  constructed  in  1838  by  M.  Poirde  has  just  been  restored,  giving 
a  chamber  113.50  meters  of  available  length  and  12  meters  wide, 
capable  of  containing  six  barges  drawing  2.36  meters. 
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(46)  New  locks, — The  coping  of  the  new  locks  is  placed  1.61  meters 
above  the  normal  height  of  the  upper  bay,  which*  is  the  height  corre- 
sponding to  the  highest  water  safely  navigable  with  the  towboat. 

The  gates,  12  meters  wide  for  the  large  lock  and  8.20  meters  for  the 
small,  are  of  pitch  pine  with  oak  frames.  Each  pair  of  leaves  has 
four  gridiron  valves  having  a  total  section  of  3.43  square  meters. 

Besides  these  valves,  culverts,  placed  in  the  walls  on  each  side  of 
the  gate,  fitted  with  gridiron  sluices,  have  a  total  sectional  area  of 
4.80  square  meters  for  the  large  lock  and  3.50  square  meters  for  the 
small. 

The  volume  of  water  requisite  for  each  lockage  is,  respectively, 
13,800  and  1,750  cubic  meters. 

(47)  Hydraulic  machinery. — The  application  of  hydraulic  power 
for  working  the  new  locks  at  Bougival  according  to  the  plans  of  M. 
Barret  was  decided  on  in  1879.  The  system  includes:  (1)  The  ma- 
chinery and  accumulator;  (2)  the  piping;  (3)  the  hydraulic  presses 
for  moving  the  gates,  culverts,  sluices,  and  capstans. 

The  inachinery  and  accumulator  are  placed  in  a  building  on  the 
right  abutment  of  the  Marly  dam  and  comprise: 

First.  Two  Fontaine-Baron  turbines  worked  by  the  fall  of  the 
Marly  dam  which  varies  from  2.30  meters  to  0.80  meter  and  gives 
under  the  least  favorable  condition  14  horse  power. 

Second.  Two  sets  of  three  single-acting  plunger  pumps  driven  by 
the  turbines  by  means  of  beveled  gearing,  capable  of  making  from 
twenty-three  to  forty-five  strokes  per  minute  and  forcing  into  the 
accumulator  from  1.372  to  2.205  liters  per  second.  A  pump  is 
attached  to  each  turbine  to  raise  water  for  the  tank  on  the  first  story, 
which  supplies  the  water  for  the  accumulator. 

Third.  An  Armstrong  accumulator  of  700  liters  capacity  loaded 
for  a  pressure  of  60  kilograms  per  square  centimeter.  Its  stroke  is 
5  meters,  and  it  is  filled  in  from  4  to  9  minutes. 

The  piping  comprises  the  supply  pipe  from  the  accumulator  to  the 
hydraulic  machinery  on  the  lock  walls,  and  the  pipe  which  returns 
the  water  to  the  feeding  tank;  so  that  the  same  water  constantly  cir- 
culates, except  some  slight  losses  which  are  made  good  by  the  pumps. 
The  pipes  are  cast  iron  or  drawn  wrought  iron;  those  which  have  to 
sustain  pressure  are  tested  up  to  a  hydrostatic  pressure  of  110  kilo- 
grams per  square  centimeter. 

The  head  walls  are  reached  by  means  of  siphons  submerged  in  the 
gate  chambers. 

The  effective  pressure  in  the  pipes  is  transmitted  to  a  distance  of 
more  than  600  meters  from  the  accumulator  without  loss  of  head  on 
account  of  the  slight  fiow  and  the  small  diameter  of  the  pipe,  which 
is  only  from  0.06  to  0.07  meter  in  interior  diameter. 
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LOCK  AT  BOUGIVAL 


Fio.  14.— Machinery  house,  transverse  section  along  C,  D,  £,  F  (Fig.  13). 
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LOCK  AT  BOUOrV^AL. 
Apparatus  for  operatino  thk  lock  sluices  by  hydraulic  powkr  alonk. 


Fio.  15.— Vertical  section.  Fio.  16.— Elevation. 
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Apparatus  for  operating  the  lock  sluices  by  hydraulic  power  aloke. 


Fio.  ir.'Horizontal  section  along  A,  B,  C.  D,  (Fig.  15)  Fio.  18.-  Plan  of  the  sluice. 

Figs.  12,  13,  14. — Machinery  house  and  accumtUator, 

a,  Supply  pipe  from  the  tank  to  the  pumps. 
6,  Direct  supply  pipe  for  the  pumps. 

c,  Supply  pipe  from  the  accumulator  to  the  presses. 

d,  Return  pipe. 

c,  Waste  valve  regulated  by  the  stroke  of  the  accumulator. 

/,  Lifting  pump ;  g,  its  suction  pipe. 

h.  Pipe  supplying  the  accumulator. 

F,  Filter;  R,  reservoir;  i,  float. 

A:,  Waste  pipe;  rr,  stopcocks;  «,  safety  valve. 

M,  T,  Punching  machine  and  lathe. 

V,  Turbine  sluices. 

Vj  Emptying  cock  for  the  pipes. 

Figs.  Apparatus  for  operating  the  lock  sluices. 

a,  Frame  of  the  cylinder  for  operating  the  sluices;  b.  Cylinder  for  operating  the 
sluices;  c,  Differential  piston;  piston  rod;  e,air  cock;  ff^  Water  cocks;  g,  gridiron 
sluice;  h,  sluice  seat;     Upper  bearer:  ky  valve  chest. 
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LOCK  AT  BOUGIVAL. 

Combined  apparatus  for  opbratino  the  lock  sluicks  either  bv  hand  or  by  hydra rLit-  power. 


Fio.  19  —Elevation.  Fio.  20. -Vertical  wHjtioii 


Fio.  21.— Plan.  Fio.  di.- Engaging  gear. 
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UXJK  AT  BOUGIVAL. 

•  Figs.  ld-23.--4ppara<ws/or  operating  by  hand, 

A,  Endless  screw  terminated  above  by  a  square  head  on  which  a  strong  key, 
provided  with  handspikes,  fits. 

B,  Vertical  cylinder  for  operating  the  abutment  sluice. 

C,  Worm  wheel  driven  by  the  endless  screw  and  driving  the  rack  and  pinion; 
E  E,  racks. 

F,  Balance  beam  driven  by  the  racks  and  united  in  the  middle  of  the  sluice. 

G,  Rollers  guiding  the  racks;  P,  counterpoise  counterbalancing  the  endless 
screw  to  facilitate  the  working  of  the  engaging  and  disengaging  gear. 

Hydraulic  apparatus  i^or  opsratxno  the  lock  gates. 


Fio.  24.-  Valve  chest,  vertical  section  along  I  J  (Fig  86). 


Fio.  25.— Horizontal  section  along  K  L  (Fig.  94). 

a,  Cast-iron  frame;  6.  bronze  valve  seat;  c,  valve  chest;  d,  D  valve;  e,  valve  rod; 
/,  eccentric;  g,  eccentric  rod  having  its  vertical  axle  with  a  square  end  to  fit  the 
operating  key;  i,  the  stem  of  the  stop  valve,  forming  the  valve  itself;  duct 
leading  the  water  under  the  piston;  exhaust;  2,  duct  leading  the  water  above  the 
piston;  m,  supply  pipe  for  the  water  under  pressure. 
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(48)  Protection  against  frost.— In  the  winter,  to  avoid  frost  in  the 
apparatus  and  in  the  pipes  exposed  to  the  air  in  short  lengths,  6  or  8 
kilogrammes  of  glycerine  per  cubic  meter  are  added;  this  material 
has  the  advantage  of  lubricating  the  surface  of  the  pistons,  while 
chloride  of  magnesium,  though  cheaper,  corrodes  them  and  is  hard 
to  preserve  on  account  of  its  deliquescent  properties. 

When  the  apparatus  is  well  guarded  by  manure,  glycerine  is  only 
used  when  the  temperature  descends  7  or  8  degrees  below  freezing. 

(49)  On  the  supply  and  return  pipe  four  pieces  of  apparatus  are 
placed  for  operating  the  gates  of  the  large  lock,  each  consisting  of 
a  horizontal  cylinder  (Figs.  26  and  27)  oscillating  around  a  vertical 
axis  and  having  its  piston  attached  to  the  upper  transverse  girder  of 
the  leaf,  2  meters  from  the  heel  post;  this  piston  is  called  diflferential, 
because  in  one  direction,  the  pressure  being  the  same  on  the  two  faces 
of  the  piston,  the  motion  is  due  only  to  the  difference  of  the  sections 


Fio.  28.— Traasverae  section 


through  X  Y  (Fig.  S7).  Fio.  89. -Section  paraUel  to  X  T  through  L  (Fig.  27). 

on  which  the  pressure  acts.  This  pressure  acts  constantly  upon  the 
face  next  the  gate,  that  is,  upon  the  annular  face;  the  other  face, 
which  corresponds  to  the  total  section  of  the  cylinder,  is  put  alter- 
nately in  communication  with  the  accumulator  and  the  return  pipe. 

The  piston  is  attached  to  the  gate  by  a  double  nut  which  can  be 
raised  while  in  use  to  prevent  the  former  from  bending,  and  its  eye  is 
oval  shaped  to  allow  for  the  transverse  displacement  of  the  leaves  in 
their  various  positions. 

The  breech  of  the  cylinder  rests  on  an  iron  guiding  sector.  Finally 
the  piston  stroke  exceeds  by  2  centimeters  its  requisite  geometric 
length,  so  as  to  take  into  account  the  possible  deflections  of  the 
leaves. 

This  apparatus  is  lodged  in  a  pit  3.50  meters  long,  0.85  meter  wide, 
and  0.46  meter  deep,  just  below  the  coping.  It  is  capable  of  exer- 
cising a  tensile  effort  of  6,G00  kilograms  on  the  piston  rod  to  open  a 
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leaf,  and  a  compressive  effort  of  4,710  kilograms  to  close  it.  The 
dimensions  are  as  follows: 

Meters. 

Diameter  of  the  piston  0. 155 

Diameter  of  the  piston  rod  0. 100 

Maximum  stroke   2.520 

Water  expended  in  a  double  stroke,  47.5  liters. 

Each  apparatus  has  on  its  supply  pipe  a  cock  to  cut  off  the  water; 
at  the  bottom  of  the  cylinder  a  waste  air  cock;  also  two  cocks  for 
emptying  the  cylinder  in  case  of  need. 

(50)  The  apparatus  for  the  small  lock  consists  also  of  four  pieces 
similar  in  every  respect  to  those  of  the  large  one. 

Meters. 

Diameter  of  the  piston  0. 138 

Diameter  of  the  piston  rod   0. 080 

Maximum  stroke   2. 060 

Water  expended  in  a  double  stroke,  26.5  liters. 

This  apparatus  is  capable  of  exerting  on  the  piston  rod  a  tensile 
effort  of  4,710  kilograms  to  open  the  gates,  and  a  compressive  effort 
of  3,016  to  close  them. 

(51)  Tfie  apparatus  for  operaiing  the  culvert  sluices  for  fiUing 
and  emptying  the  lock  chamber  are  eight  in  number,  consisting  of 
cylinders  with  differential  pistons  having  a  stroke  of  0.55  meter  and 
acting  directly  on  the  gridiron  sluices,  capable  of  exerting  a  tensile 
effort  of  8,244  kilograms  for  raising  the  sluices,and  a  compressive 
effort  of  3,816  to  close  them. 
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Hydraulic  capstan  for  nkw  lock  at  Bodoival 
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(52)  The  ten  hydraulic  capstans  (Armstrong  type  modified  by  M. 
Barret)  placed  on  the  side  walls  of  the  great  lock  can  exert  a  tractive 
effort  of  12,000  kilograms  on  a  cable,  at  a  velocity  of  0.43  meter 
per  second  (about  7  horse  power). 

All  these  pieces  of  apparatus  are  so  arranged  that  they  can  be  dis- 
connected (in  case  of  failure  of  the  water  supply,  or  for  any  other 
reason)  and  worked  independently  by  hand  (Figs.  10,  20). 


Fio.  88.— Lateral  elevation  along  1 J  (Fig.  81). 

Since  these  hydraulic  appliances  were  set  up  in  1883,  there  have 
been  only  three  insignificant  interruptions  in  their  regular  working, 
and  no  hindrance  has  occurred  in  the  navigation;  and  in  virtue  of 
the  precautions  taken  to  guard  the  pipes  and  presses,  there  has  never 
been  any  interruption  in  the  service  on  account  of  frost. 


Fio.  84.— Crow  section  through  the  valve  chest. 

(63)  Advantages  of  the  system. — The  lock  chamber  of  the  great  lock 
at  Bougival  can  contain  sixteen  or  seventeen  barges  with  their  tow- 
boat,  and  the  time  of  lockage  is  thus  made  up:  Entrance,  arrange- 
ments, and  securing  the  boats,  20  to  25  minutes;  closing  the  gates,  30 
seconds;  filling  the  lock  chamber  (13,800  cubic  meters),  15  minutes; 
opening  the  gates,  30  seconds;  unfastening  and  hauling  out  the  boats, 
15  minutes. 

We  see  that  for  the  largest  train  which  the  lock  can  contain:,  and 
which  may  carry  4,500  tons,  the  total  duration  of  the  process,  from 
the  time  of  entrance  of  the  towboat  to  the  exit  of  the  last  boat,  is  56 
minutes,  and  that  of  this  time  40  minutes  are  taken  up  in  the  en- 
trance and  exit  arrangements. 
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The  small  lock  can  pass  eight  boats  per  hour.  The  traflBc  in  1888 
through  the  Bougival  lock  exceeded  3,000,000  tons,  and  the  appliances 


would  serve  for  twice  that  amount. 
(54)  Cost, — The  total  cost  is  as  follows: 

Francs. 

Cost  of  land  damages   164, 942. 41 

Earthwork  and  masonry  for  the  cut-oflFs  and  locks  3,^,000.00 

Four  pairs  of  gates   72, 318. 64 

Stockades  above  and  below  the  locks   20, 000. 00 

Hydraulic  appliances   277, 087. 50 


Total  3,774,880.55 


The  annual  cost  pf  working  the  hydraulic  appliances  is  about  7,200 
francs. 

(55)  Conclusions, — From  a  thorough  examination  of  the  working 
of  these  hydraulic  appliances  we  may  conclude ; 

First.  That  the  introduction  of  hydraulic  appliances  in  the  great 
lock  at  Bougival  constitutes,  in  respect  to  operating  by  hand  or  by 
horse  power,  a  considerable  improvement,  without  which  this  lock 
would  be  very  inconvenient,  and  limited  to  a  traflSc  of  about  3,000,000 
tons  per  annum,  while  this  figure  was  exceeded  in  1888. 

Second.  That  the  cost  of  establishment  and  maintenance  is  com- 
pensated by  an  economy  nearly  equal  in  amount  made  by  the  boat- 
men, so  that  in  a  general  point  of  view  these  appliances  are  advan- 
tageous, since  they  allow  without  increase  of  cost  the  working  of 
the  locks  with  a  traffic  of  5,000,000  or  6,000,000  tons,  while  the  ordi- 
nary appliances  would  not  suffice  for  the  transit  of  such  a  tonnage. 

These  works  were  directed  by  M.  BouW,  chief  engineer,  and  De 
Preaudeau,  assistant  engineer.  The  hydraulic  appliances  were  con- 
structed by  the  Fives-Lille  Co. 

Figs.  12-33,  inclusive,  are  taken  by  permission  from  the  Porte- 
f  euille  des  Ponts  et  Chauss^es. 

Chapter  V.— New  movable  dam  at  Poses  on  the  Seine. 

(56)  The  movable  dam  at  Poses  on  the  Seine,  202  kilometers  below 
Paris,  is  the  most  important  of  those  recently  constructed  between 
Paris  and  Rouen  to  realize  at  all  times  a  minimum  draught  of  3.20 
meters.  In  virtue  of  its  exceptional  height,  it  maintains  this  draught 
in  a  bay  extending  from  Poses  to  Notre  Dame-de-la-Qarenne,  a  dis- 
tance of  41  kilometers,  while  the  average  length  of  the  other  bays 
is  only  23  kilometers  in  the  canalized  portions  of  the  river  between 
Paris  and  Rouen. 

In  the  preliminary  project  for  the  works  requisite  to  give  a  min- 
imum draught  of  3.20  meters  to  the  lower  Seine,  it  was  proposed  to 
erect  at  Poses  a  Poir^e  dam  having  a  height  of  4  meters  above  the 
sill ;  but  even  this  would  be  insufficient  to  cover  the  shoals  of  la 
Mare  and  Tosny,  without  requiring  excessive  dredging,  and  a  second 
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Fio.  85.— Longitudinal  section  in  front  of  the  uprights,  along  the  line  A  B,  Fig.  86. 
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dam  with  a  fall  of  1  met^r  was  provided  for,  near  Andd,  10  kilome- 
ters above  Poses. 

The  new  dam  invented  by  M.  Camer^  raises  the  upper  bay  at  Poses 
to  5  meters  above  the  sill,  and  thus  dispenses  with  the  proposed  work 
at  Andd. 

Plate  IV  shows  an  admirable  model  of  part  of  the  Poses  dam, 
which  was  exhibited  in  the  Pavilion  of  Public  Works. 

Before  entering  into  details  it  will  be  well  to  indicate  in  a  general 
manner  the  principles  and  mode  of  working  this  new  type  of  dam. 

Camttri^i  curtains. 


r- 

%  ^ 

< 

FiG8.  40,41.— Details  of  the  curtain  hinges  and  shoe,  cross  section  and  elevation. 

Figs.  35-40  show  the  construction  of  Camera's  curtains  and  their 
method  of  suspension.  The  curtains  themselves  consist  of  wooden 
battens,  hinged  together  (Figs.  40,  41)  and  resting  against  vertical 
supports;  these  supports  are  suspended  from  a  bridge,  shown  in  Figs. 
42-48.  Figs.  37  and  38  show  the  construction  of  the  windlass  for 
handling  the  curtains. 
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(57)  The  jointed  curtain  consists  of  a  series  of  wooden  bars  (Figs. 
35  and  36)  arranged  horizontally,  one  above  another,  resting  against 
the  vertical  supports  of  the  dam ;  the  bars  have  a  constant  height, 
but  their  thickness  varies  with  the  head  of  water  they  have  to  sus- 
tain ;  they  are  joined  together  by  two  rows  of  hinges  on  their  up- 
stream side.  (Figs.  40  and  41).  A  specially  constructed  piece  is 
hinged  to  the  lowest  bar ;  this  piece  rests  upon  the  flooring  of  the 
dam  when  the  curtain  is  unrolled,  and  forms  the  center  piece  when 
the  curtain  is  rolled  up.  It  is  called  the  rolling  shoe  ;  it  is  cylindri- 
cal in  form,  having  for  its  base  half  the  spire  of  an  Archimedian 
spiral ;  the  upper  surface  of  the  shoe  is  plain,  and  surmounted  by 
three  flanges  whose  contour  forms  the  second  half  of  the  spire  of  the 
same  spiral. 

The  curtain  is  suspended  by  hooks  fastened  above  the  water  to  the 
fixed  portions  of  the  dam,  by  two  chains  attached  to  a  ring  bolted  to 
the  upper  bar  in  line  with  the  two  rows  of  hinges ;  it  is  moved  by  an 
endless  chain  worked  by  a  special  windlass.  This  chain  descends  on 
the  downstream  face  of  the  curtain,  passes  under  the  shoe  and  ascends 
along  the  upstream  face.  The  two  ends  prolonged  above  the  curtain 
are  carried  by  fixed  guide  pulleys  to  the  curtain  windlass. 

The  windlass  is  so  arranged  that  for  rolling  up  the  curtain  the  two 
chains  move  together.  The  upstream  chain  rises,  while  the  down- 
stream chain  falls,  but  with  different  velocities;  the  upstream  chain 
moving  faster  than  the  other,  so  that  the  chain  slides  under  the 
shoe  ;  the  resulting  friction  added  to  the  traction  of  the  chain  itself 
causes  the  shoe  to  turn  about  its  axis,  and,  successively,  all  the  bars 
about  their  hinges,  thus  rolling  up  the  curtain  from  below.  It  is 
rolled  up  wholly,  or  in  part,  so  as  to  open  wholly  or  in  part  the  aper- 
ture which  it  closed.  To  unroll  the  curtain,  the  upstream  chain  is 
let  go,  and  the  downstream  chain  made  fast. 

When  the  lengths  of  the  suspending  chains  are  properly  regulated 
so  as  to  make  the  upper  bar  horizontal,  the  curtain  rolls  and  unrolls 
between  two  vertical  planes  ;  but  to  avoid  any  error  arising  from  de- 
fective construction  or  regulation,  it  is  found  best  to  have  the  cur- 
tain guided,  so  as  to  prevent  lateral  deviation.  In  the  first  applica- 
tion of  this  system  to  the  Villier  dam,  the  ends  of  the  bars  resting 
on  the  upstream  face  of  the  frames  were  guided  by  a  small  flange 
on  that  face.  At  Poses,  two  rows  of  little  angle  irons  are  fixed  to  the 
downstream  bars ;  one  side  of  the  angle  iron,  projecting  from  the 
bar,  strikes  against  the  side  of  the  upright  supports  in  case  of  the 
lateral  displacement  of  the  curtain.  To  avoid  obstruction  in  rolling, 
these  angle  irons  are  only  placed  on  the  outer  spiral  so  that  the  cur- 
tain is  only  guided  for  half  its  height,  but  that  is  sufficient  owing 
to  its  transverse  stiffness. 

Since  the  guidance  of  the  curtains  is  assured  without  making  use 
of  the  ends  of  the  bars,  the  curtain  may  be  prolonged  beyond  the  up- 
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rights  of  the  successive  frames  so  as  to  project  over  half  the  opening 
between  the  succeeding  frames,  its  width  thus  corresponding  to  that 
of  two  successive  spans,  so  that  it  can  in  no  case  be  carried  obliqueljr 
between  the  uprights.    These  latter  curtains  are  called  double,  to 

MoVJLBLlf  DAM  AT  POSBS  ON  THE  SciNE.    UpPER  BRIDGES  OF  THE  NON-NAVIOABLE  PA88E8. 


I 


> 

o 

M 
Q 


Fig.  43. -Sections  I  K  and  L  M. 


distinguish  them  from  those  which  only  close  one  span.  It  may  be 
observed,  that  in  consequence  of  the  bars  projecting  over  the  sup- 
ports, they  resist  as  if  they  were  built  in  from  these  points,  and  con- 
sequently need  not  be  stronger  than  the  bars  of  the  simple  curtain* 
H.  Ex.  410— VOL  III  38 

Digitized  by  Google 


594 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


(58)  Suspending  bridge. — Figs.  42-48  show  the  sectional  plan,  two 
elevations,  and  details  of  the  suspending  and  hoisting  bridge.  The 
aperture,  shown  in  the  plan,  is  for  hauling  the  curtains  through, 
^endwise,  when  they  are  to  be  taken  off  and  stored  or  repaired. 


The  suspending  bridge  ( Figs.  42,  45  and  48 )  is  made  up  of  two 
lattice  girders,  supporting  a  roadway  and  resting  on  piers.  It  is 
placed  liigh  enough  to  allow  sufficient  space  under  the  lifted  frames 
for  an  easy  flow  of  the  waters  of  a  freshet,  and  in  the  navigable 
passes  a  free  height  sufficient  for  the  passage  of  boats  when  the  dam 
is  open. 
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The  frames  used  to  support  the  curtain  are  suspended  by  joints 
to  the  roadway ;  they  are  formed  of  uprights  braced,  and  having 
their  lower  ends  resting  against  square  stone  posts  anchored  in  the 
flooring  and  leaving  a  play  between  it  and  the  feet  of  the  uprights  ; 
their  upper  extremities  rest  against  brackets  built  for  that  pur- 
pose just  below  the  principal  girders.    (Fig.  36). 

The  open  spaces  between  the  frames  are  closed  by  the  double  cur- 
tains above  described,  with  horizontal  bars  extending  from  the 


Pro.  48.— Dam  at  Poses.  Longitudinal  section  along  I  K  (Fig.  42),  and  upstream  elevation  of  the  inter- 
mediate girder. 

middle  of  one  span  to  the  middle  of  the  second  span  beyond  it.  The 
windlass  for  handling  the  curtains  rolls  on  the  service  bridge, 
situated  on  the  downstream  side  of  the  uprights  and  supported  by 
them. 

This  bridge  is  formed  of  sections  corresponding  to  each  frame 
and  jointed  to  it  at  a  distance  of  1  meter  above  the  upper  bay.  The 
roadway  of  the  bridge,  to  which  the  frames  are  suspended,  acts  like 
a  horizontal  beam,  carrying  to  the  braces  on  the  piers  and  abutments 
the  pressure  of  the  water  transmitted  by  the  frames  to  their  upper 
support. 
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(59)  Hoisting  bridge. — On  a  second  bridge,  called  the  hoisting 
bridge,  a  second  windlass  rolls,  which  can  be  hooked  successively  to 
each  of  the  frames  to  raise  or  lower  it. 

To  open  the  dam  the  curtains  are  rolled  up  above  the  water  level  ; 
the  sections  of  the  service  bridge  are  folded  against  their  frames ; 
then,  by  means  of  a  windlass  on  the  hoisting  bridge,  the  frames  are 
raised  to  a  horizontal  position  and  fastened,  so  that  the  pass  is  com- 
pletely free.    (Fig.  42). 

To  close  the  dam  the  operations  are  carried  on  in  an  inverse  order. 

Finally,  to  provide  for  the  eventuality  of  not  being  able  to  raise 
the  uprights  toward  the  upstream  side,  their  joints  are  placed  in  up- 
right guides,  which  allow  them  to  be  raised  to  a  height  sufficient  to 
clear  the  hurter ;  the  frames  may  then  rotate  in  a  downstream 
direction  and  be  raised  if  necessary  in  this  direction. 

(60)  Description  of  the  Poses  dam,  (See  map.  Fig.  49,  p.  597). — On 
the  right  bank,  looking  downstream,  are  the  lockmen's  houses ;  next, 
the  old  lock  and  dam ;  next,  the  little  lock,  c  ;  then  the  great  lock 
next  to  Mouchouette  Island,  from  which  a  dike  223  meters  long  pro- 
jects up  the  river,  extending  beyond  Pointe  Island.  Between  Mou- 
chouette Island  and  the  left  bank  extends  the  new  Poses  dam,  or 
barrage,  with  the  raised  or  non-navigable  passes  at  the  right,  the 
weir  in  the  middle,  and  the  navigable  passes  at  the  left. 

The  Seine  is  here  divided  into  two  branches.  On  the  left  side  of 
the  cut-off  there  are  two  new  locks  built  side  by  side,  each  assuring 
a  draught  of  3.20  meters.  The  old  lock  on  the  right  bank  could  not 
be  preserved  on  account  of  the  too  great  height  of  its  tail  miter  sill. 
These  locks  are  in  all  respects  like  those  heretofore  described,  typical 
Seine  locks. 

A  jetty,  223  meters  long,  is  built  as  the  downstream  prolongation 
of  the  left  chamber  wall  of  the  large  lock;  it  facilitates  the  handling, 
shelters  the  barges,  and  protects  them  against  the  prevailing  winds 
and  the  currents  from  the  Poses  branch. 

Finally,  to  complete  the  closing  of  the  right  branch,  a  part  of  the 
old  Poirde  dam  has  been  preserved,  having  its  sill  1.76  meters  below 
the  present  upper  bay  level.  The  branch  on  the  left,  called  the 
Poses  branch,  is  closed  by  the  great  Poses  dam. 

(61)  New  principles. — With  the  new  system,  the  height  being 
no  longer  limited,  the  level  could  be  assumed  at  8.45  meters 
above  sea  level,  to  avoid  constructing  the  dam  projected  at  And^  in 
the  preliminary  project. 

The  level  of  the  sill  of  the  navigable  passes  was  fixed  below  a  line 
passing  through  the  tops  of  the  regulating  sills,  and  having  a  de- 
clivity equal  to  the  mean  declivity  of  the  waters  of  the  river;  it  has 
thus  been  fixed  at  the  level  3.45  meters,  that  is,  5  meters  below  the 
upper  bay. 
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The  situation  as  indicated  in  Fig.  49,  just  above  Pointe  Island, 
offers  two  advantages;  first,  proximity  to  the  locks  and  a  satisfac- 
tory arrangement  to  all  parts  of  the  dam;  second,  a  natural  sill  at 
the  elevation  of  3.05  meters,  that  is,  at  about  the  same  level  as  the 
projected  flooring. 


Fio.  40.— Map  showing  the  position  of  the  new  movable  dam  at  Poses. 


The  Poses  dam,  235.20  meters  between  the  abutments,  is  di- 
vided into  seven  passes ;  five  deep  and  two  shallow  ones.  The  com- 
bination of  the  heights  of  the  sills  of  the  different  passes  was  made 
so  as  to  obtain  a  sufficient  superficial  flow  by  uniting  as  well  as  pos- 
sible the  transverse  profile  of  the  river  at  the  right  with  the  chosen 
location.    The  dam  is  thus  divided  into  three  distinct  parts;  two 
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corresponding  to  the  two  arms  surrounding  Pointe  Island,  and  the 
other  to  the  cross  section  of  the  island  itself.  The  sills  are  placed 
at  the  altitude  3.45  meters  above  tide  water  in  the  first  case,  and 
5.45  meters  in  the  second. 


(62)  Depth  of  foundation. — The  exceptional  height  of  the  dam  re- 
quired a  foundation  to  be  laid  upon  a  solid  and  impermeable  stratum, 
thus  avoiding  all  filtration  which  would  compromise  the  stability  of 
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the  structure  and  absorb  a  portion  of  the  flow  during  low  water, 
when  most  needed  for  navigation.    It  was  found  best,  as  in  the  case 


f 

Q 


I 
I 


;l!NMi 

of  the  locks,  to  descend  to  a  bank  of  solid  chalk  which  is  met  at 
about  5  meters  below  the  sea  level  for  the  whole  width  of  the  river 
bed. 
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(63)  Piers  and  abvimenis. — The  piers  are  4  meters  thick;  on  the 
downstream  side,  the  starlings  (Fig.  50)  project  a  considerable 
amount  beyond  the  roadway,  and  support  masses  of  masonry  which 
rise  to  the  top  of  the  bridge;  these  masses  serve  to  resist  the  hori- 
zontal thrust  which  is  transmitted  by  the  suspended  frames  to  the 
bridge. 

The  piers  and  abutments  are  pierced  by  full  centered  arches  1.30 
meters  wide  and  2.30  meters  high,  so  as  to  allow  the  service  bridge 
to  be  freely  carried  through  them.  In  these  passages  niches  are 
made  to  store  the  curtains  and  windlasses. 

(64)  Flooring. — The  surface  of  the  flooring  is  plain,  at  the  level 
3.10  meters  above  the  sea  for  the  deep  passes,  and  5.20  meters  for 
the  shallow  ones.  This  surface  is  limited  on  the  upstream  side  by 
a  sill  curved  up  just  above  the  level  of  the  hurters,  so  as  to  protect 
them  against  the  keel  of  any  boat  or  the  shock  of  bodies  against 
them. 

(65)  Tlie  hurters  are  1.16  meters  apart,  built  into  the  flooring 
and  projecting  0.35  and  0.25  meter  above  it  in  the  deep  and 
shallow  passes  respectively.  They  are  protected  by  flanged  iron 
plates  fastened  to  them.  A  bolt,  passing  horizontally  through  each 
stone,  is  secured  by  a  nut  at  the  back.  This  bolt  is  also  secured 
to  the  anchorage  bar  of  the  flooring  so  as  to  transmit  to  the  piers  the 
longitudinal  pressure  of  the  uprights.  The  hurters  rest  against  the 
plate  band  of  hewn  stone. 

To  increase  the  solidity  of  the  whole,  the  two  limiting  walls  of  the 
flooring  are  united  by  tie  rods  sunk  in  the  masonry  and  passing 
between  the  hurters. 

Finally,  a  row  of  cast-iron  boxes  and  anchor  rings  have  been  sunk 
in  the  masonry  flooring  in  front  of  and  behind  the  hurters,  so  as  to 
permit  a  cofferdam  to  be  rapidly  set  up  in  case  of  repairs. 

(66)  Uj^per  bridges. — The  system  adopted  at  Poses  requires  the 
establishment  of  two  upper  bridges,  according  to  the  idea  of  the  late 
M.  Tavernier. 

First.  The  downstream  bridge  to  hold  the  suspended  frames,  and, 
second,  the  upstream  bridge  to  hold  the  windlasses  while  the  frames 
are  being  raised,  and  also  sustain,  a  part  of  the  weight  of  the  raised 
frames  themselves.  The  first  may  be  called  the  suspending,  and  the 
second  the  hoisting  bridge. 

The  roadways  of  the  two  are  for  two  different  purposes  and  at 
different  levels.  The  downstream  longitudinal  girder  of  the  hoist- 
ing bridge  is  omitted,  and  its  supporting  cross  girders  are  attached 
directly  to  the  longitudinal  upstream  girder  of  the  suspending  bridge, 
thus  affording  easy  communication  between  the  bridges,  and  adding 
to  the  horizontal  strength  of  both.  The  upstream  roadway  has  an 
opening  1.50  by  2.50  meters,  large  enough  to  admit  of  passing  the 
curtain  through  it  endwise.    (Fig.  45.) 
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In  the  non-navigable  passes  the  facility  of  communication  is 
insured  by  putting  a  third  roadway  above  the  beams  of  the  down- 
stream roadway. 


Fio.  53.— View  of  Poses  dam  from  above.   The  raising  of  a  frame. 

The  lattice  girders  supporting  the  roadway  have  their  uprights 
2.32  meters  apart,  corresponding  to  the  widths  of  the  moving  parts. 


Fio.  58.  —  View  from  below.   The  rolling:  of  a  curtain. 

The  cross  girders  take  the  strain  of  the  hanging  frames  by  means  of 
the  brackets  arranged  under  them.  These  girders,  1. 16  meters  apart, 
are  braced  by  U  irons  placed  on  each  side  of  the  rods  suspending  the 
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frames.  The  brackets  are  trapezoidal  in  form,  0.61  meter  high  (Fig. 
42).  Upon  each  of  their  faces  two  angle  irons  are  riveted,  project- 
ing on  each  side  and  forming  a  guide  0.125  meter  wide.    The  heads 


at  the  end  of  the  suspending  bars  rest  upon  these  guides  at  a  height 
0.50  meter  under  the  cross  girders,  so  that  the  uprights  can  be  raised 
to  the  flanges  of  these  girders,  that  is,  so  that  the  uprights  may  clear 
the  hurters  (Figs.  54  and  55). 
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The  width  of  the  upstream  roadway  depends  on  its  height  abov& 
the  water.  There  must  be  space  enough  from  the  end  girder  to  the 
point  where  the  chain  comes  through  to  work  the  windlass,  also  to 
give  the  chain  a  proper  inclination,  to  avoid  too  much  tension  on  it. 

At  Poses  the  chain  is  attached  to  the  frame  at  0.90  meter  below 
the  water  level,  and  the  chain  is  inclined  33  degrees  at  the  beginning. 
The  distance  between  the  principal  girders  of  the  upstream  roadway 
is  7.55  meters  for  the  navigable  passes  and  5.25  meters  for  the  non- 
navigable. 

The  upstream  roadway  is  placed  halfway  up  the  principal  girder^ 
so  as  to  allow  sufficient  space  below  the  cross  girders  to  store  the 
rolled  curtain  when  the  frames  are  raised. 

The  cross  girders  are  2.32  meters  apart,  united  by  stringers.  The 
beams  of  the  upper  bridges  rest  on  their  piers  and  abutments  by  a 
hinged  joint,  so  that  the  resultant  of  pressure  always  passes  through 
the  center  of  contact  whatever  may  be  the  deflection  of  the  beams 
themselves. 

Expansion  trucks  are  placed  vertically  between  the  downstream 
girder  and  the  massive  starling. 

(67)  Tlie  uprights,  which  support  the  curtains,  are  wrought-iron 
beams  with  angle  irons,  having  their  mean  fibers  inclined  0.065  meter 
per  meter,  so  that  the  vertical  passing  trough  the  center  of  gravity 
of  the  frame  with  its  curtain  and  foot  bridge  is  on  the  upstream  side 
of  its  upper  joint.  The  uprights  have  a  (J-shaped  section  which  is 
constant  in  width  2.50  meters  above  the  upper  bay  for  the  same  pass; 
this  width  is  0.50,  0.60,  and  0.70  meter  for  the  three  passes  respect- 
ively.   Above  this  level  the  width  tapers  to  0.25  meter  at  the  top. 

The  joint  of  the  uprights  with  the  suspending  shaft  is  made  by  a 
cast-steel  eye"  wedged  onto  the  shaft,  and  terminated  by  a  cheek 
which  is  riveted  to  the  web  of  the  upright.  Lengthwise  the  uprights 
are  arranged  in  groups  of  two,  and  the  axes  of  these  groups  are  I.IG 
meters  apart.  The  object  of  this  division  was  to  reduce  the  width  of 
the  moving  pieces  to  1.16  meters  in  case  the  length,  2.32  meters,  of 
the  curtains  should  be  found  too  great ;  but  as  this  length  has  been 
found  convenient  the  arrangement  of  the  uprights  in  subsequent 
dams  of  this  type  has  been  simplified.  At  Port-Mort,  for  example, 
the  uprights  have  a  double  T  section. 

(68)  Frames, — Each  frame  is  formed  of  four  uprights,  united  by 
ties  2  meters  apart  and  having  a  width  0.15  meter  less  than  that  of 
the  upright,  so  as  to  afford  a  passage  to  the  hoisting  chains  and  a. 
lodgment  for  those  of  the  frames.  One  of  these  ties  is  on  the  level 
of  the  service  bridge,  and  upon  it  is  a  cast-iron  box  which  holds  the 
slack  of  the  curtain  chains.  The  uprights  of  the  same  frame  are 
also  tied  by  three  shafts,  viz:  first,  the  upper  suspending  shaft; 
second,  the  shaft  2  meters  above  the  service  bridge,  used  for  attach- 
ing the  hoisting  tackle  of  the  service  bridge;  and  third,  that  to  which 
the  hoisting  chains  of  the  frames  are  attached. 
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(69)  The  hoistiiig  chains. — There  are  two  hoisting  chains  for  each 
frame;  each  chain  divides  into  two  branches,  so  that  the  end  of  one 
branch  is  attached  to  each  upright,  thus  dividing  the  strain  of  lifting 
the  frame  into  four  equal  portions  (Fig.  35).  On  the  downstream 
side  of  the  uprights  a  strong  wrought-iron  hook  with  angle  irons  is 
attached,  for  the  purpose  of  raising  the  frame  in  case  of  accident  to 
the  chains  or  to  their  attachments  (Fig.  36).  This  can  be  done  by 
lowering,  along  the  upright,  a  chain,  the  bight  of  which  will  be  held 
securely  by  the  hook.  Ringbolts  are  attached  to  the  upstream  side 
of  the  uprights,  so  that  the  frames  may  be  slung  below  the  upper 
bridge  when  any  repairs  are  required. 

(70)  Method  of  suspending  the  fravies. — The  method  adopted  for 
suspending  the  frames  has  been  somewhat  simplified  in  the  Port- 
Mort  Dam,  and  we  shall  here  give  the  method  employed  in  the  more 
recent  dam.  This  method  of  suspension  is  shown  in  Figs.  54  and  55. 
The  suspending  rods  are  terminated  by  cross-heads  fitted  onto  the 
rods  by  gibs  and  cotters;  these  wrought-iron  rods  have  a  cross- 
shaped  section  and  pass  between  the  braces  of  the  downstream  road- 
way, above  which  they  are  united  two  by  two  by  a  cross  piece  having 
the  section  of  a  double  T,  whose  extremities  can  slide  vertically 
between  the  uprights  of  two  cast-iron  chairs  bolted  to  the  roadway. 
In  their  normal  position  these  extremities  rest  on  chairs  by  means 
of  regulating  iron  wedges.  Similar  wedges,  placed  between  the  up- 
per face  of  the  crosspiece  and  the  upper  bearings  of  the  chairs  pre- 
vent the  frames  from  lifting. 

(71)  Foot  bridge. —The  foot  bridge,  made  up  of  framed  sections 
1.16  meters  longer,  is  constructed  of  U  iron,  to  which  the  iron  floor- 
ing is  riveted  ;  upon  this  flooring  the  rails  for  carrying  the  windlass 
are  laid.  The  upstream  side  of  the  section  is  hinged  to  the  down- 
stream side  of  the  uprights.  The  transverse  bars  of  the  section  are 
prolonged,  and  strike  against  corbels  riveted  on  the  webs  of  the 
uprights,  so  as  to  keep  the  sections  of  the  foot  bridge  horizontal 
when  it  is  lowered.    (Figs.  35  and  42.) 

(72)  Method  of  attaching  the  curtains.  —The  suspending  chains  are 
hooked  to  rings  attached  to  the  two  outside  uprights  of  each  frame 
at  1.25  meters  above  the  foot  bridge.  The  two  pulleys  for  rolling 
the  curtains  are  placed  between  the  intermediate  uprights.  The 
lower  pulley,  holding  the  downstream  chains,  is  slightly  smaller 
than  the  other.  This  inequality  insures  a  distance  between  the  chains 
equal  to  the  thickness  of  the  first  curtain  bar.  Besides  rolling  the 
•curtain,  each  side  of  the  endless  chain  can  be  fixed  upon  its  guide 
pulley  by  a  stop  (Fig.  39),  carrying  a  finger,  which  enters  the  link 
of  a  chain  when  the  lever  is  lowered.  Finally,  the  uprights  have  on 
their  upstream  faces  iron  claws,  which  serve  as  stops  to  the  rolled 
curtain. 

(73)  Details  of  the  curtains. — Dimensions. — Each  curtain  corre- 
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spends  to  an  opening  2.32  meters  wide  and  5.35  meters  high  in  the 
deep  passes.  The  bars  of  yellow  pine  are  all  0.078  meter  high,  with 
a  play  of  0.002  meter  between  the  bars  to  allow  for  swelling ;  their 
length  is  2.28  meters,  giving  a  play  of  0.04  meter  between  two  neigh- 
boring curtains  ;  this  interval  is  sufficient,  and  can-  be  closed  by  a 
joint  cover  if  the  dam  reqires  to  be  made  tight. 

The  thickness  of  the  upper  bar  is  0.04  meter,  and  it  increases  pro- 
gressively  downward  to  0.09  meter  for  the  deep  passes.  It  is  calcu- 
lated to  resist  a  pressure  of  60  kilograms  per  square  centimeter. 
The  upper  bar,  exposed  to  shocks  from  floating  bodies,  is  strength- 
ened by  an  angle  iron. 

The  hollow  cast-iron  rolling  shoes  are  heavy  enough  to  cause  the 
curtain  to  sink  easily  into  the  water  when  unrolled. 

The  rows  of  hinges  form  a  kind  of  chain  resisting  all  efforts  ex- 
erted on  the  chain  in  the  act  of  rolling.  These  hinges  are  of  bronze, 
so  as  not  to  rust;  they  have  strong  flanges,  and  their  axles  are  of 
drawn  phosphorus  bronze.  All  the  handling  machinery  can  be  car- 
ried on  cars  rolling  on  the  service-bridge  tracks. 

(74)  Windlass  for  handling  the  frames.— The  maximum  effort 
which  can  be  produced  by  this  apparatus  is  at  the  termination  of  the 
lifting,  and  amounts  to  4,900  kilograms  for  the  deepest  passes.  This 
effort,  transmitted  by  the  chains  to  the  windlass,  is  exerted  by  four 
men  at  the  cranks,  or  by  a  small  double-cylinder  steam  engine 
mounted  on  the  windlass.  A  brake  serves  to  regulate  the  velocity 
of  the  descent  when  the  frames  are  lowered. 

(75)  To  raise  the  frames, — With  the  suspension  above  described 
and  in  use  at  Port-Mort  the  operation  is  as  follows:  Lifting  jacks, 
shown  in  Fig.  54,  are  placed  under  the  crosspieces. uniting  the  two 
suspending  rods  of  a  frame  above  the  downstream  roadway.  Each 
jack  rests  upon  a  platform  arranged  for  this  purpose  in  the  horizon- 
tal bracing  of  the  roadway.  After  placing  the  jack  and  removing 
the  wedges  which  prevent  the  lifting,  the  jack  is  screwed  up,  care 
being  taken  to  wedge  the  ends  of  the  crosspiece  as  it  moves  up;  this 
wedging  serves  to  sustain  the  lifted  frames.  The  chains  from  the 
windlass  on  the  upper  bridge  are  then  hooked  on,  and  the  frames  are 
rotated  to  a  horizontal  position  and  made  fast  to  the  under  side  of 
the  upper  bridge. 

(76)  Execution  of  the  work, — The  foundations  were  laid  on  a  bank 
of  chalk,  from  5  to  5.50  meters  below  the  sea  level.  Two  systems- 
were  employed ;  first  a  cofferdam  pumped  out  above  a  layer  of 
beton  filled  in  an  inclosure  of  artificial  blocks  (for  the  abutment  on 
the  right  bank,  for  piers  Nos,  ],  2,  8,  and  for  the  floorings  of  the 
passes,  Nos.  1,  2,  3^  and  4.). 

Second.  Foundations  in  caissons  by  compressed  air  for  piers  Nos. 

4,  5,  6,  the  abutment  on  the  left  bank,  and  the  floorings  for  passes- 

5,  6,  7. 
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The  surface  covered  by  the  foundations  of  the  Poses  Dam  aod  its 
approaches  amounts  to  4,965.58  square  meters;  64,G37  cubic  meters 
of  masonry  were  laid. 

(77)  Weight  of  the  iron  work. — Weight  of  the  iron  in  the  bridges 
and  frames,  1,316,991  kilograms;  weight  of  a  curtain  with  its  chains 
for  the  deepest  passes,  911  kilograms;  weirs,  516  kilograms. 

The  final  project  was  approved  October  26,  1878.  Work  on  the 
foundation  began  the  24th  of  May,  1880,  the  dam  was  completed  on 
the  24th  of  September,  1885,  and  has  given  entire  satisfaction  since. 

(78)  Cost. — Cost  per  running  meter : 

Francs. 


Masonry  f ouiidations   13, 345 

Iron  work: 

Upper  bridges   1 , 87 1 

Frames   878 

Curtains,  etc   421 


Total   16,515 


The  project  of  the  Poses  Dam  was  drawn  up  by  M.  Camer^,  and 
executed  principally  under  his  direction. 

The  figures  35-50  are  taken  by  permission  from  the  Portfeuille  des 
Fonts  et  Chauss^es. 

Chapter  VI. — Villez  movable  dam  on  the  Seine. 

(79)  The  Villez  Dam  is  situated  on  the  Seine  145  kilometers  from 
Paris.  Figure  56  shows  the  general  arrangement  of  the  dam,  which 
consists  of  two  navigable  passes  and  a  weir  having  a  linear  opening 
of  201.25  meters,  together  with  two  locks.  The  total  length  of  the 
dam  is  223.15  meters. 

(80)  System  of  dosing. — The  dam  is  closed  by  a  system  of  frames 
and  curtains  (Fig.  57).  Each  curtain  is  suspended  by  its  upper  bars 
from  a  frame  over  two  adjacent  Poirde  frames  (fermettes).  This 
suspending  frame  is  completely  independent  of  the  fermettes,  being 
only  attached  to  them  by  pins  (Fig.  58). 

The  regulation  of  the  height  of  the  water  is  done  by  raising  or 
lowering  the  curtains,  the  flow  taking  place  underneath;  the  regu- 
lation, at  times  of  low  water,  maybe  made  without  moving  the  cur- 
tains, by  flash  boards  0.30  meter  high  arranged  above  the  curtains. 

(81)  Opening  the  dam. — The  process  of  completely  opening  the 
dam  is  as  follows:  The  curtain  frames  with  their  curtains  are 
transported  over  the  service  bridge  to  their  storehouse  on  the  bank : 
the  flooring  of  this  bridge  and  the  rails  uniting  the  dam  frames  are 
taken  up ;  and,  finally,  these  frames  are  lowered  one  after  another, 
beginning  with  the  one  in  each  pass  farthest  from  the  bank.  The 
time  taken  for  these  operations,  counting  from  the  carrying  away 
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of  the  first  curtain,  is  about  22  hours,  corresponding  to  the  complete 
opening  of  one  linear  meter  in  Hi  minutes.  When  the  freshet  sub- 
sides and  the  water  tends  to  fall  be- 
low the  normal  level,  the  inverse 
operations  are  made  and  the  dam 
is  closed. 

(82)  Description  of  ihe  dam, — The 
flooring  consists  of  a  raised  portion, 
forming  the  upstream  sill,  united 
by  a  curved  portion  with  a  recess 
which  holds  the  lowered  frames; 
the  sill  is  4  meters  below  the  upper 
bay;  the  recess  protects  the  frames 
from  the  keels  of  the  passing  boats. 

The  great  pressure  supported  by 
the  frames  requires  their  bearings 
on  the  flooring  to  be  strong  and 
secure;  they  are  for  this  reason  at- 
tached to  iron  double  X  bars  as 
long  as  the  width  of  the  recess,  and 
united  transversely  by  two  other 
double  X  bars.  This  grating  is 
anchored,  as  well  as  built  into  the 
flooring.  In  constructing  the  floor- 
ing for  the  deep  passes  arrange- 
ments are  provided  for  setting  up 
a  cofferdam  for  repairs.  These  ar- 
rangements consist  of  recesses  made 
in  the  piers  to  hold  joists,  so  as  to 
separate  adjacent  passes;  also  iron 
boxes  and  rings  anchored  in  the 
masonry  above  and  below  in  the 
flooring.  To  aid  in  pumping  out- 
these  temporary  cofferdams,  a  well 
is  sunk  in  each  floor.  These  sup- 
plementary constructions  were  of 
great  service  in  improving  the  sill 
of  the  daru  aft^r  its  completion. 

(83)  The  frames, — The  frames 
are  planned  so  as  to  present  the 
minimum  of  obstruction  consistent 
with  strength.  The  upstream  up- 
rights of  the  frames  have  a  small  J  iron  on  their  face,  the  pro- 
jecting web  of  which  serves  as  a  guide  to  the  curtain  bars  resting  on 
this  upright.  The  bracing  of  the  frames  is  calculated  on  the  sup- 
position that  the  pressure  of  the  water  is  distributed  over  the  whole 
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height  of  the  uprightSi  instead  of  being  transmitted  only  at  the  top, 
as  in  the  case  of  needles. 

A  bracket  placed  on  the  downstream  upright  serves  to  widen  the 
service  bridge  roadway  and  allows  two  tracks  to  be  laid,  the  rails 
serving  as  braces  between  the  frames,  and  replacing  the  catches  used 
in  the  older  frames. 

The  great  frames  are  moved  by  means  of  flat  iron  bars,  each  in 
three  parts,  jointed  together,  and  having  a  joint  at  each  extremity. 


Fio.  57.  Loweiinfc  the  frames  at  Villes  Dam. 

(84)  Lowering  the  frames.— When  a  frame  is  to  be  lowered  the 
joint  of  one  extremity  of  a  bar  is  pinned  to  the  upper  cross  bar  of 
the  frame  and  the  other  extremity  made  fast  to  a  car  movable  on  the 
track  on  the  service  bridge;  this  car  is  held  by  a  chain  passed  around 
the  drum  of  a  windlass,  the  latter  being  held  by  another  chain  made 
fast  to  the  next  pier  or  abutment  (Fig.  57).  To  lower  the  frame,  it 
is  only  necessary  to  push  the  car  forward  and  pay  out  the  windlass 
chain.    When  the  frame  is  lowered  the  flat  bai*  fixed  to  the  car  is 
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detached  and  pinned  to  the  side  of  the  cross  bar  of  the  following 
frame  still  standing;  the  operation  is  repeated,  and  while  the  second 
frame  is  lowered  the  flat  jointed  bar  connecting  the  two  frames  folds 
together  forming  a  V>  the  unequal  branches  coming  together  between 
the  two  frames,  without  forming  heaps  like  the  chains.  The  frames 
are  lifted  by  reversing  the  operation. 

(85)  The  type  of  curtain  adopted  for  this  dam  (described  pp.  501-593) 
is  that  of  M.  Camer^.  The  dimensions  of  the  curtain  bars  for  the 
deepest  passes  are  1.00  meters  long,  0.058  meter  high,  and  the  thick- 
ness from  0.04  to  0.08  meter.  The  frame  supporting  the  curtain, 
which  also  holds  it  when  rolled  up,  is  an  iron  frame  (Figs,  58  and  59), 


whose  upper  bar  holds  the  hooks  for  the  suspending  chains,  and 
whose  uprights  are  terminated  by  forks  fitting  on  the  horizontal  pins 
with  heads  forming  part  of  the  dam  frame. 

By  means  of  these  pins  the  curtain  frame  may  be  set  up  directly 
over  the  uprights  of  two  successive  dam  frames  and  kept  in  this 
position  by  screws,  or  disengaged  and  turned  about  these  pins  and 
deposited  upon  the  curtain  car  (Fig.  59). 

The  curtain  frame  has  in  the  middle  two  guide  pulleys  which 
carry  the  curtain  chain,  and  a  box  to  hold  the  slack  of  this  chain. 

(86)  The  curtain  is  rolled  or  unrolled  by  an  endless  chain  as  fol- 
lows: Each  line  of  the  endless  chain  passing  over  the  guide  pulleys 
forms  two  bights,  one  to  the  right  and  the  other  to  the  left  of  the 
curtain  frame  (Fig.  58);  the  one  passing  around  the  curtain  regulates 
the  amount  rolled  up.  To  operate  the  curtain,  the  two  lines  of 
the  chain  of  the  downstream  bight  pass  over  the  chain  pulleys  of 
the  windlass ;  the  combined  motion  of  these  pulleys  produces  an 
elongation  or  contraction  of  the  other  bight. 
H.  Ex.  410— VOL  III  39 


DAM  AT  POSES. 


Fig.  &8.-Windla88  for  hoisting  and 
lowering  the  curtains. 


Fig.  59.— Mode  of  unshipping  and  trans- 
porting a  curtain. 
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(87)  The  windlass  for  handling  is  mounted  on  a  car  rolling  on 
the  rails  of  the  foot  bridge  to  bring  it  in  front  of  the  curtain  to  be 
moved.  When  placed  it  is  clamped  to  one  rail  of  the  track ;  on  the 
other  side  a  movable  buffer  on  the  upper  part  of  the  windlass  rests 
against  the  curtain  frame  and  resists  its  tendency  to  turn  in  the 
upstream  direction. 

The  windlass  carries  two  outside  chain  pulleys  (Fig.  58),  corre- 
sponding to  the  curtain-frame  guide  pulleys ;  the  lines  of  chains  are 
put  upon  these  and  maintained  in  their  places  by  rotating  stops 
which  can  be  lifted  to  allow  the  chains  to  be  taken  off  or  put  on. 

The  pulleys  are  keyed  to  shafts  driven  by  the  windlass  gearing; 
the  lower  pulley  may  be  engaged  or  disengaged.  When  engaged  it 
turns  in  an  opposite  direction  from  the  upper  pulley,  and  its  circum- 
ferential velocity  is  a  fraction  of  that  of  the  other.  This  being  so, 
to  roll  up  the  curtain  the  lower  pulley  is  engaged,  and  the  upper 
pulley  exerts  an  effort  on  its  chain  while  the  lower  pulley  pays  out 
its  chain ;  on  account  of  the  difference  of  the  velocities  of  the  two 
pulleys  a  shortening  of  the  bight  passing  round  the  curtain  takes 
place,  and  the  curtain  rolls  up.  To  unroll  the  curtain,  the  lower 
pulley  is  disengaged,  its  chain  is  made  fast  by  a  stop  on  the  guide 
pulley  of  the  curtain  frame,  the  upper  pulley  turns,  letting  go  the 
chain,  the  bight  lengthens,  and  the  curtain  unrolls. 

(88)  The  curtain  frame  is  shipped  on  a  special  car  carrying  an 
inclined  plane  furnished  with  a  windlass  and  chain  (Fig.  59).  This 
car  is  brought  in  front  of  the  curtain,  the  screws  fastening  the  cur- 
tain frame  to  the  dam  frame  are  removed,  so  as  to  allow  the  former 
to  turn  around  its  journals.  The  windlass  chain  is  hooked  to  the 
upper  bar  of  the  curtain  frame,  and  the  latter  turns  round  its  jour- 
nals until  it  rests  upon  the  inclined  plane ;  then  by  the  continued 
action  of  the  windlass  it  is  hoisted  upon  the  car  by  moving  upon 
rollers  fixed  to  the  inclined  plane.  The  curtain  frame,  thus  com- 
pletely separated  from  the  dam  frames,  can  be  carried  off  on  the  car. 
It  is  replaced  by  the  reverse  process. 

The  project  for  the  Villez  dam  was  prepared  under  the  direction  of 
M.  Lagrend,  chief  engineer,  by  M.  M.  Cheysson  and  Camer^,  engi- 
neers; the  latter  superintended  the  work  and  invented  the  system  of 
curtains. 

Chapter  VII. — Movable  fish  way  brectbd  at  Port-Mort  Dam 

ON  THE  Seine. 

(89)  A  fish  swimming  up  a  river,  meeting  a  dam,  and  endeavoring 
to  ascend,  seeks  that  point  where  the  water  is  freshest;  this  is  in  the 
middle  of  the  pass — corresponding  to  the  main  channel  in  movable 
dams — and  not  under  the  shelter  of  the  fixed  parts;  so  that  fish  ways, 
if  we  wish  them  used,  should  be  placed  accordingly. 
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Starting  from  these  principles  M.  Camera  proposed,  in  1878,  to 
substitute  for  the  fixed  masonry  fish  ways  hitherto  constructed  near 
the  piers  or  abutments  of  movable  dams,  portable  fish  ways,  each 
formed  of  a  long  trough  of  wood  or  sheet  iron  with  cross  parti- 
tions, resting  its  downstream  end  upon  a  floater  and  its  upstream  end 
upon  the  upper  bar  of  the  curtain  dam  properly  lowered.  With  a 
construction  of  this  kind,  arranged  so  as  to  be  easily  shifted,  it  is 
possible  to  seek  in  the  dam  the  best  position  for  the  way  so  the  fish 
will  go  up  naturally,  and  the  route  which  they  choose  shall  not  be 
encumbered  by  any  fixed  obstruction. 


Fia.  QO.— Movable  flsh  way  at  Port-Mort  This  dam  is  similar  to  that  of  Poses. 

(90)  The  annexed  figure  indicates  the  arrangements  adopted  at 
Port-Mort.  The  dam  is  a  curtain  dam,  like  that  at  Poses.  The 
wooden  trough  of  the  way  is  formed  in  two  sections;  the  principal 
section  rests  on  the  floater,  and  is  hung  above  on  a  shaft  arranged 
on  the  outer  faces  of  the  uprights  so  as  to  oscillate  as  the  lower  bay 
rises  and  falls.    The  second  section,  which  is  fixed,  is  placed  between 
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two  uprights.  Its  extremity  opens  into  the  upper  bay,  and  it  joins 
the  other  section  upon  which  it  rests.  Its  length  has  been  deter- 
mined by  assuming  that  its  inclination  should  not  be  more  than  .020 
per  meter  when  the  dam  is  at  its  full  height.  The  length  of  the 
principal  section  is  therefore  10,15  meters;  its  width  beyond  the 
frames  is  1.46  meters;  the  partitions,  0.43  meter  high  by  0.30  meter 
wide,  are  1.25  meters  apart. 

(91)  The  principal  section  rests  upon  a  little  iron  bridge.  The 
downstream  floater  is  formed  by  two  little  covered  boats  arranged 
on  each  side  of  the  way  and  firmly  united. 

The  little  section  across  the  dam  frame  rests  above  on  the  upper 
bar  of  the  curtains  properly  lowered,  and  laterally  against  the  up- 
stream face  of  the  uprights  of  the  dam,  secured  by  angle  irons  fixed 
to  its  exterior  sides.  Below,  it  is  boxed  in  by  two  cheeks  arranged 
at  the  end  of  the  principal  sections,  and  rests  on  a  cylindrical  sur- 
face, so  as  to  allow  oscillations.  The  portion  situated  at  the  entrance 
of  the  trough  in  the  upper  bay  is  movable  around  an  axis  placed  at 
its  base.  This  allows  the  regulation  of  water  flowing  down  the  way 
according  to  the  level  of  the  lower  bay. 

(92)  Erection. — The  way  is  set  up  between  two  frames.  To  lower 
it  it  is  sufficient  to  lower  the  upper  bars  of  the  two  curtains  on  which 
it  rests  by  lengthening  their  suspending  chains.  We  thus  obtain 
sufficient  space  above.  The  portion  of  this  space  not  filled  by  the 
way,  is  closed  on  each  side  by  two  little  hand  sluices.  The  chains 
holding  the  suspension  axle  of  the  way  are  hooked  in  the  uprights 
of  the  dam  and  the  axle  is  made  fast  by  other  chains  attached  to  the 
frame  shaft.  The  fish  way  is  brought  into  place  with  its  upper  ex- 
tremity resting  on  a  pontoon,  while  its  lower  extremity  rests  on  the 
floaters.  By  attaching  then  the  upper  end  of  the  way  to  the  top  of 
the  service  bridge  the  bearings  placed  under  the  beams  are  put  upon 
the  axle,  and  the  floater  is  lield  by  guys  from  the  neighboring  piers. 
The  curved  piece  connecting  the  two  portions  of  the  troughs  is  put 
up  across  the  dam  frames.  To  remove  the  way  the  inverse  opera- 
tions are  performed. 

The  movable  fish  way  for  this  dam  was  planned  and  executed 
under  the  direction  of  M.  Camer^  by  M.  Clerc. 

Chapter  VIII.— Torcy-Neuf  Reservoir  for  feeding  the  Cen- 
tral Canal. 

(93)  The  great  improvements  for  deepening  the  Central  Canal,  re- 
quired the  establishment  of  a  new  storage  dam  near  Creusot.  The 
new  reservoir  received  the  name  of  Torcy-Neuf  to  distinguish  it  from 
another  called  Torcy. 

Torcy-Neuf  is  5  kilometers  northwest  from  the  summit  level  of 
the  Central  Canal. 
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The  reservoir  has  a  surface  of  166  hectares,  a  perimeter  of  15  kilo- 
meters, a  height  of  14.50  meters;  it  contains  8,767,000  cubic  meters, 
and  doubles  the  amount  of  water  heretofore  available  at  this  level. 

A  waste  weir  12  meters  long  is  at  the  left  end  of  the  dike.  The 
supply  conduits  start  from  a  tower  which  is  built  in  the  reservoir 
at  the  foot  of  the  dike,  and  which  allows  the  waste  water  to  flow 
over  the  top. 

(94)  The  dike,  well  rooted  at  both  ends  in  the  side  of  a  hill,  con- 
sists of  a  great  filling  of  sand  and  clay  (64  per  cent  of  sand  to  34 


Pio.  6l.~Map  of  Torcy-Neuf  Reservoir. 


of  clay)  436.70  meters  long,  5.50  meters  wide  at  the  top,  and  52.90 
meters,  at  the  base ;  its  maximum  height  is  16.30  meters,  and  its  vol- 
ume 129,000  cubic  meters. 

The  slope  toward  the  water  (Fig.  62)  is  protected  by  a  series  of 
masonry  pitchings  1.50  meters  high,  inclined  45  degrees,  and  sepa- 
rated by  berms  0.90  meter  wide,  two  intermediate  ones  being  2  meters 
wide. 
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The  exterior  slope,  without  revetment,  is  planted  with  acacias 
for  a  distance  of  5  meters  in  height.  The  slope  is  2. 73  base  to  2  of 
height. 

The  upper  platform  of  the  dike  is  1.80  meters  above  the  water 
level;  it  is  of  masonry,  like  the  slope  toward  the  water,  and  sur- 
mounted by  a  parapet  1.20  meters,  to  stop  the  waves.  The  foot  of 
the  slope  rests  on  a  revetment  wall  1.50  meters  thick,  built  in  a 
distance  of  1  meter  into  the  solid  rock  (red  sandstone)  for  the 
whole  length  of  the  dike.  The  maximum  height  of  this  wall  is  7 
meters. 

The  dike,  below  the  revetment  and  the  platform,  rests  on  bare 
rock.  To  increase  the  tightness  at  the  base  there  were  three  layers 
of  puddled  clay  laid  down  within  the  reservoir  parallel  to  the  axis 
of  the  dike  and  penetrating  1  meter  into  the  rock  foundation. 

The  earth  of  the  dike  was  vigorously  rolled  in  successive  layers, 
after  adding  water  and  powdered  lime  according  to  their  degree  of 
dampness;  the  layers  being  compressed  from  0.10  to  0.075  meter  after 
the  operation.  Corrugated  rollers  drawn  by  horses  and  weighing 
750  kilograms,  and  also  steam  rollers  weighing  5,000  kilograms  were 
used.  A  horse-roller  compressed  80  cubic  meters  per  day,  measured 
after  compression,  while  a  steam  roller  compressed  500  meters.  The 
cost,  including  leveling,  watering,  addition  of  lime,  rolling,  etc.,  was 
0.23  franc  per  cubic  meter. 

That  part  of  the  dike  under  the  outside  slope  was  rammed  in  lay- 
ers of  0.20  meter  thick,  reduced  to  0.15  meter  after  rolling ;  it  rests 
on  a  natural  bed  carefully  prepared. 

(95)  Ihe  gate  tower, — The  water,  instead  of  being  conveyed  in 
mains  or  culverts  through  the  dike,  is  let  into  a  tower  built  in  the 
reservoir  at  the  foot  of  the  dike.  It  serves  to  discharge  the  waste 
water  and  dispenses  with  the  waste  weir;  this  weir  has  been  retained 
through  fear  lest  the  large  amount  of  water  flowing  through  the 
tower  should  undermine  or  dislocate  the  masonry.  These  appre- 
hensions proved  groundless.  The  experiment  of  passing  the  waste 
water  through  the  tower,  combined  with  the  gate  closinjj:  the  tail- 
race,  has  been  perfectly  successful. 

The  gate  tower  is  square  on  the  outside  and  has  in  the  interior  a 
well  1 . 50  meters  in  diameter  through  which  the  mouthpieces  pass. 
This  well  opens  below  into  the  tail  race. 

The  coping  of  the  tower  is  on  the  same  level  as  that  of  the  dike, 
that  is,  16.30  meters  above  the  bottom  of  the  lowest  mouthpiece. 
It  has  a  platform  3.50  meters  square,  on  which  is  placed  the  appara- 
tus for  moving  the  gates.  The  faces  of  the  tower  have  a  batter  of 
one-twentieth. 

The  well  terminates  in  a  cylindrical  chamber  2  meters  in  diameter 
and  2  meters  deep,  kept  constantly  full  of  water  to  break  the  destruc- 
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tive  shock  of  the  water  upon  the  masonry.  Founded  on  red  sand- 
stone, the  tower  exerts  a  pressure  of  3.58  kilograms  per  squaie  centi- 
meter. 


(96)  There  are  three  mouthpieces,  situated  vertically  over  each 
other  at  a  distance  of  4.80  meters  apart.  The  orifices  are  0.80  by 
0.40  meter  and  are  closed  by  special  cylindrical  valves.    The  middle 
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and  upper  mouthpieces  are  simple  ducts  of  rectangular  section 
opened  in  the  walls  of  the  tower;  their  bottoms  are  curved  so  as  to 
intersect  the  walls  at  an  angle  of  45  degrees,  so  that  the  stream  at 
the  moment  of  opening  shall  strike  the  masonry  obliquely. 

The  water  is  let  into  the  tower  by  four  openings,  each  2.20  meters 
long,  made  at  the  top  of  its  four  faces;  the  sills  of  these  openings  are 
0.40  meter  below  the  standard  level.  Each  of  them  is  surmounted 
by  an  oaken  gate  kept  in  its  place  by  (J  irons  fastened  against  the 
sides  of  the  openings.    These  gates  are  taken  off  in  case  of  a  freshet. 

The  tower  is  accessible  from  the  dike  by  an  iron  foot  bridge.  The 
ribbed  plate  flooring,  21.40  meters  long,  1.14  meters  wide,  is  sup- 
ported on  two  arches  of  18.20  meters  chord  and  2.50  meters  rise. 
The  new  system  of  valve  towers  has  the  advantage  of  economy, 
combined  with  greater  security  and  stability  for  the  dike,  as  well  as 
aflFording  greater  facilities  for  repairs. 

(97)  The  passage  of  the  water  mains  through  a  mass  of  masonry 
in  an  earthen  dike  destroys  the  homogeneity  of  the  latter;  on  both 
sides  of  this  mass  the  earth  has  to  be  hand-rammed,  and  consequently 
badly  done,  no  matter  how  much  care  is  taken.  The  settlement  of 
this  earth  leaves  spaces  which  may  cause  filtrations  and  become 
sources  of  real  danger. 

With  the  tower,  the  dike  is  only  cut  at  its  base;  the  hand-ramming 
is  reduced  to  a  minimum ;  as  soon  as  the  top  of  the  waste  culvert  is 
reached,  all  the  ramming  is  done  with  rollers,  and  consequently 
much  better.  A  notable  economy  results  from  dispensing  with  the 
heavy  masses  of  masonry  through  which  ordinarily  the  mains  run, 
from  the  omission  of  the  waste  weir  with  its  tail  race,  and  from 
rolling  by  steam  and  horse  power  instead  of  ramming  by  hand. 

The  sluices  are  very  difficult  of  access  in  the  long  culverts  ordi- 
narily used,  and  are  consequently  rarely  repaired.  With  the  tower, 
on  the  contrary,  when  the  mouth  of  a  main  has  been  stopped  by  a 
wooden  plug,  placed  within  the  tower  in  a  chamber  arranged  for  this 
purpose,  a  diver  can  easily  take  down  the  valves  and  valve  rods,  and 
replace  them  after  they  have  been  repaired  in  the  shop. 

The  long  culvert  under  the  dike  can  be  easily  inspected  and  re- 
paired. The  guard  sluice  being  raised,  one  is  not  entirely  cut  off  from 
the  upper  end ;  light  and  air  come  in  from  the  tower. 

(98)  Sluices, — Rectangular  sluices  have  the  great  inconvenience 
of  moving  with  very  considerable  friction  for  great  heads  of  water ; 
use  has  to  be  made  of  powerful  and  costly  jacks,  whose  friction  in- 
creases the  effort  to  be  made ;  they  have  to  be  fastened  by  heavy 
irons  to  solid  pieces  of  masonry,  that  they  may  not  give  way. 

At  Torcy-Neuf  the  endeavor  has  been  to  diminish  the  friction  as 
much  as  possible  and  consequently  to  employ  simpler  moving  appa- 
ratus. 
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The  sluice  (Figs.  03  and  04)  is  not  plane  but  cylindrical,  and  firmly 
attached  to  a  rigid  horizontal  concentric  shaft ;  it  has  no  opening. 
It  turns  at  a  short  distance  from  its  seat,  which  is  cylindrical  and 
concentric,  without  resting  upon  it.  It  includes  a  movable  frame 
which  it  carries  with  it  in  its  motion,  but  the  latter  is  not  attached 
to  the  shaft.  The  pressure  of  the  water  on  this  frame  is  exerted  only 
at  its  edges  ;  it  rests  and  rubs  only  against  the  valve  seat.    The  joint 


Fios.  68,  64,  65.— Torcy  Neuf  reservoir.  Section,  elevation,  and  detaJls  of  the  sluice. 

between  the  frame  and  sluice  is  packed  with  a  rubber  ring,  which 
does  not  sensibly  interfere  with  the  independence  of  the  frame;  this 
ring  is  inclosed  in  a  slot  and  protected  from  shocks. 

Comparing  this  with  the  ordinary  flat  sluice,  the  theoretical  friction 
is  reduced  92  per  cent.  This  system,  which  gives  entire  satisfaction, 
is  due  to  M.  Eugfene  Resal.  The  three  sluices  are  moved  by  jacks 
placed  on  a  single  post  in  the  middle  of  the  platform  of  the  tower  j 
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the  motion  is  transmitted  to  the  rods  by  endless  chains  and  horizon- 
tal axles. 

(99)  Ouard  sluice.^ThQ  guard  sluice,  at  the  bottom  of  the  tower, 
to  close  the  waste  culvert  is  upon  the  same  principle.  It  was  devised 
by  M.  Hirsch,  chief  engineer.  It  is  principally  of  iron,  1.80  meters 
high  and  1. 10  meters  wide  ;  it  consists  of  a  strong  plate  iroi*  wagon- 
ette with  two  pairs  of  wheels,  rolling  on  vertical  rails  set  into  the 
walls  of  the  masonry  well  (Figs.  66,  67,  68,  and  69).  The  wagonette 
rises  without  resting  against  a  cast-iron  frame  fixed  in  front  of  the 


Fio.  66. 


Fio.  «7. 


Fio.  68. 


Fio.  00. 


Fios.  66«  67,  68,  60.— Torcy-Neuf  reaervolr.  Elevation,  vertical  section,  and  horizontal  section  of  tha 

giiard  gate,  with  details. 


culvert.  The  contact  takes  place  along  a  slightly  inclined  plane  by 
a  border  formed  of  jointed  bronze  rules  independent  of  the  sluice, 
but  carried  along  with  it  in  its  motion.  Like  the  other  sluice,  it  is 
packed  by  rubber  between  the  jointed  rules  and  the  wagonette ;  the 
faces  of  contact  of  the  rules  and  the  rubber  are  galvanized.  The 
jack  moving  the  suspending  rod  is  placed^  on  the  platform  of  the 
tower. 
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The  head  of  water  on  the  center  of  the  guard  sluice  is  13.60  meters 
while  the  pressure  on  a  simple  plain  sluice  having  a  surface  of  2 
square  meters  would  be  about  27,000  kilogi-ams ;  the  rules  are  only- 
pressed  against  the  seat  with  a  force  of  3,000  kilograms.  Admitting 
B,  coefficient  of  40  per  cent  for  friction,  the  weight  of  the  sluice  being 
1,000  kilograms,  the  effort  to  raise  the  sluice  does  not  exceed  2,200 
kilograms,  which  is  easily  managed  by  a  jack  with  a  theoretical 
power  of  750. 

This  sluice  was  set  up  in  1888  and  works  perfectly.  It  affords  the 
means,  as  it  is  raised  more  or  less,  of  keeping  the  water  in  the  tower 
at  such  a  given  constant  height  as  may  be  found  most  advantageous. 
We  niay  thus  diminish  at  will  the  height  of  fall  of  the  water  into 
the  tower. 

(100)  Cost— The  total  cost  of  the  work  was  2,233,183.84  francs. 
The  cost  of  the  dike,  tower,  and  waste  weir  together  was  585,896.53 
francs.  The  rest  was  spent  for  land,  buildings,  and  the  removal  and 
reestablishment  of  the  roads  and  railroad  passing  through  the  loca- 
tion. 

The  project  was  prepared  by  MM.  Desmur,  engineer,  and  Fontaine, 
chief  engineer. 

Chapter  IX. — New  high  lift  locks  on  the  Central  Canal. 

(101)  The  French  Government  has  just  completed  a  number  of 
high  lift  locks  on  the  central  canal  to  replace  old  ones  of  2.  GO  meters 
lift.  The  new  locks  have  a  lift  of  5.20  meters  with  chamber  wall 
8.20  meters  high.  The  flooring  is  0.25  meter  below  the  head  miter 
sill  and  2.85  meters  below  the  normal  level.  The  cylindrical  supply 
sluice  (Fig.  75)  is  placed  at  the  bottom  of  each  upstream  quoin  un- 
der a  full  centered  arch  of  2.30  meters  span  and  2.55  meters  height.. 
Two  small  recesses  serve  to  support  a  little  joist  dam  allowing  the 
sluice  chamber  to  be  emptied  and  the  sluice  inspected  and  repaired 
without  stopping  the  traflSc.  A  grating  is  ordinarily  placed  in  these 
recesses  to  stop  floating  bodies. 

(102)  The  lift  wall  is  5.20  meters  high  and  1.60  meters  thick  with 
the  downstream  face  curved.  The  cylindrical  sluice  pits,  1.40  me- 
ters in  diameter,  are  sunk  in  each  chamber  wall  to  a  depth  of  4.95 
meters.  From  the  bottom  of  these  pits  on  a  level  with  the  tail  miter 
sill,  the  full  centered  culvert  begins,  for  filling  and  emptying  the 
chamber.  It  extends  lengthwise  through  the  entire  chamber  and 
discharges  into  it  by  four  rectangular  openings  equally  distributed, 
from  0.60  to  0.80  meter  wide  by  0.80  to  1  meter  high.  The  largest 
admits  the  passage  of  a  man  for.  inspection  or  repairs.  The  chord 
of  the  invert  ifi  2.60  meters  below  the  normal  level,  2  meters,  of  the 
tail  bay.    (Fig.  70.) 
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Under  the  flooring,  two  files  of  drains  begin  10  meters  from  the 
lift  wall,  emptying  into  the  riprap  of  the  tail  bay.  All  upward  pres- 
sure is  thus  avoided  besides  facilitating  the  foundation  constructions. 
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Each  chamber  wall  is  3.60  meters  thick  at  the  base,  and  1.20  me- 
ters at  the  top;  it  is  8.20  meters  high.  Two  life  ladders  formed  of 
iron  bars  are  placed  in  little  recesses  in  the  walls. 
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To  resist  the  thrust  on  the  tail  gates,  the  tail  walls  are  4.34  meters 
at  the  top  and  6  meters  at  the  base,  terminated  by  wing  walls  hav- 
ing a  batter  of  one-twentieth  (Fig.  74). 

Two  recesses  allow  a  cofferdam  to  be  set  up  to  separate  the  lock 
chamber  from  the  tail  bay. 

A  short  distance  upstream  from  the  tail  quoins,  the  lateral  culvert 
in  each  chamber  wall  rises  and  empties  into  a  large  pit  2.30  meters 
square  and  6.25  meters  high,  m  which  the  cylindrical  emptying  valve 
is  placed  (Fig.  76).  This  pit,  and  the  lock  chamber  form  two  reser- 
voirs communicating  by  four  rectangular  orifices  equally  for  filling 
and  emptying.  The  water  reaches  the  pit  and  escapes  at  the  bottom 
under  the  boats  without  producing  any  cun-ent  in  the  chamber.  The 
valve  seat  is  0.65  meter  below  the  level  of  the  tail  bay,  so  as  not  to 
make  a  siphon  of  the  discharging  culvert,  and  also  to  allow  the  in- 
spection of  the  sluice  by  a  slight  lowering  of  the  tail  bay. 


Figs.  75  and  76.— Half  cross  sections  through  the  axes  of  the  upstream  and  downstream  pits. 


This  sluice  opens  a  pit  1.40  meters  in  diameter  and  1.95  meters 
high,  at  the  bottom  of  which,  at  the  level  of  the  tail  miter  sill,  the 
emptying  culvert  begins.  This  latter  having  a  great  section,  1  me- 
ter wide  and  from  1.60  to  2  meters  high,  makes  a  circuit  of  the  hol- 
low quoin  so  as  to  empty  into  the  ta,il  bay  at  right  angles  to  the  axis 
of  the  lock,  thus  avoiding  the  introduction  of  the  water  with  great 
velocity  into  the  tail  bay,  and  consequent  erosion.  One  of  these  high 
lift  locks  has  a  bridge  erected  on  the  tail  walls;  the  roadway  being 
1.30  meters  below  the  coping,  it  is  6.80  meters  span  and  covers,  be- 
side the  boat  passages,  two  staircases  each  0.80  meter  wide. 

(103)  Description  of  the  cylindrical  sluices  (Fig.  77). — The  lock 
has  four  cylindrical  cast-iron  sluices  of  equal  size,  two  for  filling, 
and  two  for  emptying. 

Each  sluice  consists  of  fixed  and  movable  parts.  The  fixed  parts 
consist  of  a  seat  1.40  meters  in  diameter,  built  in  and  fastened  to  the 
masonry,  and  carrying  three  uprights  in  the  form  of  flanges  united 
by  an  upper  crown;  a  hollow  cylinder  fixed  upon  the  crown  receiv- 
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ing  the  sluice  when  it  is  raised;  a  cover  bolted  to  this  cylinder  and 
surmounted  by  a  pipe  for  the  passage  of  the  lifting  rod  and  the 
escape  of  air.  The  seat  is  placed  horizontal  and  maintained  so  by 
means  of  three  regulating  screws  embedded  afterwards  in  cement. 

The  movable  part  is  a  cast-iron  crown  0.467  meter  in  height,  and 
1.42  meters  in  interior  diameter  raised  by  a  jack.  It  slides  on  a  fixed 
part  and  opens  or  closes  the  space  between  the  seat  and  the  upper 
cylinder.  The  vertical  pressure  of  tKe  water  is  supported  by  the 
cover.  The  movable  portion  only  is  exposed  to  lateral  pressures 
which  are  in  equilibrium.    The  only  weight  to  be  raised  is  the 


Fio.  77.— Cross  secUoii  of  Fontaine^s  cylindrical  slvdoe;  the  shiloe  closed. 


weight  of  the  sluice,  which  is  about  370  kilograms.  The  distance 
raised  is  0.385  meter;  the  time  of  raising  twelve  or  thirteen  seconds 
and  the  eflFort  only  7  kilograms.  The  downstream  sluices  work  un- 
der a  head  of  5.20  meters  as  easily  as  the  upstream  ones  under  the 
head  of  2.60  meters. 

The  closed  sluice  rests  on  a  little  rubber  ring,  fastened  into  a  slot 
in  the  seat.  The  upper  joint  is  made  tight  by  a  leather  band,  kept 
in  place  by  the  pressure  of  the  water.  This  sluice,  which  has  been 
in  use  for  the  last  six  years,  has  worked  perfectly.  ""It  has  the  follow- 
ing advantages : 
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First.  There  are  no  resistances  except  the  weight  and  friction  of 
the  water  on  the  iron,  without  any  pressure  of  the  water. 


Second.  The  whole  section  of  the  circular  orifice  is  utilized  by 


raising  the  sluice  a  height  h=-y 
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Third.  The  head  is  greater  than  upon  an  equal  orifice  made  in  a 
vertical  plane.  This  sluice  has  been  adopted  elsewhere  for  Paris 
and  for  sea  locks.  It  solves  the  problem  of  high-lift  locks  with 
saving  basins.  For  great  reservoirs,  a  single  cylindrical  sluice  of 
small  diameter  will  advantageously  replace  the  usual,  complicated 
and  expensive  systems. 

The  use  of  cylindrical  sluices  enables  all  others  to  be  dispensed 
with,  which  is  an  advantage  with  respect  to  tightness  and  repairs. 
The  hand  rails,  for  this  reason,  can  be  placed  on  the  upstream  side 
of  the  foot  bridge,  and  thus  sheltered  from  the  shocks  of  passing 
boats  when  the  leaf  is  opened. 

(104)  Oafes. — The  head  gates  consist  of  two  leaves  of  galvanized 
plate  iron.  The  tail  gates  are  9.25  meters  high,  including  the  hand 
rail ;  they  consist  of  two  leaves  of  galvanized  plate  iron  and  steel. 
Each  has  a  frame  strengthened  by  eight  horizontal  beams  so  spaced 
as  to  support  about  the  same  load,  and  by  ten  uprights  united  by  the 
first  set.  These  pieces  consist  of  a  web  and  four  angle  irons  of  mild 
steel.  By  the  use  of  this  metal  the  weight  of  the  frame  is  reduced, 
making  an  economy  of  construction,  and  facilitating  the  setting  up 
and  the  working. 

The  heel  and  miter  posts,  as  well  as  the  uprights,  are  strengthened 
by  three  wide  iron  bands  on  their  downstream  faces,  to  give  them 
more  stiffness.  The  skin  is  formed  by  eighteen  iron  plates  0.007  me- 
ter thick,  built  in  at  the  edges,  curved  so  as  to  have  a  flexure  of  0.070 
meter,  and  riveted  to  the  upstream  face  of  the  steel  frame.  They 
show  no  change  of  form  under  pressure. 

The  pressure  of  the  leaf  against  the  heel  post  at  the  bottom  is 
spread  over  seven  iron  disks  upon  friction  plates;  these  last,  fur- 
nished with  three  adjusting  screws,  are  arranged  so  that  all  bear 
and  work. 

The  collar,  fixed  to  the  anchor  straps  by  two  strong  screws  and 
nuts,  has  a  joint  besides.  It  can  move  horizontally  in  all  directions 
and  give  the  axis  of  rotation  an  exact  vertical  position. 

Each  leaf  is  furnished  with  a  gridiron  valve  formed  of  two  hollow 
cast-iron  cylinders  united  by  flanges,  to  be  used  in  the  case — which 
may  never  happen — when  the  water  is  so  low  as  to  uncover  the  sills 
of  the  cylindrical  sluices. 

All  the  gates  are  moved  easily,  even  by  children,  by  means  of 
little  simple  and  convenient  windlasses. 

(105)  Tivie  of  lockage, — The  lock,  containing  1,200  cubic  meters, 
is  filled  in  3  minutes  10  seconds  and  emptied  in  3  minutes  15  seconds; 
the  time  for  lockage,  14  minutes,  being  thus  distributed: 


Entrance  of  the  boat 

Closing  the  gates  

Filling  the  chamber. 
Opening  the  gates. . . 
Exit  of  the  boat  


Min.  Sec. 

4  10 
0  40 
3  10 
0  40 

5  20 
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(106)  Cost, — The  cost  of  the  lock  was  120,000  francs,  made  up  as 
follows: 

Earthwork   8,000 

Masonry  work   96, 000 

Lock  gates   11, 100 

Cylindrical  sluices   8, 400 

Gratings  and  windlasses   1, 500 


Total   120,000 


The  new  lock  appears  to  be  very  satisfactory,  and  promises  to  be- 
come the  type  to  be  adopted  in  future.  The  rapidity  of  lockage 
without  injury  to  the  boats  from  the  motion  of  the  water,  and  the 
ease  of  operating  all  the  appliances,  are  thoroughly  appreciated. 

The  group  of  locks,  of  which  this  was  one,  was  designed  and  exe- 
cuted under  the  direction  of  M.  Fontaine,  chief  engineer,  by  Messrs. 
Rdsal,  Moraillon,  and  Variot,  assistant  engineers. 

Chapter  X. — Cable  towage  for  boats  on  canals  and  rivers. 

(107)  The  principal  difficulties  in  cable  towage  arise  from  the  fol-* 
lowing  circumstances: 

First.  That  owing  to  the  obliquity  of  the  towrope,  the  irregularity 
of  its  motion,  and  the  displacement  of  the  joint  between  the  rope  and 
the  cable,  the  cable  can  not  have  a  steady  motion. 

Second.  Whenever  the  towrope  passes  over  the  groove  of  a  guide 
pulley  it  is  caught  there.  It  must  pass  the  pulley  without  dragging 
the  cable,  which  is  a  difficult  matter,  especially  in  going  around 
concave  curves. 

Third.  The  joint  between  the  towrope  and  the  cable  should  be 
such  that  the  former  can  not  be  twisted  upon  the  latter  by  the 
torsion  of  the  cable,  otherwise  the  towrope  will  be  wound  upon  it, 
besides  being  very  difficult  to  detach  from  it. 

Fourth.  The  towrope  must  be  easily  detached  from  the  cable  at 
any  instant — an  operation  of  some  difficulty,  as  it  is  done  by  a  cord 
60,  80,  or  150  meters  long,  which  forms  knots  by  being  dragged  on 
the  ground  or  through  the  water. 

Fifth.  Uncoupling  should  be  progressive,  although  we  couple 
suddenly  to  a  cable  in  motion. 

(108)  System  adopted. — The  system  of  cable  towage  introduced  by 
M.  Maurice  Levy  solves  all  these  difficulties  as  follows: — 

The  first  condition  of  success  was,  according  to  the  author,  to  avoid 
all  irregular  motions  of  the  cable.  For  this  purpose,  instead  of  de- 
termining the  weight  and  tension  of  the  cable  according  to  the  usual 
rules  governing  telodynamic  transmission,  he  determines  them  by 
the  double  condition  of  maintaining  the  oscillations  of  the  cable, 
H.  Ex.  410— VOL  III  40 
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whether  horizontal  or  vertical,  within  certain  prescribed  limits, 
which  can  be  made  as  small  as  may  be  desired.  This  requires  that 
the  cable  should  be  heavy  (about  3  kilograms  per  meter),  and  that 
it  should  be  set  up  with  an  initial  tension  incomparably  greater 


than  that  usually  adopted  in  telodynamic  cables.  This  tension,  as 
well  as  the  weight  of  the  cable,  depends  on  the  length  of  circuit  and 
the  speed  required  for  the  boats. 

*This  figure  is  taken  by  permission  from  La  Nature. 
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The  vertical  supporting  pulleys  are  0.80  meter  in  diameter,  and 
have  a  depth  of  groove  of  0.20  meter.  A  roller  on  the  top  of  the 
pulley  prevents  the  cable  from  leaving  it,  but  the  towrope  attachment 
would  catch  between  the  pulley  and  the  guide  roller.  To  obviate 
this  openings  are  made  on  the  water  side  of  the  pulley  grooves,  con- 
sisting of  notches  extending  the  whole  width  of  the  groove  and  hav- 
ing their  edges  curved  in  the  form  of  the  involute  of  a  circle  (Fig. 
80). 

The  towrope  joint,  or  coupling,  remains  in  the  groove  until  it  is 
caught  by  the  first  notch,  which  it  follows;  then,  on  account  of  the 
obliquity  of  the  towrope,  it  descends  along  one  edge,  is  carried  up  on 
the  other,  and  passes  oflf. 

(109)  The  passage  around  convex  bends  in  the  banks  presents  no 
difficulty;  it  is  accomplished  with  the  aid  of  a  horizontal  pulley,  or 
rather  one  slightly  inclined  in  the  direction  of  the  two  sides  of  the 
endless  cable.  Two  types  of  pulleys  are  adopted:  one  1.40  meters 
and  the  other  2  meters  in  diameter  at  the  bottom  of  the  grooves,  with 
0.10  meter  depth  of  groove.  The  first,  for  curves  from  200  to  300 
meters  radius,  and  the  second  for  those  of  smaller  radii.  These 
pulleys  have  no  need  of  notches,  as  the  cable,  with  its  towrope  coup- 
ling, only  passes  on  the  water  side  and  thus  escapes.  On  account  of 
the  great  tension  of  the  cable  there  is  no  danger  that  the  towrope  will 
pull  it  off. 

(110)  The  passage  around  concave  angles  is,  on  the  contrary,  an 
extremely  delicate  problem.  In  that  case,  the  cable  passing  round 
the  pulley  on  the  land  side,  the  towrope  joint  can  not  clear  itself 
unless  we  adopt  very  special  and  precise  arrangements. 

The  following  method  was  adopted  (Figs.  81  and  82) : 

In  the  elevation,  the  plane  of  the  lower  pulley  is  supposed  to  be  re- 
volved to  coincide  with  that  of  the  upper  one. 

Two  vertical  pulleys  are  taken,  having  a  common  tangent,  to  the 
bottom  of  their  respective  grooves,  one  of  the  pulleys  being  in  the 
plane  of  the  part  coming  on,  and  the  other  in  that  of  the  part  going 
off.  The  cable  rolls  upon  the  first  (which  we  may  suppose  to  be  the 
upper  one)  and  descends  vertically  along  the  common  tangent,  and 
then  passes  on  to  the  second. 

This  solution  permits  any  change  of  direction  whatever  by  the 
aid  of  two  vertical  pulleys,  and  consequently  it  suffices  to  notch  these 
pulleys  like  the  supporting  pulleys  to  let  the  towrope  coupling  es- 
cape. But  it  subjects  the  cable  to  two  consecutive  bends  at  right 
angles.  In  order  to  save  the  cable  from  wear,  large  2-meter  pulleys 
are  used,  and  on  account  of  their  great  dimensions  the  number  of 
the  notches  is  increased. 

The  exi)ense  of  such  pulleys  with  their  supports  would  be  con- 
siderable if  they  had  to  be  used  wherever  there  is  a  concave  angle, 
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and  this  arrangement  is  only  suitable  for  curves  with  exceptionally 
short  radii,  or  at  the  entrance  of  tunnels,  where  it  maybe  convenient 
to  suddenly  change  the  direction.  For  the  usual  deviations  a  large 
pulley  is  used  of  the  type  of  1.40  or  2  meters,  furnished  with  notches 
on  the  upper  face  (Fig.  83).  This  solution  is  derived  from  that  of 
the  two  vertical  pulleys. 


FiGB.  81  and  82.— Cable  towage.  Elevation  and  plan  of  a  double  pulley  for  a  concave  angle.  Tbe 
cable  comes  on  to  the  upper  pulley  and  passes  to  the  lower. 

The  principle  of  the  two  pulleys  is  very  elastic.  We  may,  for 
instance,  take  both  pulleys  inclined,  or  one  vertical  and  the  other 
inclined.  Then  we  may  arrange  so  that  the  first  shall  be  an  ordinary 
pulley  0.60  meter,  and  there  remains  only  one  large  pulley.  But  the 
inclination  of  the  latter,  its  direction  relatively  to  that  of  the  cable 
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as  it  comes  on  and  goes  off,  and  tlie  length  and  width  of  the  notches, 
should  be  determined  with  the  most  perfect  precision  by  certain 
rules  which  have  been  established  by  theory  and  experiment. 

(Ill)  Method  of  attaching  the  boats  to  the  cable. — The  towrope  can 
not  be  made  fast  directly  to  the  cable,  because  the  latter  being  sub- 
jected to  constant  twisting  motions 
would  cause  the  former  to  twist  around 
it,  thereby  losing  considerable  of  its 
length,  and  rendering  its  detachment 
impossible  during  the  journey.  This 
detachment  should  be  capable  of  being 
instantly  done  in  case  of  an  accident,  or 
when  the  boat  is  to  be  stopped.  For 
this  reason  cable-road  grips  are  inap- 
plicable ;  hence  pairs  of  rings  are  placed 
at  intervals  on  the  cable  (Fig.  80).  One 
ring  serves  as  a  fixed  axis  of  rotation  to 
the  other  ring  which  is  movable  about 
the  cable.  The  latter  ring  has  two  bear- 
ings around  which  the  U-shaped  shackle  turns.  This  shackle  may 
therefore  have  two  rotations,  one  around  the  cable  and  the  other 
around  an  axis  perpendicular  to  it. 


Fio.  88.— Single  pulley  for  coocave 
angles. 


Fioe.  84  and  85.— Eleyation  and  section  of  the  hooking  on  and  casUng  off  grip,. 


The  grip  attached  to  the  towrope  consists  of  a  hollow  cylinder  c 
c  c  c,  in  which  the  piston  G  G  G  moves;  the  piston  rod  p  q  passing 
through  the  bottom  of  the  cylinder;  one  end  of  a  spiral  spring  sur- 
rounding the  rod  p  q  rests  against  the  bottom  of  the  cylinder  Q  Q, 
and  the  other  against  the  piston. 
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A  frame  P  Q  is  placed  in  a  diametral  plane  of  the  cylinder  and 
attached  to  it;  it  carries  a  finger,  D,  movable  around  an  axle;  the  end 
of  the  finger  fits  into  a  cylindrical  cavity  in  the  piston  G  G.  If  D  is 
put  in  the  cavity  it  is  caught  there.  If  the  rod  p  is  pulled  the  piston 
follows  it,  compressing  the  spring;  the  finger  D  then  becomes  free  to 
turn  on  its  axis. 

The  end  of  the  towrope  on  the  boat  is  permanently  attached  by  a 
ring  to  P.  One  extremity  of  the  grip  cord  is  on  the  boat  and  the 
other  permanently  attached  to  p  (Fig.  86). 

The  cord  is  for  releasing  the  finger  around  which  the  bight  of  a 
leash  is  placed;  this  leash  passes  through  the  ring  on  the  cable,  and 
is  permanently  fastened  to  the  grip  at  Q.  By  pulling  on  the  cord, 
the  finger  is  released,  and  the  leash  slips  out  of  the  ring  on  the  cable. 

Finally,  the  end  of  a  rope  8  or  10  meters  long  and  from  0.015  to  0.018 
meter  in  diameter  which  may  be  called  the  leash,  is  permanently  at- 
tached at  Q.    The  other  extremity  is  free,  and  terminated  by  an  eye. 

To  hook  on  a  boat,  the  grip  lying  on  the  towpath,  the  finger  D 
free,  a  man  takes  the  free  end  of  the  leash  and  awaits  the  arrival  of 


Fio.  86.— The  grip  with  the  towrope  fastened  to  one  end  by  the  ring  P. 


the  shackle  A  (Fig.  82),  and  passing  the  leash  through  the  shackle 
he  slips  the  ring  on  its  free  end  on  to  the  finger  D  which  he  makes 
fast,  so  that  the  grip  is  arranged  as  in  Fig.  86.  A  is  the  towrope, 
and  T  the  leash,  going  through  the  cable  shackle.  This  done  he 
returns  to  the  boat  which  he  has  plenty  of  time  to  reach  before  the 
towrope  tightens.  If  he  wishes  to  stop,  he  attaches  the  grip  cord 
to  the  boat  and  slackens  the  towrope,  then  all  the  pull  coming  on 
the  grip  cord  the  spring  is  compressed,  the  finger  becomes  free, 
and  with  it  the  leash.  To  let  go  slowly  it  suffices  to  slacken 
the  rope  on  a  bitt.  But  it  is  more  convenient  to  have  a  wind- 
lass with  a  brake  under  the  steersman's  foot;  the  brake  lever  is 
so  arranged  that  he  has  only  to  press  his  foot  down  to  tighten, 
and  to  let  it  go  to  loosen.  Thus  the  steersman,  without  quitting  his 
place,  by  a  slight  motion  of  his  foot  upon  the  brake  casts  oft  from 
the  cable.  To  slacken  speed  when  in  motion,  the  towrope  is  slack- 
ened, but  can  be  hauled  in  again  by  the  windlass.  The  windlass  is 
especially  useful  for  this  purpose. 

Thus  the  slight  slowings  made  necessary  by  meeting  other  boats, 
or  passing  under  bridges,  are  immediately  made  up  and  the  journey 
is  made  with  mathematical  regularity. 
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(112)  Method  of  circuits. — In  an  extended  application,  the  circuits 
may  cover  without  difficulty  a  distance  of  from  15  to  18  kilometers, 
and  as  the  two  machines  driving  two  consecutive  circuits  may  be 
united,  it  follows  that  the  machines  may  be  from  30  to  36  kilometers 
apart. 

The  machines  thus  placed,  two  and  two  in  the  same  shed,  can 
mutually  help  each  other  in  case  of  accident  to  either.  Continuous 
towage  can  go  on  with  slightly  diminished  velocity,  it  is  true,  but 
with  no  stoppage. 

The  power  used  depends  on  the  velocity  desired.  With  a  velocity 
of  0.70  meter  per  second,  the  velocity  of  horse  towage,  it  requires 
only  two  horse  power  to  draw  a  barge  loaded  with  350  tons,  and  one 
horse  power  for  lighter  loads. 

If  we  adopt  the  velocity  of  one  meter  per  second,  we  must  multi- 
ply these  figures  by  2.25.  One-half  a  horse  power  per  kilometer 
should  be  added  for  power  consumed  by  the  unloaded  cable.  Under 
these  conditions  for  a  traffic  of  1,000,000  tons  per  year,  with  a  velocity 
of  one  meter  per  second,  two  machines  of  from  45  to  50  horse  power 
would  be  required  for  each  distance  of  thirty  kilometers. 

(113)  The  cost  of  the  plant  depends  on  the  dimensions  of  the 
barges,  their  number  and  velocity. 

Assuming  the  largest  barges  38.50  meters,  with  a  velocity  of  one 
meter  per  second,  and  a  traffic  of  1,000,000  tons  per  year,  we  may 
estimate  the  cost  of  the  plant  at  17  francs  per  running  meter. 

The  cost  per  meter  of  working,  under  the  severest  conditions,  and 
including  a  sinking  fund  for  the  capital,  and  the  cost  of  renewing 
the  cable  not  exceeding  3.18  francs,  the  expense  of  traction  is  0.003 
francs  per  ton  per  kilometer,  if  we  have  a  traffic  of  1,000,000  tons; 
it  descends  to  0.0012,  if  the  traffic  amounts  to  2,500,000  or  3,000,000 
tons. 

This  system  has  been  devised  and  applied  between  Paris  and  Join- 
ville  by  M.  Maurice  L^vy,  chief  engineer  of  roads  and  bridges. 

A  system  of  cable  towage  differing  from  the  one  above  described, 
invented  by  M.  Oriville,  is  on  trial  on  the  Saint  Quentin  Canal,  at 
Tergniers. 

Chapter  XI.— Towage  by  a  submerged  chain,  with  a  fire- 
less  ENGINE. 

(114)  The  summit  level  at  Mauvages  lies  between  the  two  slopes 
of  the  Marne  and  the  Meuse ;  its  length  is  9,205  meters  of  which  4,877 
are  in  a  tunnel. 

The  tunnel  consists  of  a  full  central  arch  7.80  meters  in  diameter, 
one  side  of  which  is  continued  by  a  curved  lateral  wall;  on  the  other 
side  is  the  towpath,  1.40  meters  wide,  protected  by  a  stone  revetment. 
The  bottom  is  about  6  meters  wide.    The  pool  is  fed  at  low  water 
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from  the  Oruain,  25,000  cubic  meters  per  day,  and  by  a  set  of  pump- 
ing engines  at  Vacon,  furnishing  40,000  cubic  meters,  making  in  all 
65,000  cubic  meters  per  day. 

(115)  A  system  of  chain  towage  has  recently  been  established  here 
with  towboats  driven  by  the  Francq-Lamb  system  capable  of  work- 
ing without  smoke.  The  Francq-Lamb  system,  the  invention  of 
Lamb  and  improved  by  Francq,  as  it  is  generally  employed  on  tram- 
ways, consists  in  using  steam  produced  from  water  at  a  high  tem- 
perature contained  in  a  reservoir  fed  at  some  point  on  the  road  from 
a  fixed  source  of  supply.  It  includes,  independently  of  the  locomo- 
tive, a  stationary  boiler,  with  a  reservoir  of  superheated  steam  which 
may  be  used  at  starting,  or  at  some  point  on  the  road,  to  feed  the  fire- 
less  locomotive.  This  system  thus  avoids  filling  the  tunnels  with 
smoke,  which  would  be  a  serious  inconvenience. 

At  the  same  time  the  system  has  been  modified  by  placing  the  steam 
boilers  as  well  as  the  reservoirs  on  board  the  towboat.  This  arrange- 
ment, would  not  be  thought  of  for  a  locomotive,  but  it  presents  no 
difficulty  on  a  boat,  as  it  only  occupies  14  or  15  cubic  meters  of  space, 
and  the  additional  weight  is  unimportant. 

(116)  Description  of  the  boats  (Figs.  87  and  88,  A,  B,  D).— At 
the  bow  and  on  the  stern  are  two  guide  pulleys  for  the  chain.  Two 
boilers,  C,  with  safety  appliances,  rated  for  17  kilograms  of  eflfeotive 
pressure.  Abaft  the  engine  are  the  receivers  for  the  superheated 
water,  by  which  the  engine  is  driven,  when  the  boat  is  in  the  tunnel. 
Above  the  engine  are  the  drums  around  which  the  chain  piisses. 

Fig.  88  shows  the  plan,  and  Figs.  A,  B,  and  D  the  cross  sections 
through  the  receivers,  through  the  engine  and  chain  drum,  and 
through  the  boilers. 

Each  of  the  two  towboats  is  29  meters  long,  4.65  meters  wide,  and 
2.30  meters  deep.  The  hull  is  of  steel  plate;  its  draught  is  1.10  me- 
ters including  coal  and  water  for  a  trip  of  9  kilometers  each  way. 

The  engine  is  placed  in  the  middle  of  the  boat;  at  one  end  are  the 
boilers  and  at  the  other  the  receptacles  for  the  superheated  water. 
The  effective  power  of  the  engine,  measured  on  the  first  towrope,  is 
18  horses.  It  is  a  compound  condensing  engine  with  two  inclined 
cylinders  furnished  with  reversing  gear. 

There  are  two  tubular  boilers  registered  for  17  kilograms  effec- 
tive pressure;  each  of  these  is  surmounted  by  a  long  horizontal 
steam  cliamber  united  to  it  by  large  openings;  'the  water  level  rises 
just  into  these  chambers  which  carry  all  the  safety  apparatus.  On 
the  other  side  of  the  engine  are  the  superheated  water  receivers 
which,  with  the  generators,  furnish  the  steam  requisite  tor  work- 
ing the  boat  through  the  tunnel.  They  are  steel  cylinders  sur- 
mounted by  a  dome  and  "communicate  with  the  generators  by  a 
steam  pipe  and  cock  united  to  the  interior  of  the  reservoir  with  a 
perforated  pipe  for  heating  the  water. 
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Before  it  is  sent  to  the  cylinders  the  steam  in  the  receivers  is 
brought  to  the  usual  pressure  of  6  or  6  kilograms.    The  reser- 


voir for  the  expanded  steam  is  placed  in  the  interior  of  the  receptacle 
for  the  superheated  water,  thus  always  affording  very  dry  steam  for 
the  cylinders. 
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The  expansion  apparatus  (for  regulating  the  pressure  of  the  steam 
to  be  admitted  into  the  cylinders)  is  moved  by  a  working  beam  act- 
ing on  an  adjustable  lever  and  completely  regulating  the  use  of  the 
expanded  steam. 

The  mechanism  employed  is  exactly  that  used  in  the  Francq  loco- 
motives, except  that  the  generators  are  carried  by  the  boat  instead 
of  being  stationary. 

(117)  Daily  trips  of  the  boats, — Every  day  one  of  the  two  tow- 
boats  makes  a  trip.  Its  speed  is  2  kilometers  per  hour;  in  the  tun- 
nel it  is  reduced  to  1,500  meters,  and  often  1,2(X)  meters  per  hour. 

Starting  at  7  o'clock  in  the  morning,  with  a  pressure  of  5  or  6 
kilograms,  it  goes  an  hour  in  the  open  canal,  during  which  the 
pressure  augments  to  10  or  12  kilograms,  and  even  16  or  17  when* 
the  load  is  very  heavy.  During  the  passaige  through  the  tunnel, 
which  is  about  4  hours,  the  lire  is  allowed  to  fall,  and  the  boat  is 
driven  only  by  the  steam  in  the  receivers.  On  coming  out  of  the 
tunnel  the  pressure  has  fallen  to  4  or  6  kilograms,  which  is  suf- 
ficient to  finish  the  journey  in  the  open  canal,  which  usually  takes 
an  hour.  After  an  hour  for  rest  the  boat  returns  to  the  original 
starting  point. 

During  the  passage  through  the  tunnel  no  smoke  is  emitted,  so 
that  it  can  be  seen  through  from  one  end  to  the  other. 

The  boat  easily  tows  from  twenty  to  twenty-five  barges,  carry- 
ing 4,000  to  5,000  tons  of  useful  load,  with  the  effective  work  of  the 
engine  of  from  16  to  17  horse  power. 

The  coal  burned  with  a  file  of  sixteen  barges  attached  does  not 
exceed  3  kilograms  per  horse  power,  per  hour,  measured  on  the  tow- 
rope  of  the  first  barge. 

The  toll  has  been  fixed  at  0.005  franc  per  ton  per  kilometer. 
The  number  of  hands  employed  is  six — two  engineers,  two  stokers, 
and  two  sailors;  one  of  the  four  in  the  engine  room  takes  a  day  off 
to  rest  or  work  in  the  repair  shop. 

(118)  Cost. — The  total  cost  is  as  follows: 


Francs, 

First  towboat   120,000 

Second  towboat   148,000 

Chain   49,000 

Sundries   ©3,000 


Total   875,000 


The  cost  of  working  is  about  20,000  francs,  which  is  largely  cov- 
ered by  the  tolls,  which  amount  to  about  24,000  francs  derived  from 
a  traffic  of  600,000  tons  per  year. 

The  plans  were  prepared  under  the  direction  of  the  general  in- 
spector, Fr^cot,  by  M.  Holtz,  chief  engineer. 
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Chapter  XII.— System  for  supplying  the  canal  from  the 
Marne  to  the  Rhine  and  the  Eastern  Canal. 

(119)  Two  important  groups  of  pumps  serve  to  supply  the  canal 
from  the  Marne  to  the  Rhine  and  the  Eastern  Canal,  in  that  portion 
between  Toul  and  Mauvages,  the  sununit  level  of  the  first  canal. 
These  establishments  are  those  of  Valcourt,  Pierre-la  Treiche,  and 
Vacon. 

(120)  The  establishments  of  Valcourt  and  Pierre-la  Treiche  are  sit- 
uated on  the  Moselle,  near  Toul;  they  use  the  falls  of  the  dams  con- 
structed for  the  canalization  of  that  river,  and  serve  to  supply,  during 
the  dry  season,  the  great  pool,  Pagny-sur-Meuse,  of  the  canal  from 
the  Marne  to  the  Rhine,  where  the  north  branch  of  the  Eastern 
Canal  takes  its  rise. 

Each  establishment  comprises  two  Fontaine  turbines,  each  driving 
three  horizontal  pumps.  The  connection  between  the  turbines  and 
pumps  is  made  direct  by  cranks  on  the  hollow  shafts  of  the  mcrtors 
to  which  the  connecting  rods  of  the  pumps  are  attached.  (Figs.  89 
and  90.) 

The  six  pumps  of  each  establishment  send  their  water  to  a  single 
air  reservoir  from  which  the  main  conduit  issues. 
The  data  applicable  to  these  establishments  are  as  follows: 


Height  of 
the  f aU. 

Water  per  second. 

Power. 

Min. 

Max. 

Mhi. 

Max. 

Meters. 
4  00 
S.60 

Cu.  m. 
8.86 
6.60 

Cu.  m. 
6.00 
8.126 

H.P. 
178 
217 

H  P. 
820 

270 

The  heights  to  which  the  water  is  raised  are  40.66  meters  and 


40.20  meters. 
(121)  Cost— 

Francs. 

Mach'ne  and  workshop  appliances   274, 600. 00 

Cost  of  laying  the  cast-iron  pipes,  including  the  cost  of  the  pipes 

themselves   248, 178. 38 

Pump  houses,  land,  etc   569, 192. 28 

Other  expenses   542, 297. 75 

Total   1,684,262.81 


These  machines  annually  raise  5,000,000  cubic  meters  of  water. 
Allowing  6  per  cent  as  interest  and  sinking  fund,  we  find  0.48  franc 
as  the  cost  of  raising  annually  1,000  cubic  meters  of  water  1  meter. 
The  annual  expenses  of  working  100  days,  and  repairs,  are  20,000 
francs;  that  is,  for  1,000  cubic  meters  raised  1  meter,  0.10  franc;  if 
we  add  to  this  the  cost  of  the  establishment,  0.48  franc,  given  above, 
we  shall  find  the  total  cost  (0.58  franc)  of  raising  1,000  cubic  meters 
1  meter. 
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(122)  Establishment  at  Vacon. — The  other  establishment,  at  Vacon, 
consists  of  five  boilers,  two  horizontal  steam  engines,  and  two  hori- 
zontal piston  plunger  pumps,  raising  40,000  cubic  meters  per  day  a 
height  of  37  meters.    The  cost  of  the  establishment  was  1,250,000 


francs.  Making  the  same  calculations  as  before,  we  find  the  total 
cost  of  raising  1,000  cubic  meters  of  water  1  meter  by  steam  power 
to  be  0.93  franc.    The  two  sets  of  works  were  erected  under  the  di- 
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rection  of  Inspector-General  Fr^cot  by  Messrs.  Poincar^,  Holtz, 
Bizalion,  and  Thoux,  chief  engineers,  and  M.  Picard,  assistant 
engineer. 
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Chapter  XIII.— Oscillating  bridge  over  the  Dames  Canal 

Lock. 

(123)  A  very  common  arrangement  in  canals  consists  in  placing  a 
permanent  bridge  on  the  lower'  end  of  a  lock,  using  the  tail  walls  as 
abutments. 

This  arrangement,  though  economical  in  construction,  is  an  obsta- 
cle in  working,  especially  in  ascending,  by  obliging  the  driver  to 
untackle,  that  is,  to  suspend  the  traction  precisely  at  the  moment 
when  the  traction  should  be  greatest  to  overcome  the  resistances  to 
the  boat's  entrance  to  the  lock. 

To  remedy  this  difficulty  a  new  type  of  movable  bridges  has  been 
introduced,  called  an  oscillating  bridge.  One  of  these  has  lately 
been  built  over  the  Dames  Lock  on  the  Nivernais  Canal,  which 
gives  great  satisfaction  to  the  boatmen. 

Fig.  91  shows  the  principle  of  the 
I  bridge;  the  hatched  edges  are  sec- 

M^gggg^gm —  ■>  tions  of  the  bridge  abutments ;  A  B 

i  jhimMm         is  the  iron  roadway  movable  around 

8  P  a  horizontal  axle  O,  placed  a  few 

Fio.  91-Diagram  of  tbe  bascule  bridge,  centimeters  back  from  the  abutment 
face  (on  the  side  opposite  the  towpath),  and  divided  by  this  axle  into 
two  unequal  parts  O  A  and  O  B,  the  first  about  double  the  second. 
When  the  roadway  is  in  its  normal  position  the  extremity  A  rests  on 
the  abutment  on  the  towpath  side,  while  the  other  is  held  on  a  level 
with  the  coping  by  a  particular  system  of  sliding  bolts.  This  abut- 
ment contains  a  little  depression,  so  that  the  roadway  may,  by  tip- 
ping, take  the  position  A'  B The  towrope  passing  between  A  and 
A'  obviates  the  necessity  of  untackling,  and  thus  renders  the  traction 
continuous.  An  oscillation  in  the  contrary  direction  brings  back 
the  roadway  to  its  normal  position,  A  B.  The  roadway  has  a  fixed 
and  a  movable  counterpoise,  and  when  these  are  properly  adjusted 
and  the  sliding  bolts  pulled  out  by  means  of  a  lever  arranged  for  the 
purpose  the  bridge  is  opened  by  the  weight  of  a  man  at  B,  and  by 
his  weight  at  A  closed  and  locked  by  the  sliding  bolts. 

This  system  is  due  to  M.  B  de  Mas,  chief  engineer  of  roads  and 
bridges. 

Chapter  XIV. — Balanced  gates  on  the  Rhone  and  Cettb 

Canal. 

(124)  The  Rhone  and  Cette  Canal  crosses  the  Lez  River  through  a 
circular  basin  50  meters  in  diameter,  1,500  meters  from  the  mouth 
of  the  river  in  the  Mediterranean. 

Until  1886  the  two  branches  of  the  canal,  one  the  prolongation  of 
the  other  through  the  basin,  were  terminated  by  two  openings 
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reduced  to  6.60  meters  in  width,  called  semi-locks,  which  were  closed 
with  a  plank  dam  during  the  time  of  freshets  in  the  river.  These 
freshets,  though  short  and  infrequent,  could  not  be  foreseen ;  they 
came  frequently  at  night. 

The  closing  of  the  canal  required  a  number  of  hands,  which  were 
not  easily  obtained  at  a  short  notice,  and  the  work  took  from  three 
to  four  hours  for  each  opening.  If  the  openings  were  not  closed  in 
time  large  quantities  of  silt  were  deposited,  which  on  some  occa- 
sions have  interrupted  the  traffic  for  a  month.  The  annual  amount 
of  dredging  exceeded  12,000  cubic  meters,  costing  more  than  15,000 
francs  per  year  on  account  of  the  insufficient  method  of  closing  the 
openings. 

To  the  effect  of  the  river  must  be  added  that  of  the  sea.  The 
water,  driven  in  by  gales  of  wind,  is  forced  up  the  river  like  a  tide, 
and,  spreading  through  the  openings  into  the  canal,  leaves  additional 
masses  of  sand  to  be  dredged  out. 

The  frequency  of  these  storms,  together  with  the  impossibility  of 
keeping  the  openings  closed,  on  account  of  the  traffic,  has  led  to  the 
adoption  of  balanced  gates  of  a  new  type  at  the  river  crossing. 

(125)  The  programme  was  as  follows :  To  construct  at  each  open- 
ing a  cheap  work,  utilizing  the  existing  masonry  walls  and  fulfilling 
the  following  conditions : 

First.  The  openings  must  be  closed  at  any  height  of  the  water  by 
one  man  in  a  very  short  time. 

Second.  They  must  be  able  to  be  opened  under  a  head  of  from 
0.50  to  0.75  meter  by  two  men  in  a  few  minutes. 

Third.  The  vertical  section  of  the  space  to  be  closed  is  7.65  meters 
wide  by  3.60  meters  high ;  the  maximum  head  of  water  from  a 
freshet  to  be  1  meter. 

Fourth.  In  the  normal  condition  there  must  be  a  free  passage 
the  whole  width,  6.60  meters,  of  the  opening,  a  draught  of  2.40  me- 
ters, and  a  vertical  opening  from  3.80  to  3.90  meters  above  the  water 
line. 

Fifth.  A  final  condition  for  the  preservation  of  the  work  was  that 
nearly  all  the  pieces  of  metal  or  wood,  and  the  mechanical  appli- 
ances, should  be  normally  out  of  water,  and  that  when  immersed 
they  should  spontaneously  emerge,  both  for  inspection  and  repair. 

(126)  Description  of  the  gates. — The  work  consists  of  a  cylindrical 
sluice  turning  about  a  horizontal  axle  with  little  friction.  This  cylin- 
der has  a  radius  of  3.80  meters  and  consists  of  a  plate-iron  skin  0.008 
meter  thick,  7.65  meters  wide,  with  a  developed  length  of  4.20  meters 
along  its  right  section.  It  is  riveted  on  four  horizontal  double  T 
flanges  1.05  meters  apart.  The  whole  is  braced  internally  by  special 
irons.  The  end  generatrices  of  the  skin  are  strengthened  by  lon- 
gitudinal angle  irons ;  the  one  intended  to  strike  against  a  hurter  in 
the  flooring  serves,  besides,  to  increase  the  surface  of  contact. 
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The  sluice  thus  constructed  is  supported  at  each  end  by  a  number 
of  iron  double  T  arms  coming  together  in  each  side  of  the  opening 
in  the  hollow  quoin  prepared  in  the  masonry  for  the  axle,  to  which 
they  are  united  by  a  cast-iron  hub.  These  arms,  four  in  number  on 
each  side,  are  united  at  right  angles  to  the  corresponding  flanges. 
The  junction  of  the  arms  with  the  outer  skin  and  flanges  is  com- 
pleted by  an  iron  plate  cut  in  in  the  form  of  the  segment  of  a  circle 
and  riveted  flat  upon  the  arms,  and  edgewise  on  the  projecting  skin, 
by  means  of  a  curved  angle  iron. 

The  wrought-iron  axles,  0.25  meter  in  diameter,  are  inserted  1 
meter  above  low  water  into  cast-iron  hubs,  and  each  one  rests  on  two 
pillow  blocks,  one,  the  bearing  pillow  block,  close  to  the  masonry, 
the  other  2.50  meters  behind.  These  axles  are  perpendicular  to  the 
chamber  walls. 


Fio.  92.  Segmental  balance  gate  at  Crote^e-du-LeE. 


To  balance  the  gate  around  its  axle,  a  cast-iron  segment  of  a  rim 
is  placed  on  each  side  opposite  the  sluice,  its  weight  being  accurately 
calculated.  Each  counterpoise  is  united  to  the  hub  by  two  arms  in 
line  with  those  connecting  the  edges  of  the  sluice.  This  arrange- 
ment balances  the  structure  if  it  is  completely  immersed  in  air  or 
water.  In  reality,  part  must  be  in  and  part  out  of  water.  At  the 
moment  when  the  lower  side  of  the  sluice  enters  the  water,  and 
where  the  counterpoise  emerges,  there  is  produced,  in  virtue  of  the 
Archimedean  principle,  a  thrust  on  one  side  and  a  diminution  of  thrust 
on  the  other,  the  moments  of  which  add  and  constitute  a  consid- 
erable resistance  to  the  motion,  attaining  as  a  maximum  5,000  or 
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6,000  kilograms  at  the  distance  of  1  meter.  This  eflfort,  eight  or  ten 
times  the  passive  resistance  of  friction,  would  destroy  the  advantages 
of  the  system.  The  following  simple  arrangement  removes  the 
whole  difficulty.  The  additional  resisting  moment  due  to  the  up- 
ward pressure  of  the  water  at  any  instant  will  evidently  be  annulled, 
if  an  equal  and  upward  thrust  is  produced  symmetric  with  the  axis 
of  rotation;  the  total  resultant  will  pass  through  the  axis  and  tend  to 
lift  it,  and  thereby  diminish  the  friction. 

A  wooden  rim  completing  that  formed  by  the  counterpoise  and 
the  sluice,  calculated  so  that  the  moment  of  its  volume  per  unit  of 
angle  shall  be  equal  to  the  mean  moment  of  the  sluice,  including  the 
arms,  etc.,  solves  mathematically  the  case  of  the  plane  of  flotation 
passing  through  the  axis,  and  approximately  for  the  case  of  any 
plane  of  flotation.* 

Each  portion  of  the  wooden  crown,  formed  of  two  segments  of  one- 
sixth  of  the  circumference,  is  united  at  one  end  to  one  of  the  outside 
arms  of  the  sluice;  and  at  the  other  end  to  an  arm  of  the  counter- 
poise. It  is  strengthened  in  the  middle  by  another  double  T  arni 
fixed  to  the  hub  perpendicular  to  the  mean  radius  of  the  sluice. 

Iron  hanging  ties,  strongly  stretched,  complete  the  connection  and 
give  great  stiffness  to  the  wheels  thus  formed,  which  are  contained 
in  the  hollow  quoins  and  thus  protected  from  the  shock  of  the 
barges. 

With  a  view  of  rendering  the  closing  of  the  sluice  easier  than  the 
opening,  the  theoretical  equilibrium  has  been  voluntarily  broken, 
by  hollowing  those  ends  of  each  counterpoise  which  emerge  first 
during  the  closing. 

Finally,  the  intermediate  arms  sustaining  the  wooden  crowns, 
which  are  horizontal  iu  their  normal  position,  can  be  fastened  on 
the  upstream  end  by  movable  wooden  wedges,  and  on  the  down- 
stream side,  by  strong  wrought-iron  bolts  so  as  to  prevent  the  gate 
from  being  accidentally  displaced.  In  closing,  the  cylindrical  sluice 
strikes  its  lower  edge  against  an  oak  hurter  2.10  meters  below  low- 
water  mark,  and  the  upper  edge  is  at  1.50  meters  above  that  limit. 

(127)  The  opening  and  closing  are  easily  effected  by  means  of  two  • 
chains  passing  around  a  groove  in  the  rim  of  the  wooden  crowns 
and  counterpoises  and  pulled  in  one  direction  or  the  reverse  by 
means  of  chain  pulleys  worked  by  windlasses.  Generally  the  wind- 
lasses are  thrown  out  of  gear.  To  start  the  gate,  the  wedges  are  re- 
moved, the  bolts  opened,  and  one  of  the  windlasses  is  put  in  gear 
and  worked  jby  one  man,  who  makes  the  opening  in  forty  or  sixty 
seconds  ;  to  open  the  gate  under  a  head  of  0.50  or  0.75  meter,  both 
windlasses  are  used,  and  two  men,  one  on  each  side,  effect  the  opera- 
tion in  five  or  six  minutes. 

*  This  ring  being  there  for  the  sake  of  its  volume,  and  not  for  weight  or  strength, 
the  use  of  wood  is  naturally  indicated. 
H.  Ex.  410— VOL  III  41 
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This  apparatus  solves  completely  the  problem,  and  assures  rapid 
opening  and  closing  of  the  two  openings  in  times  of  freshet  or  high 
tide.  Although  recently  established,  there  has  been  considerable 
diminution  in  the  silting,  and  in  the  interruptions  in  the  traflSc. 
These  interruptions  were  formerly  for  several  consecutive  days  per 
year,  now,  they  amount  to  a  few  hours  for  each  freshet,  and  general- 
ly the  boats  can  pass  notwithstanding  .an  ordinary  freshet.  The 
solution  is  therefore  perfectly  satisfactory. 

(128)  Cost — The  iron  frame-work  of  the  two  gates  with  their 
accessories,  hurters,  windlasses,  etc.,  including  the  cost  of  setting 
up,  amounted  to  27,295.54  francs.  It  was  begun  in  1885  and  finished 
in  1887. 

The  plan  was  made,  and  the  work  executed  by  M.  Guibal,  engi- 
neer, under  the  direction  of  MM.  Delon  and  Lenth^ric,  successive 
chief  engineers. 

Chapter  XV.— Braye-en-Laonnois  Tunnel. 

(129)  An  example  of  the  use  of  compressed  air  in  tunnel  construc- 
tion.— The  canal  between  the  Oise  and  the  Aisne  passes  through  the 
ridge  separating  the  basins  of  these  two  rivers,  by  a  tunnel  2,360 
meters  long,  the  bottom  being  at  a  distance  of  122  meters  below  the 
highest  point. 

The  geological  formation  is  that  portion  of  the  Tertiary  known 
as  the  Eocene,  and  the  stratum  the  Suessonian.  This  Suessonian 
stratum  is  made  up  of  a  layer  of  plastic  clay  between  two  layers  of 
sand,  viz,  the  Soissonnais  above  and  the  Bracheux  below.  Above  the 
Soissonnais  sand  comes  the  Paris  chalk  which  constitutes  the  ridge. 

The  tunnel  is  driven  through  the  lower  layers  of  the  Suessonian; 
but  near  the  head  on  the  Oise  slope  the  layers  form  a  pocket,  the 
point  of  which,  300  meters  from  the  head,  penetrates  the  crown  of 
the  tunnel  for  a  distance  of  0.30  meter  into  the  layer  of  Tertiary 
Soissonnais  sand.  The  water  filtering  through  the  upper  sands  ac- 
cumulates upon  the  layer  of  clay,  and  at  the  beginning  of  the  work 
filled  the  ground  for  a  height  of  15  or  16  meters,  and  rendered  these 
sands,  which  are  very  fine,  liquid.  Also,  the  water  soaked  into  the 
upper  part  of  the  layer  of  plastic  clay,  which,  besides  the  imperme- 
able clay  beds,  contained  permeable  beds  of  lignites  and  agglomera- 
tions of  shells. 

In  these  formations  on  the  Oise  slope  the  driving  of  the  tunnel 
presented  the  greatest  difficulties,  increasing  as  the  thickness  of  the 
clay  roof,  which  served  as  a  protection  against  the  fluid  sand,  dimin- 
ished. At  each  instant  thin  layers  of  clay,  intercalated  between  the 
lignites  and  the  shell  agglomerates,  kept  breaking,  resulting  in  cav- 
ings  in  and  inpourings  of  sandy  mud,  stopping  the  work. 

(130)  Use  of  compressed  air. — To  remedy  this  state  of  things  it 
was  proposed  to  use  compressed  air,  and  the  plant  for  this  purpose 
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was  thus  set  up  near  the  head.  It  consists  of  seven  portable  engines 
of  2^  horse  power,  driving  eight  compressors,  which  furnish  to  the 
working  chamber,  every  24  hours,  50,000  cubic  meters  of  air  under 
a  pressure  of  1  kilogram  above  the  atmosphere. 


Fio.  98.— Oeolo^ical  secUon  of  the  range  of  hills  between  the  Oise  and  Aisne  valleys  through  the  axis 
of  the  tunnel.  The  upper  layer  is  miry  clay;  the  next  is  limestone  rock;  then  Soissonnais  sand 
down  to  the  dark  stratum;  the  curved  line,  marked  101,  denotes  the  water  level.  Below  the  sand 
is  a  stratum  of  dark  clay  containing  lignites,  which  ignited  when  the  water  was  driven  off.  Below 
this  is  a  stratum  of  compact  bine  clay,  and  just  in  a  pocket  projecting  down  into  the  tunnel  is  a 
mass  of  Soissonnais  sand.  Below  the  blue  clay  is  a  mass  of  Bracheux  sand.  The  portion  of  the 
tunnel  giving  the  greatest  difficulty  and  requiring  the  use  of  compressed  air  is  situated  between  135 
and  460  meters  from  the  head. 

In  front  of  the  machinery  building  a  series  of  reservoirs  was  set 
up  of  91  cubic  meters'  capacity,  with  the  air  at  a  pressure  of  from 
4  to  6  kilogrammes  (absolute  pressure)  which  served,  especially  in 
the  beginning,  to  drive  out  the  excavated  material,  as  will  be  ex- 
plained presently. 
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The  working  chamber  at  the  face  of  the  tunnel  was  formed  by  a 
masonry  wall,  perforated  by  air  locks  (Fig.  95)  giving  admittance 
to  and  exit  from  the  chamber. 


(131)  The  first  wall  or  dam  was  10  meters  thick  and  120.50  meters 
from  the  head ;  but  the  second,  which  was  at  187  meters  from  the 
head,  will  be  here  described,  as  it  was  an  improvement  on  the  first: 
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•  This  dam  was  formed  by  a  wall  6.70  meters  thick  above  and  8  me- 
ters below,  so  as  to  contain  the  lock  and  pieces  of  frame  work,  which 
had  to  project  into  the  working  chamber.  It  was  constructed  of 
bdton  held  by  masonry  walls.  Five  openings  were  made,  three 
below  and  two  above,  the  lower  ones  only  being  supplied  with  locks, 
the  upper  ones  being  closed  by  a  stone  wall. 


Fig.  06.  Fio.  96. 

Sections  of  the  air  lock. 

Fig.  96— A,  air-supply  pipe;  B,  pipe  enclosing  the  electric  wires;  C,  pipe  inclosing  the  telephone  wires; 
D,  pipe  for  discharging  the  excavation  spoil;  E,  drain  pipe;  F,  entrance  of  the  high-preesure  air  pipe, 
used  to  blow  out  the  excavation  spoU.  Fig.  96  is  the  section  through  the  broken  line  A  B.  The  lower 
cylinder  is  the  air  lock ;  the  curved  tube,  marked  F,  at  one  end  was  used  to  blow  out  the  excavation 
spoiL 

Each  lock  was  8  meters  long,  1.65  meters  wide,  and  2.20  meters 
high ;  it  was  provided  with  a  lining  consisting  of  wrought  iron  rings, 
with  India  rubber  washers,  bolted  together,  and  with  two  air  tight 
doors  closing  against  seats  faced  with  India  rubber,  one  opening 
from  the  outer  air  into  the  lock,  and  the  other  from  the  lock  into 
the  chamber;  the  latter  could  be  opened  from  within  the  lock  or 
from  the  working  chamber  by  means  of  a  double  set  of  levers  for 
that  purpose.  Above  each  door,  cocks  were  placed,  one  on  the  inte- 
rior and  one  on  the  exterior  of  the  lock,  for  the  introduction  or  escape 
of  the  compressed  air. 

(132)  Mode  of  removing  the  excavation  spoil. — The  lock  had  a 
small  railroad  track,  and  cars  could  be  carried  through  it;  four  pipes 
also  passed  through  it,  two  above  and  two  below.  These  pipes,  0.40 
meter  in  diameter  and  inclined  0.05  meter  per  meter,  ended  in  the 
working  chamber  by  an  upward  bend  into  which  the  spoil  was 
thrown.  Each  end  of  this  pipe  was  tightly  closed  by  a  stop  valve. 
The  exterior  valve  being  closed,  the  pipe  was  filled  from  the  interior, 
then  closing  the  interior  valve,  opening  the  exterior,  and  at  the 
same  time  opening  a  cock,  putting  the  curved  portion  of  the  pipe  in 
connection  with  the  pipe  bringing  air  from  the  reservoirs  at  a 
pressure  of  at  least  4  kilograms,  this  pressure  drove  out  the  spoil 
in  a  few  seconds.  The  exterior  valve  was  then  closed  and  the  opera- 
tion repeated. 
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Two  drain  pipes  0.35  meter  in  diameter  passed  through  the  lock 
on  the  floor;  they  had  cocks  which  served  for  the  drainage  of  the 
chamber,  the  water  being  driven  out  by  the.  compressed  air. 

Gramme  dyuamos,  driven  by  a  -15  horse-power  engine,  supplied 
the  Edison  lamps  for  lighting  ihe  chamber,  and  a  telephone  imited 
it  with  the  central  oflSce. 

Great  diflSculties  were  found  in  keeping  the  working  chamber 
tight.  The  compressed  air  forced  its  way  out  over  the  extrados  of 
the  arch,  between  the  masonry  and  the  earth,  along  poling  boards 
required  for  supporting  the  ground,  and  also  through  the  masonry 
joints.  It  was  only  by  building  a  masonry  buttress,  from  40  to  50 
centimeters  thick,  that  the  pressure  in  the  chamber  could  be  brought 
up  to  1.8  or  2  kilograms,  under  which  condition  the  arch  was  com- 
pleted, for  a  distance  of  200  meters  from  the  head,  at  the  rate  of  12 
or  15  meters  per  month. 

(133)  Accidents  by  fire. — In  August,  1884,  the  work  was  arrested 
by  an  accident  which  cost  the  lives  of  seventeen  workmen.  The 
compressed  air  had  penetrated  into  the  pyrites  lignites,  driven  off 
the  water,  and  oxidized  the  pyrites;  the  heat  thus  produced  had 
ignited  the  lignites,  and  the  gas  from  this  combustion  had  asphyx- 
iated the  victims. 

(134)  Accessory  constructions. — To  reestablish  access  to  the  lock 
another  issue  was  opened  for  the  products  of  the  gas  combustion,  by 
making  six  vertical  bore  holes,  starting  from  the  outside  and  carry- 
ing them  to  the  points  where  the  fire  was  most  active.  On  the  other 
hand,  the  finished  part  of  the  tunnel  was  ventilated  by  compressed 
air  carried  into  the  air  lock  and  allowed  to  escape.  After  awhile  the 
air  became  pure,  and  on  the  4th  of  October  the  ground  in  the  work- 
ing chamber  was  shored  up,  and  on  the  30th  the  forced  ventilation 
by  compressed  air  was  discontinued.  The  surface  water,  no  longer 
kept  back,  penetrated  to  the  seat  of  the  fire  and  extinguished  it; 
but  this  water  remained  hot  a  long  time;  six  months  after,  that 
which  trickled  through  had  a  temperature  of  30°  C.  It  was  at  this 
time  that  the  lock  was  transferred  from  120.50  to  187  meters  from 
the  head,  as  above  described. 

As  the  combustion  of  the  lignites  was  always  to  be  feared,  provi- 
sion was  made  for  securing  an  active  ventilation  through  the  whole 
of  the  open  tunnel,  by  sinking  a  shaft  a  little  on  one  side  and  con- 
necting it  with  the  crown  of  the  arch  by  a  short  inclined  drift  109 
meters  from  the  head.  This  shaft  was  closed  at  the  top  and  pro- 
vided with  a  Pelzer  fan  1.80  meters  in  diameter,  with  a  minimum 
exhausting  capacity  of  15  cubic  meters  per  second.    (See  Fig.  97). 

That  the  suction  of  the  fan  should  be  felt  in  front  of  the  lock  the 
tunnel  was  divided  into  two  unequal  parts  by  a  vertical  longitudinal 
wall  1.80  meters  from  the  right  wall  of  the  tunnel  surrounding  the 
ventilation  mouth,  and  prolonged  to  within  4  meters  of  the  lock. 
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The  work  with  compressed  air  was  recommenced,  but  it  was  very 
difficult  to  keep  up  the  pressure,  and  it  was  determined  to  interrupt 
the  construction  for  a  certain  length  and  begin  20  meters  farther  on, 
so  as  to  leave  a  massive  dam  of  unbroken  ground  between  the  old 
and  new  chamber.  For  this  purpose  both  compartments  of  the  old 
working  chamber  were  closed  by  masonry  walls. 

To  permit  the  continuation  of  the  work,  three  arched  galleries 
were  driven,  two  below  on  a  level  with  the  flooring,  and  one  above 


i   i   i  i      1  •  ?  >'^* 

Fio.  07.  —Method  adopted  for  ventUating  the  tuniiel. 

(Fig.  94),  but  the  upper  one  had  to  be  immediately  closed  on  accoimt 
of  leaks.  The  lower  galleries  being  driven  through  clay,  no  leaks 
were  perceived  after  they  had  been  lined  with  masonry,  one  for 
24.50  meters  and  the  other  for  10.25  meters  of  their  respective  lengths. 

The  pressure  went  up  as  the  work  advanced  from  2.3  to  2.4  kilo- 
grams with  two-thirds  of  the  motive  power,  and  this  was  the  normal 
pressure  used  in  completing  the  work.  In  this  way  the  driving 
of  the  lower  galleries  continued  until  the  bottom  of  the  pocket,  300 
meters  from  the  head,  had  been  passed,  then  they  turned  back 
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toward  the  head  and  constructed  the  arch  upon  the  abutments  built 
by  the  aid  of  the  lower  galleries.  This  step  was  successful,  and 
allowed  the  work  to  be  finished. 

Details  of  the  work. — While  the  lower  arched  galleries  were  being 
driven  the  lower  story  of  the  abutments  of  the  arch  between  the 
references  63.20  and  65.85  meters  was  built ;  then,  when  the  galleries 
were  recommenced,  by  means  of  timbering  they  constructed  in  the 
same  way  the  lower  story,  which  formed  one  of  the  side  walls  of  the 
gallery.  In  the  beginning,  the  other  wall  on  the  shaft  side  was 
simply  protected  with  poling  boards,  but  the  swelling  pf  the  clay  which 
broke  the  timbers,  reduced  the  section,  and  stopped  the  running  of 
the  cars,  obliged  them  to  build  on  this  side  a  wall  0.60  meter  thick, 
strengthened  by  spurs  1  meter  thick  and  1.50  meters  apart.  These 
little  walls  were  constructed  for  the  whole  length  of  the  lower  gal- 
leries. These  galleries  also  served  to  construct  another  story  of 
abutments  between  the  references  65.85  and  68.40  meters,  which  was 
built  by  means  of  a  gallery  driven  astride  the  lower  abutment;  see 
Fig  94,  section  KL.  The  communication  between  the  two  galleries 
was  made  by  the  space  between  the  timbering,  by  taking  out  the 
horizontal  shores  between  two  frames. 

This  upper  gallery  was  open  for  a  length  of  10  meters  at  a  time ; 
they  laid  the  masonry  abutments  at  one  end,  and  drove  the  gallery 
at  the  other,  changing  the  connecting  apertures  with  the  lower  gal- 
lery as  they  advanced.  As  soon  as  the  masonry  work  was  finished, 
they  filled  the  rest  of  the  gallery  with  blocks  of  dry  stone  so  as  to 
allow  no  space.  This  work  went  on  at  the  rate  of  1.50  meters  per 
day,  occasionally  interrupted  by  the  ignition  of  the  lignites.  When 
they  arrived  at  a  point  397  meters  from  the  head  a  rise  was  put  in, 
and  a  length  of  4  meters  of  the  arch  completed.  From  this  point 
the  work  was  carried  on  in  both  directions,  but  principally  toward 
the  Oise,  at  the  rate  of  12  meters  per  month. 

The  layer  of  fluid  sand  extended  0.50  meter  into  the  top  of  the 
upper  gallery,  but  it  had  become  so  dry  by  the  action  of  the  com- 
pressed air,  that  they  were  able  to  put  in  the  crown  packing  planks, 
one  at  a  time,  after  making  a  space  with  a  spade  and  driving  it  in 
with  a  mallet.  The  water  did  not  begin  to  run  until  these  planks 
were  put  in,  and  owing  to  the  opening  of  the  lower  galleries  its  level 
had  fallen  5  or  6  meters,  which  facilitated  the  work. 

While  the  work  of  finishing  the  arch  toward  the  Oise  continued, 
it  was  slowly  progressing  toward  the  Aisne.  On  the  25th  of  Septem- 
ber, 1888,  the  arch  having  been  completed  to  409.50  meters,  the  use 
of  compressed  air  was  discontinued  and,  on  account  of  the  rising  of 
the  beds  of  clay,  the  rest,  up  to  450  meters,  was  finished  without  it, 
by  taking  proper  precautions. 

(135)  Cost,— The  first  450  meters  of  the  tunnel  were  finished  iu 
October,  1888,  and  cost  6,720  francs  per  running  meter. 
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The  work  was  done  under  the  direction  of  M.  Boeswillwald,  chief 
engineer  of  roads  and  bridges,  and  M.  M.  Guillen  and  Pigache, 
assistant  engineers. 

Chapter  XVI.— Navigation  of  the  Seine  prom  Paris  to  the 

SEA. 

(136)  At  the  beginning  of  the  century  the  navigation  of  the  Lower 
Seine  was  often  interrupted  by  low  water  and  by  freshets.  Great  diffi- 
culties and  even  dangers  were  encountered  in  passing  the  bridges  and 
dams.  Ascending  only  by  horse  towage,  consuming  from  Rouen  to 
Paris  fifteen  days  for  ordinary  freight,  and  four  or  five  for  accelerated 
freight,  the  boats  were  rarely  able  to  be  loaded  to  their  full  depth, 
from  1. 80  to  2  meters.  The  cost  of  freight  was  16  francs  per  ton  from 
Rouen  to  Paris,  and  the  annual  traffic  did  not  exceed  77,000,000 
kilometric  tons. 

Without  undertaking  to  describe  the  improvements  made  in  the 
navigation  of  the  river  before  1878,  it  is  sufficient  to  say  that  with 
the  works  recently  constructed,  many  of  which  have  been  described 
in  detail,  the  river  between  Paris  and  Rouen  has  been  divided  into 
nine  reaches  by  the  construction  of  locks  and  dams,  with  a  minimum 
draught  of  water  of  3,20  meters,  and  no  difficulties  are  experienced 
either  from  low  water  or  the  passage  of  locks.  The  towpaths  are 
in  order,  but  they  have  been  abandoned,  the  transport  being  made  by 
steam,  either  by  freight  boats  or  towboats;  the  journey  is  made  by  the 
former  in  28  hours,  and  by  the  latter,  towing  a  convoy,  in  3  days. 
The  price  of  freight,  which  was  from  12  to  15  francs  per  ton  in  1840, 
10  to  12  in  1859,  8  to  9  in  1869,  is  now  from  4  to  5  ascending,  and 
from  2.75  to  3.50  francs  descending,  and  will  diminish  progressively 
as  new  boats  are  built  to  utilize  more  completely  the  improvements 
of  the  route. 

Indeed,  the  traffic*  since  the  completion  of  the  canalization,  has 
considerably  augmented.  ThQ  total  tonnage  between  Paris  and 
Rouen,  including  that  taken  on  the  way,  was  in  1881,  227,307,266  kilo- 
metric  tons,  and  in  1888  it  was  389,668,346. 

(137)  Cost — The  cost  of  the  works  of  canalization  amounts  to 
88,553,000  francs.  If  we  compare  this  total  expense  with  the  actual 
traffic  we  find  the  interest  at  5  per  cent  on  the  first  cost,  divided  by 

the  number  representing  this  traffic  to  be,       ^399       346  ~  ^'^^^ 

per  kilometric  ton,  and  it  is  certain  that  the  cost  of  freight  has 
diminished  very  much  more  than  that. 

All  the  works  constructed  from  1878  to  1888  were  directed  by  MM. 
de  Lagren^,  BouM,  and  Camerd,  chief  engineers. 

*  M.  Camere  pointed  out  to  the  author  a  new  steamer  of  600  tons  burden,  built 
for  the  coasting  trade,  just  returned  from  a  voyage  to  Spain. 
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Chapter  XVII— Embankment  works  for  the  improvement  op 

THE  TIDAL  SeINB. 

(13?)  The  object  of  the  improvement  of  the  tidal  Seine  is  to  facili- 
tate the  access  of  vessels  to  the  port  of  Rouen,  situated  125  kilometers 
from  the  sea.  Of  this  distance  half  required  improvementis  to  render 
it  navigable,  and  this  comprised  the  parts  between  La  Mailleraye 
and  the  sea  below  Honfleur.  The  breadth  of  the  river  bed  between 
La  Mailleraye  and  Villaquier  was  1,000  meters,  at  La  Vacquere  1,600 
meters,  at  Quillebeuf  3,000,  below  La  Roque  7,000,  and  above  Hon- 
fleur 10,000  meters  (Fig.  98). 

(138)  Depth  of  water, — This  vast  extent  of  water  was  filled  with 
banks  of  shifting  sand,  which  were  constantly  changing  place 
through  the  action  of  the  strong  currents  of  the  ebb  and  flow  of 
the  tide,  and  it  often  happened  that  in  the  course  of  a  few  days 
the  position  of  the  channel  would  be  shifted  from  one  side  of  the 
river  to  the  other.  The  depth  was  also  variable  and  insufficient. 
During  the  highest  tides  there  was  a  depth  of  4.30  meters  below 
Quillebeuf,  and  only  1.76  meters  at  high  neap  tides,  and  many  dan- 
gerous rocks  and  shoals  impeded  the  navigation  above  this  point. 
These  perils  encountered  at  intervals  of  the  voyage  were  considera- 
•bly  augmented  by  the  tidal  wave  or  bore,  and  vessels  were  stranded 
by  its  powerful  action  without  the  x)ossibility  of  receiving  assistance. 
Under  these  circumstances  the  navigation  was  confined  to  vessels 
of  from  100  to  200  tons  burden.  The  voyage  from  the  sea  up  to 
Rouen  occupied  four  days;  a  great  number  of  wrecks  marked  the 
route,  freights  between  the  sea  and  Rouen  rose  to  10  francs  per  ton, 
and  the  rate  of  insurance  was  one-half  per  cent. 

(139)  Improvements, — Such  was  the  state  of  things  in  1848,  when 
the  improvements  were  begun,  which  consisted  in  building  training 
walls,  sometimes  on  one  side,  sometimes  on  both  sides,  extending 
from  La  Mailleraye  to  the  mouth  of  the  Risle,  a  distance  of  43  kilo- 
meters. The  distance  between  the  training  walls  was  300  meters  at 
La  Mailleraye,  and  gradually  increased  to  500  at  the  Risle.  Tow- 
paths  were  built  between  La  Mailleraye  and  Rouen.  The  works 
were  finished  in  1867  and  cost  about  14,000,000  francs. 

These  training  walls  are  constructed  of  random  work  built  of 
blocks  of  chalk  taken  from  the  cliflfs  on  the  banks  of  the  river ;  some 
are  raised  above  the  level  of  the  highest  tides,  while  others  are 
capable  of  being  submerged,  so  that  they  may  have  less  influence 
in  promoting  the  accumulation  of  deposits.  High  walls  are  used 
on  the  right  bank  as  far  as  Tancarville,  and  on  the  left  as  far  as  La 
Roque.  Beyond  these  points  the  walls  are  low.  At  La  Roque  the 
top  of  the  wall  is  1.34  meters  above  low  water  at  neap  tides,  and 
2. 10  meters  above  low  water  at  the  spring  tides.  The  right  embank- 
ment is  0.46  meter  higher  than  the  left. 
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The  stones  from  the  neighboring  quarries  were  soft  and  subject  to 
the  action  of  frosts,  currents,  and  particularly  the  tidal  wave  or 
bore,  a  powerful  volume  of  water  preceding  the  flood  tide,  rushing 
up  the  river,  and  dashing  against  the  banks  with  great  violence; 
this  has  undermined  and  sometimes  destroyed  the  original  walls. 

(140)  New  improvements, — Very  extensive  repairs,  or  rather  re- 
constructions, which  are  yet  going  on,  were  necessary,  which  bring 
up  the  total  cost  of  the  walls  to  the  sum  of  28,000,000  francs  since 
the  beginning.  In  these  reconstructions  the  same  materials  are  em- 
ployed, but  to  protect  them  against  the  frost  and  the  bore  they  have 
been  covered  by  a  facing  0.25  meter  thick.  To  defend  the  base 
against  being  undermined  at  the  places  where  the  bore  is  violent,  a 
concrete  apron  was  built,  3  meters  wide  and  0.40  meter  thick,  secured 
with  piling  and  planking  on  its  outer  edge. 

The  cost  of  the  walls  thus  reconstructed  amounts  to  250  francs  per 
running  meter.  These  reconstructions,  begun  in  1880,  are  rapidly 
progressing,  and  already  from  25  .to  30  kilometers  are  finished ;  they 
were  indispensable  and  will  make  the  walls  last  a  long  time. 

(141)  AUuviaL  land. — Behind  the  training  walls,  and  in  parts  for- 
merly occupied  by  the  shifting  sands,  alluvial  meadows  have  been 
formed  to  an  extent  of  over  8,400  hectares  in  1880. 

They  are  divided  into  three  classes :  land  made  over  to  the  river- 
side proprietors ;  land  belonging  to  the  state,  and  land  in  the  course 
of  formation. 

First.  The  state  made  over  2,613  hectares  to  the  river-side  proprie- 
tors and  received  an  indemnity  of  1,398,200  francs. 

Second.  An  area  of  3,710  hectares  yields  a  profit  to  the  treasury 
every  year  by  rent  of  the  pasturage,  which  in  1878  amounted  to 
295,575  francs. 

Third.  An  area  of  2,077  hectares  is  in  the  course  of  formation. 

These  meadows  are  of  excellent  quality,  and  they  are  actually 
worth  4,000  francs  per  hectare.  When  all  the  alluvial  lands  now 
forming  are  definitely  constituted,  the  total  value  of  the  lands  thus 
reclaimed  will  be  33,600,000  francs.  Finally,  it  should  be  under- 
stood that  these  calculations  only  include  the  lands  above  the  actual 
limit  of  the  training  walls,  and  that  the  influence  of  these  works 
extends  a  long  distance  beyond  them  into  the  estuary. 

(142)  Results. — The  results  have  surpassed  all  anticipations.  The 
channel  has  become  fixed  and  deepened  between  the  walls  more  than 
2  meters,  so  that  vessels  of  2,000  tons  can  navigate  the  river,  the 
depth  being  at  low  tide  5.50  meters  and  at  high  tide  6.50  meters. 
The  charge  for  freight  between  Havre  and  Rouen  has  been  reduced 
one-half,  that  is,  to  5  francs  per  ton,  and  the  insurance  for  Rouen  is 
the  same  as  for  Havre.  The  traffic  has  consequently  increased  from 
500,000  tons  in  1860  to  1,600,000  tons  in  1888. 

(143)  The  effects  of  the  training  walls  have  been  confined  to  the 
channel  between  them,  but  their  deepening  influence  extends  little 
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beyond  their  extremities.  The  estuary  channel  is  constantly  shift- 
ing. In  M.  Vautier's  report  he  traces  on  the  chart  of  the  estuary 
twelve  totally  different  locations  of  the  main  channel  beyond  the 
walls,  from  1874  to  1880. 

A  prolongation  of  the  southern  bank  below  the  Risle  was  carried 
out  in  1870,  but  a  proposed  prolongation  of  the  northern  bank  was 
refused,  and  the  works  finally  stopped,  for  fear  of  endangering  the 
approaches  to  Havre,  the  second  port  of  France,  by  the  silting  up 
of  the  estuary. 

(144)  The  following  account  by  Prof.  Vemon-Harcourt,  the  emi- 
nent hydraulic  engineer,  of  his  experiments  on  a  model  of  the  lower 
Seine  created  great  interest  among  the  members  of  the  Congress  for 
Inland  Navigation  at  its  Paris  session  in  1889,  and  its  author  made, 
by  special  invitation,  a  Report  on  the  Canalization  of  Rivers  and 
the  Different  Systems  of  Movable  Weirs. 

THE  PRINCIPLES  OP  TRAINING  RIVERS  THROUGH  TIDAL  ESTUARIES.* 

The  conditions  affecting  the  training  of  rivers  in  the  nontidal  portions  of  their 
course  by  jetties,  or  rubble  embankments  designated  as  training  walls,  are  well 
understood.  Training  walls  substitute  a  straightened  uniform  channel  for  irregu- 
larities and  varying  widths,  improving  the  flow  of  the  current  and  rendering  it 
uniform,  so  that  scour  occurs  in  the  shallow,  narrowed  portions,  and  more  uniformity 
of  depth  is  attained.  In  very  winding  rivers,  the  additional  precaution  has  to  be 
taken  of  somewhat  reducing  the  width  where  the  deepest  channel  shifts  over  from 
the  concave  bank  on  one  side  to  the  concave  bank  on  the  opposite  side  at  the  next 
bend  lower  down,  so  as  to  reduce  the  shoal  which  is  found  near  the  point  of  con- 
trary flexure  by  concentrating  the  current  at  this  place. 

The  training  of  the  outlets  of  sediment-bearing  rivers  into  tideless  seas  is  deter- 
mined by  the  same  principles ;  for  a  definite  discharge  is  directed  and  concentrated 
between  training  walls  or  piers,  so  as  to  scour  a  channel  across  the  bar  formed,  in 
front  of  the  outlet,  by  the  accumulation  of  deposit  dropped  by  the  enfeebled  issuing 
current.  The  increased  velocity  of  the  current  through  the  contracted  outlet  car- 
ries the  silt  into  deeper  water,  where  it  is  either  borne  away  by  any  littoral  current, 
or  again  forms  a  bar,  after  a  lapse  of  time  depending  on  the  depth,  which  can  be 
removed  by  an  extension  of  the  training  works. 

The  training  also  of  the  upper  part  of  the  tidal  portion  of  rivers  has  been  effected 
on  similar  principles  to  the  nontidal  portion,  with  satisfactory  results,  even  though 
the  problem  is,  in  this  case,  complicated  by  the  changes  in  the  direction  of  the  cur- 
rent, and  the  requisite  maintenance  of  the  tidal  capacity. 

In  the  lower  parts,  however,  of  tidal  rivers,  where  the  tidal  flow  predominates, 
it  is  difficult  to  determine  the  proper  width  for  a  trained  channel,  which,  while  nar- 
row enough  to  secure  an  adequate  depth,  should  not  very  materiaUy  check  the  tidal 
flow  to  the  detriment  of  the  outlet.  Moreover,  where  the  estuary  is  large,  consid- 
erable doubt  may  exist  as  to  the  best  direction  for  the  training  walls ;  and  the  estab- 
lishment of  training  walls  in  a  wide  estuary,  where  the  flood  tide  is  charged  with  silt, 
has  resulted  in  extensive  accretions,!  and  corresponding  reduction  of  tidal  capacity, 
by  the  concentration  of  the  tidal  flow  and  ebb  in  the  trained  channel,  and  a  conse- 
quent enfeeblement  of  the  currents  at  the  sides,  favoring  deposit.  The  principles, 
indeed,  upon  which  the  training  of  tidal  rivers  should  be  based  are  in  a  very  un- 

♦  From  the  proceedings  of  the  Royal  Society,  Vol.  45,  p.  504, 

t  Instit.  av.  Engin.  Proc.,  Vol.  84,  pp.  246  and  295,  and  Pis.  4  and  6. 
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defined  and  unsatisfactory  condition,  as  exemplified  by  the  conflicting  opinions  of 
engineers  whenever  important  training  works  through  estuaries  are  proposed,  as 
exhibited  with  reference  to  the  schemes  for  training  works  in  the  upper  estuary  of 
the  Mersey,*  for  which  the  Manchester  Ship  Canal  promoters  sought  powers  in  1883 
and  1884,  and  as  at  present  exist  about  the  extension  of  the  training  works  in  the 
Ribble  estuary.  \  This  is  due  to  the  various  conditions  involved,  which  differ  more 
or  less  in  each  case,  and  thus  render  it  difficult  to  lay  down  general  rules  for  guid- 
ance from  arguments  based  on  analogy.  One  of  the  most  important  considerations 
is  the  form  of  the  estuary ;  and  in  this  respect  no  two  estuaries  are  alike,  as  their 
form  is  the  result  of  complex  geological  and  hydrological  conditions ;  and  it  suffices 
to  contrast  the  Mersey  and  the  Ribble,  the  Dee  and  the  Tay,  the  Clyde  and  the  Tees, 
the  Seine  and  the  Loire,  to  indicate  the  varieties  of  forms  which  may  have  to  be 
dealt  with.  Other  circumstances  affecting  the  problem  are  the  rise  of  tide,  the  tidal 
capacity  and  general  depth,  the  fresh-water  discharge,  the  silt  introduced  by  the 
flood  tide  or  brought  down  by  the  river,  the  condition  of  the  sea  bottom  in  front  of 
the  mouth,  and  the  direction  in  which  the  tidal  current  enters  the  estuary.  The 
positions  also  of  ports  established  at  the  sides  of  estuaries  require  special  considera- 
tion in  determining  the  proper  line  for  a  trained  channel.  These  numerous  and 
variable  conditions  have  often  led  engineers  to  enunciate  the  opinion  that  each  river 
must  be  considered  independently  by  itself.  This  view,  however,  if  strictly  ad- 
hered to,  by  excluding  the  experience  derived  from  previous  works,  would  prevent 
any  progress  in  the  determination  of  general  principles  for  the  improvement  of 
navigation  channels  through  estuaries ;  each  training  work  would  form  an  inde- 
pendent scheme,  based  upon  no  previous  experience,  and  might  or  might  not  pro- 
duce the  results  anticipated  by  its  designer.  Unfortunately  also  it  is  impossible  to 
proceed  with  training  works  by  the  method  of  trial  and  error ;  for  besides  the  cost 
of  modifying  the  lines  of  training  walls,  if  the  desired  results  are  not  produced, 
these  works  generally  effect  such  extensive  changes  in  an  estuary  that  it  would  be 
impracticable  to  restore  the  original  conditions,  or  to  modify  materially  the  altered 
position. 

(145)  It  might  be  possible  to  deduce  general  rules  for  training  works  from  a  care- 
ful consideration  of  a  variety  of  types  of  estuaries,  especially  those  in  which  tnun- 
ing  works  have  been  carried  out ;  and  I  have  commenced  an  investigation  of  this 
kind.  This  method  of  inquiry,  however,  requires  a  variety  of  data  which  it  is 
difficult  to  obtain  for  most  estuaries,  and  must  depend  upon  a  careful  estimate  of 
the  relative  influence  of  each  of  the  variable  conditions,  and  a  train  of  reasoning 
from  analogy  which  might  not  be  accepted  by  engineers  as  conclusive.  Accord- 
ingly, it  would  be  of  the  very  highest  value  to  river  engineers,  and  of  considerable 
interest  from  a  scientific  ix>int  of  view,  if  a  method  of  investigation  could  be  de- 
vised which  might  l)e  applied  to  the  special  conditions  of  any  estuary,  and  the 
results  of  any  scheme  of  training  works  determined  approximately  beforehand  in 
a  manner  which  could  be  relied  upon  from  the  fact  of  their  depending  on  an  assimi- 
lation to  the  actual  conditions  of  the  case  investigated,  and  not  on  arguments  based 
upon  the  effects  of  similar  works  under  more  or  less  different  conditions.  The  fol- 
lowing description  is  therefore  given  of  the  results  of  investigations,  carried  on  at 
intervals  during  more  than  two  years,  with  reference  to  the  proposed  extensions  of 
the  training  works  in  the  Seine  estuary,  which  appear  to  afford  a  fair  assurance 
that  a  similar  method,  applied  to  any  estuary  would  indicate  the  effect  of  any 
scheme  of  training  works,  provided  the  special  conditions  of  the  estuary  were 
known. 

*  Evidence  before  select  committee  of  Lords  and  Commons  on  the  Manchester 
ship  canal  bills,  sessions  1888  and  1884,  and  Instit.  Civ.  Engin.  Proc.,  VoL  84,  p. 
809,  Fig.  7. 

t  Instit.  Civ.  Engin.  Proc.,  Vol.  84,  p.  260,  Fig.  1. 
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(146)  The  training  works  in  the  lower  portion  of  the  tidal  Seine,  commenced  in 
1848,  had  reached  Berville  in  1870,  when  the  works  were  stopped,  in  the  interests  of 
the  port  of  Havre,  on  account  of  the  large  unexpected  accretions  which  were  tak- 
ing place  behind  the  training  walls,  and  at  the  sides  of  the  wide  estuary  below 
them.*  The  original  scheme,  proposed  in  1845  by  M.  Bouniceau,f  comprised  the 
extension  of  the  trained  channel  to  Honfleur  on  the  southern  side  of  the  estuary, 
and  the  prolongation  of  one  or  both  of  the  training  walls  towards  Havre  at  the 
northwestern  extremity  of  the  estuary,  as  in  any  scheme  the  interests  of  both 
these  ports,  on  opposite  sides  of  the  estuary,  have  to  be  considered.  The  works  are 
acknowledged  to  be  incomplete ;  and  great  interest  has  been  evinced,  particularly 
within  the  last  few  years,  in  the  question  of  their  extension,  so  that  the  shifting 
channel  between  Berville  and  the  sea  may  be  trained  and  deepened,  and  the  access 
to  Honfleur  improved,  without  endangering  the  approaches  to  Havre.  The  objects 
desired  are  distinctly  defined,  but  the  means  for  attaining  them  have  formed  the 
subject  of  such  a  variety  of  schemes  that  hardly  any  part  of  the  estuary  below 
Berville  has  not  been  traversed  by  some  proposed  trained  channel,  except  the  por- 
tion lying  north  of  a  line  between  Hoc  and  Tancai-ville  points,  which  is  too  far 
removed  from  Honfleur  to  be  admissible  for  any  scheme.  Altogether,  including 
distinct  modiflcations,  fourteen  schemes  have  been  published  in  France  within  my 
knowledge,  seven  of  them  having  appeared  within  the  last  five  years.  The  schemes 
also  exhibit  great  varieties  in  their  general  design  t  (Figs.  99, 101, 102, 108,  and  105), 
illustrating  very  forcibly  the  great  imcertainty  which  exists,  even  in  a  special  case 
where  the  conditions  have  been  long  studied,  as  to  the  principles  which  should  be 
followed  in  designing  training  works.  It  is  evident  that  no  reasoning  from  analogy 
could  prevail  among  such  very  conflicting  views;  and  having  had  the  subject  under 
consideration  for  a  long  time,  the  idea  occurred  to  me  in  August,  1886,  of  attempt- 
ing the  solution  of  this  very  diflicult  problem  by  an  experimental  method,  which 
might  also  throw  light  upon  general  principles  for  guidance  in  training  rivers 
through  estuaries.  The  estuary  of  the  Seine  is  in  some  respects  peculiarly  well 
adapted  for  such  an  investigation,  for  old  charts  exhibit  the  state  of  the  river  before 
the  training  works  were  commenced,  and  recent  charts  indicate  the  changes  which 
the  training  walls  have  produced,  while  the  various  designs  for  the  completion  of  the 
works,  proposed  by  experienced  engineers,  afford  an  intereresting  basis  for  exper- 
imental inquiries  into  the  principles  of  training  works  in  estuaries.  If,  in  the  first 
place,  it  should  be  possible  to  reproduce  in  a  model  the  shifting  channels  of  the 
Seine  estuary  as  they  formerly  existed,  and  next,  after  inserting  the  training  walls 
in  the  model  as  they  now  exist  in  the  estuary,  the  effects  produced  by  these  works 
could  be  reproduced  on  a  small  scale,  it  appeared  reasonable  to  assume  that  the 
introduction,  successively,  in  the  model  of  the  various  lines  proposed  for  the  exten- 
sion of  the  training  walls  would  produce  results  in  the  model  fairly  resembling  the 
effects  which  the  works,  if  carried  out,  would  actually  produce. 

(147)  When  the  third  Manchester  ship  canal  bUl  was  being  considered  by  Parlia 
ment,  in  1885,  Prof.  Obome  Reynolds  constructed  a  working  model  of  the  por- 
tion of  the  Mersey  estuary  above  Liverpool  on  behalf  of  the  promoters  of  the  canal, 
with  the  object  of  showing  that  no  changes  would  be  produced  in  the  main  chan- 
nels of  the  estuary  by  the  canal  works*  which  have  been  designed  to  modify  very 
slightly  the  line  of  the  Chesire  shore  above  Eastham.  This  model  was,  I  believe, 
the  first  experimental  investigation  on  an  estuary  by  artificially  producing  the  tidal 

♦Instit.  Civ.  Engin.  Proc.,  Vol.  84,  p.  241,  and  Pis.  4  and  5. 

t  foude  sur  la  Navigation  des  Rivieres  a  Marees,  M.  Bouniceau,  p.  152,  PI.  2. 

ilnstit.  Civ.  Engin.  Proc.,  vol  84,  p.  247,  and  PI.  4,  Fig.  9. 
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action  of  flood  and  ebb  on  a  small  scale,  and  Prof.  ReynoWs  experiment  showed 
that  a  remarkably  close  resemblance  to  the  main  tidal  channels  in  the  inner  estuary 
could  be  produced  on  a  small  scale. 

As  the  Mersey  model  did  not  extend  into  Liverpool  Bay,  the  tidal  action  produced 
was  very  definitely  directed  along  the  confined  channel  representing  the  *  *  Narrows  " 
between  Liverpool  and  Birkenhead;  and  this  tidal  flow  was  not  perceptibly  influ- 
enced by  the  relatively  very  small  fresh-water  discharge.  In  the  Seine,  however, 
there  is  no  narrow  inlet  channel  to  adjust  exactly  the  set  of  the  flood  tide  into  the 
estuary ;  and  the  fresh- water  discharge  of  the  Seine,  with  a  basin  about  eighteen 
times  larger  than  the  Mersey  basin,  forms  an  important  factor  in  the  result.  The 
tide  in  a  model  of  the  Seine  has  to  be  produced  in  the  open  bay  outside  the  estuary 
at  a  suitable  angle  which  had  to  be  determined ;  and  it  was  essential  for  the  success 
of  the  Seine  experiments  that  accretion  should  be  produced  in  the  model  of  the 
Seine  estuary  under  certfun  circumstances,  which  was  a  condition  which  did  not 
enter  into  the  Mersey  problem.  Accordingly,  the  very  interesting  and  valuable  re- 
sults obtained  by  Prof.  Reynolds,  in  his  model  of  the  Mersey,  could  afford  no 
assurance  that  experiments  involving  essentially  different  and  novel  conditions 
would  lead  to  any  satisfactory  results.  I  therefore  restricted  the  requirements  for 
my  experiments  within  the  smallest  possible  limits,  and  contented  myself  with  the 
simplest  means,  and  the  limited  space  available  in  my  office  at  Westminster. 

(148)  Description  of  model  of  the  Seine  estuary, — ^The  model  representing  the 
tidal  portion  of  the  river  Seine  and  the  adjacent  coast  of  Calvados,  extending  from 
Martot,  the  lowest  weir  on  the  Seine,  down  to  about  Dives,  to  the  southwest  of  Trou- 
ville,  was  molded  in  Portland  cement  by  my  assistant,  Mr.  Edward  Blimdell,  to  the 
scales  of  fnhsjs  horizontal  and  ^it^  vertical.  The  first  is  the  scale  of  some  of  the 
more  recent  published  charts  of  the  Seine — and  even  at  that  scale  the  model  is  nearly 
9  feet  long — whilst  I  made  the  vertical  scale  one  hundred  times  the  horizontal,  as 
the  fall  of  the  bed  of  the  tidal  Seine  is  very  slight,  and  the  rise  of  spring  tides  at 
the  mouth,  being  23  feet  7  inches,  amounted  to  an  elevation  of  the  water  in  the 
model  of  only  0.71  inch.  There  are  two  banks  at  the  mouth  of  the  estuary,  between 
Havre  and  Villerville  Point,  known  as  the  Amfard  and  Ratier  banks,  which  emerge 
between  half  tide  and  low  water,  and  divide  the  entrance  to  the  estuary  into  three 
channels.  Through  all  the  changes  in  the  navigable  chazmel  at  the  outlet,  these 
banks  always  appear  in  some  form  or  other  in  the  low-water  charts,  eitlier  connected 
with  the  sand  banks  inside  the  estuary  or  detached.  On  examining  the  large  chart 
drawn  from  the  survey  made  by  M.  Germain  in  1880,  I  found  that  rock  and  gravel 
cropped  up  to  the  surface  over  a  certain  area  on  these  banks,  and  accordingly  I  in- 
troduced solid  mounds  at  these  places  to  represent  the  hard  portions  of  the  Amfard 
and  Ratier  banks,  which  are  permanent  features  in  the  estuary.  As  a  rocky  bottom 
is  found  near  Havre,  and  also  at  Villerville  Point  on  the  opposite  side  of  the  outlet, 
Amfard  and  Ratier  banks  are  doubtless  the  remains  of  a  rocky  barrier  which  in 
remote  ages  stretched  right  across  the  present  mouth  of  the  river.  Where  the  rocky 
bottom  lies  bare,  near  Havre  and  Villervile,  the  model  was  molded  to  the  exact 
depths  shown  on  the  chart  of  1880 ;  but  in  other  places  the  cement  bottom  was 
merely  kept  well  below  the  greatest  dei)th  the  channel  had  attained  at  each  place, 
whilst  the  actual  bed  of  the  estuary  in  the  model  was  formed  by  the  flow  of  water 
over  a  layer  of  sand. 

(149)  Arra  ngementsfor  tlcUd  andfresh-tmter flow.— The  mouth  of  the  Seineestuary 
faces  west,  but  the  tidal  wave  comes  in  from  the  northwest,  and  the  earliest  and 
strongest  flood  tide  flows  through  the  northern  channel  between  Havre  and  the 
Amfard  bank ;  whilst  the  influx  through  the  southern  Villerville  channel  occurs 
later,  and  is  stronger  toward  high  water.  Accordingly,  the  tidal  flow  had  to  be  in- 
troduced from  a  northerly  direction,  at  an  angle  to  the  mouth  of  the  estuary ;  and 
the  line  of  jimction  of  the  hinged  tray,  producing  the  tidal  rise  and  fall,  was  made 
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at  an  angle  of  about  50°  to  a  line  running  from  east  to  west  in  the  model,  so  that  the 
tidal  flow  approached  the  estuary  from  a  point  only  about  5**  to  the  west  of  north- 
west. The  tray  was  made  of  zinc,  inclosed  by  strips  on  three  sides  to  the  height  of 
the  sides  of  the  estuary ;  and  it  was  hinged  to  the  model,  at  its  open  end,  by  a  strip 
of  india-rubber  sheeting  along  the  bottom  and  sides,  so  as  to  make  a  water-tight 
joint  with  sufficient  play  at  the  sides  to  admit  of  the  tray  being  tipped  up  and  do'wn 
from  its  outer  end.  The  rise  and  fall  of  the  tray  was  effected  by  the  screw  of  a 
letter  press,  from  which  the  lower  portion  had  been  detached,  by  raising  and  lower- 
ing the  upper  plate  of  the  press,  half  of  which  was  inserted  under  the  tray.  After 
the  requisite  amount  of  sand  had  been  introduced  to  raise  the  bottom  to  the  aver- 
age level,  the  model  was  filled  with  just  enough  water  for  the  surface  of  the  water 
to  represent  low  water  of  spring  tides  when  the  tray  was  down  and  the  screw  at  its 
lowest  limit ;  and  the  tray  was  made  of  such  a  size  that,  when  the  screw  was  raised 
to  its  full  extent,  the  water  in  the  model  was  raised,  by  the  tipping  of  the  tray,  to 
the  level  representing  high  water  of  spring  tides.  The  water  representing  the  fresh- 
water discharge  of  the  Seine  was  admitted  into  the  upper  end  of  the  model  from 
a  tap  in  a  small  tin  cistern ;  and  the  efflux  of  a  similar  quantity  of  water  was  pro- 
vided for  at  the  lower  extremity  of  the  estuary,  on  its  northern  side  near  the  tray, 
by  a  cock  with  a  larger  orifice  placed  at  such  a  level  as  to  allow  the  water  to  flow 
out  into  a  second  cistern,  of  similar  size,  during  the  higher  half  of  the  tide. 

(150)  First  results  of  working  the  model. — The  construction  of  the  model  was  com- 
menced in  October,  1886,  and  its  working  was  commenced  in  November,  Though 
the  Portland  cement  was  convenient  for  molding  in  a  small  space  and  in  the  absence 
of  appliances,  it  did  not  prove  satisfactory  for  retaining  water  at  flrst.  The  model 
was  purposly  made  in  two  halves,  and  the  straight  joint  was  subsequently  made 
water-tight ;  but,  nevertheless,  cracks  occurred  at  various  places  through  which  the 
water  leaked,  and  they  had  to  be  repaired  as  they  appeared ;  and  the  bottom  of  the 
model  was  eventually  coated  with  thick  varnish,  and  after  a  time  the  leaks  ceased. 
The  flexible  india-rubber  iiinge,  from  which  I  had  anticipated  some  trouble,  leaked 
very  little  from  the  beginning,  and  on  being  fltted  with  greater  care  in  introducing 
a  tray  of  somewat  different  form,  no  leakage  occurred. 

Silver  sand  was  used  in  the  first  instance  for  forming  the  bed  of  the  estuary. 
From  the  outset  the  bore  at  Caudebec  indicated  by  a  sudden  rise  of  the  water,  and 
tfie  reverse  current  just  before  high  water  near  Havre,  called  the  **  verhaule"  were 
very  well  marked.  The  verhavle  is  evidently  a  sort  of  back  eddy,  on  the  northern 
shore,  occasioned  by  the  influx  of  the  tide,  and  by  the  final  flUing  of  the  estuary 
from  the  southern  channel ;  whilst  the  bore  appears  to  result  from  the  concentra- 
tion of  the  tidal  rise  by  the  sudden  contraction  of  the  estuary  above  Quillebeuf. 
The  period  given  to  each  tide  in  working  was  about  twenty-five  seconds,  which  ap- 
peared fairly  to  reproduce  the  conditions  of  the  estuary.*  After  the  model  had  been 
worked  for  a  little  time,  the  channels  near  Quillebeuf  assumed  lines  resembling  those 
which  previously  existed,  and  a  small  channel  appeared  on  the  northern  shore,  by 
Harfleur  and  Hoc  Point,  which  Is  clearly  defined  in  the  chart  of  1834.  The  main 
channel  also  shifted  about  in  the  estuary  and  tended  to  break  up  into  two  or  three 
shallow  channels  near  the  meridian  of  Berville,  where  the  influences  of  the  flood  and 
ebb  tides  were  nearly  balanced.  The  model ,  accordingly,  fairly  reproduced  the  condi- 
tions of  the  actual  estuary  previous  to  the  commencement  of  the  training  walls, 
though  the  channel  in  the  estuary  did  not  attain  the  depth,  as  represented  by  the 
proportionately  large  vertical  scale,  which  the  old  channels  possessed,  owing,  doubt- 
less, to  the  comparatively  small  scouring  influence  which  the  minute  currents  in 

*  According  to  the  formula  in  the  paper  by  Prof.  O,  Reynolds  on  his  Mersey  model, 
read  at  the  Frankfort  Congress  in  August,  1888,  the  tidal  period  would  be  nearly 
twenty-three  seconds. 

H.  Ex.  410— VOL  III  42 
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the  model  possess.  The  sand,  in  fact,  can  not  be  reduced  to  a  fineness  corresponding 
to  the  scale  of  the  model,  whilst  the  friction  on  the  bed  is  not  diminished  equiva- 
lently  to  the  reduction  in  volume  of  the  current.  Silver  sand  has  been  used  on 
account  of  its  being  readily  obtained,  its  purity,  and  absence  of  cohesion,  as  it  was 
hoped  that  the  water  by  percolating  freely  through  it  would  more  readily  shift  it 
A  film,  however,  seemed  by  degrees  to  form  over  its  surface,  reducing  considerably 
its  mobility,  and  as  the  action  of  the  water  on  it  consisted  merely  in  rolling  the 
particles  along  the  bottom,  this  sand  did  not  prove  satisfactory  for  producing  the 
requisite  changes  when  the  training  walls  were  inserted  in  the  model.  It  became, 
therefore,  essential  to  search  for  a  substance  which  the  water  could  to  some  extent 
carry  in  suspension  for  a  short  period. 

(151)  Trial  of  various  substances  for  forming  the  bed  of  the  esttiary, — Some  sub- 
stance was  required,  not  necessarily  sand,  insoluble  in  water,  easily  scoured,  and 
therefore  not  pasty  or  sticky,  and  sufficiently  fine  or  light  to  be  carried  in  suspen- 
sion to  some  extent  by  the  currents  in  the  model,  and  not  merely  rolled  along  the 
bottom  like  the  silver  sand.  A  variety  of  substances  of  low  specific  gravity,  and  m 
powdered  form,  were  accordingly  tried  in  succession  during  the  first  half  of  1887. 
Pumice  in  powder  proved  too  sticky,  cmd  flour  of  sulphur  was  too  greasy  to  be  easily 
immersed  in  water.  Pounded  coke  was  too  dirty  to  be  suitable,  and  particles  of  it 
floated.  Violet  powder  became  too  pasty  in  water,  and  fuller's  earth  and  lupin  seed 
exhibited  similar  defects.  The  grains  of  coffee  groimds  were  too  large  in  water, 
and  moved  up  and  down  in  the  currents  too  readily,  whilst  fine  sawdust  from  box- 
wood and  lignum  vitee  swelled  in  water  and  was  carried  along  so  very  easily  by  the 
stream  that  no  definite  channels  were  formed  in  it.  The  powder  obtained  from 
Bath  brick,  which  was  experimented  upon  for  some  time  in  the  model,  both  with- 
out and  witli  training  walls,  yielded  more  satisfactory  results,  as,  besides  afi^ording 
shifting  channels  like  the  silver  sand,  it  accumulated  at  the  sides  of  the  estuary 
when  the  training  walls  were  introduced  in  the  model.  It,  however,  gradually  be- 
came too  compact,  so  tliat  the  current  could  no  longer  produce  much  effect  on  it ; 
but  as  it  is  probable  that  some  sticky  material  is  used  in  the  manufacture  of  Bath 
bricks,  it  is  quite  possible  that  if  I  had  succeeded  in  my  endeavor  to  obtain  the  silt 
of  the  river  Parret,  from  which  the  bricks  are  made,  in  its  natural  state,  the  mate- 
rial might  have  proved  more  subject  to  scouring  influence. 

At  last,  in  July,  1887,  I  found  a  fine  sand,  on  Cliobham  Common,  belonging  to 
the  Bagshot  beds,  with  a  small  admixture  of  peat.  This  sand,  besides  containing 
some  very  fine  particles,  was  perfectly  clean,  so  that  water  readily  percolated 
through  it ;  and  it  accordingly  combined  the  advantages  possessed  by  silver  sand 
with  a  considerably  greater  fineness. 

(152)  Results  of  toorking  model  with  Bagslwt  sarid, — The  bed  of  the  estuary  hav- 
ing been  formed  with  the  sand  obtained  from  Chobham  Common,  after  the  model 
had  been  worked  for  some  time,  the  channels  assumed  a  form  very  closely  resem- 
bling the  chart  of  the  Seine  estuary  of  1834.*  Accordingly,  the  first  stage  of  the 
investigation  was  duly  accomplished  by  the  reproduction  of  a  former  state  of  the 
estuary  in  the  model,  with  the  single  exception  of  a  decidedly  smaller  depth  in  tlie 
channels,  except  in  places  where  the  scour  was  considerable ;  which  is  readily  ac- 
counted for  by  the  circumstances  of  the  case.  It  is  probable  that  with  a  larger 
model,  and  especially  if  the  bed  was  not  so  nearly  level  as  in  the  Seine,  the  depth 
would  approach  nearer  to  the  proper  distorted  proportion  as  compared  with  the 
width. 

The  close  correspondence  of  the  channels  in  the  model  with  an  actual  state  of 
the  estuary  in  its  natural  condition,  confirms,  in  a  considerably  more  complicated 
case,  the  results  previously  achieved  by  Prof.  Reynolds  with  reference  to  the  upper 
estuary  of  the  Mersey,  and  affords  a  fair  certainty  that,  with  adequate  data,  the 
natural  condition  of  any  estuary  could  be  reproduced  on  a  small  scale  in  a  model 


*Instit.  Civ.  Engm.  Proc.,  vol.  84,  Plate  5,  fig.  1. 
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IntTTodwtion  of  the  existing  training  walls  in  the  model. — The  second  stage  of 
the  investigation  consisted  in  the  introduction  of  training  walls  into  the  model , 
corresponding  in  position  to  the  actual  training  walls  established  in  the  estuary 
down  to  Berville.  These  walls,  formed  with  strips  of  tin,  cut  to  the  corresponding 
heights  at  the  different  places,  and  bent  to  the  proper  lines,  were  gradually  inserted 
in  sections ;  and  the  model  was  worked  between  each  addition,  to  conform,  as  far 
as  practicable,  to  the  actual  conditions.  The  fine  particles  of  the  sand  accreted 
behind  the  training  walls,  and  the  channel  between  the  walls  was  scoured  out, 
corresponding  precisely  to  the  changes  which  have  actually  occurred  in  the  estuary 
of  the  Seine.  The  foreshores  at  the  back  of  the  training  walls  were  raised  up  in 
some  parts  to  high-water  level,  whilst  in  other  places  the  accumulation  was  some- 
what retarded  by  the  slight  recoil  of  the  water  from  the  vertical  sides  of  the  model, 
and  by  the  wash  over  the  vertical  training  walls,  these  forms  being  necessitated  by 
the  great  distortion  of  the  vertical  scale  of  the  model.  On  the  whole,  however, 
the  accretion  and  scour  in  the  model  correspond  very  fairly  to  the  results  produced 
by  the  existing  training  walls  in  the  estuary.  The  accretion,  moreover,  in  the 
model,  extended  beyond  the  training  walls  on  each  side,  down  to  Hoc  Point  on  the 
right  bank,  obliterating  the  inshore  channel  close  to  Harfleur,  which  had  been  repro- 
duced in  the  model,  and  down  to  Honfleur  on  the  left  bank,  corresponding  in  these 
respects  also  to  the  actual  changes  in  the  estuary.*  The  main  channel  also,  beyond 
the  ends  of  the  training  walls,  was  comparatively  shallow,  and  was  unstable,  repro- 
ducing the  existing  conditions  in  the  estuary. 

The  exijeriments  relating  to  this  stage  extended  over  a  year  and  a  half,  taking 
up  all  the  time  that  could  be  spared  to  them  by  myself  and  my  assistant  during 
that  period ;  they  formed  the  turning  point  of  the  investigation,  and  have  the  inter- 
est of  being,  as  far  as  I  am  aware,  the  first  attempt  at  putting  training  walls  in  a 
model,  and  obtaining  the  resulting  accretion  on  a  small  scale.  Without- the  accom- 
plishment of  this  stage,  it  would  have  been  useless  to  continue  the  investigation ; 
and  its  satisfactory  attainment  proved  so  difficult  in  actual  practice,  that  for  a  long 
time  it  seemed  probable  that  the  attempt  must  be  abandoned. 

(153)  Application  of  system  to  ascertain  the  probable  effects  of  any  training 
ifforks. — ^As  the  first  and  second  steps  in  the  investigation,  by  the  aid  of  the  model, 
had  furnished  results  which  corresponded  very  fairly  with  the  actual  states  of  the 
estuary  of  the  Seine  before  and  after  the  execution  of  the  training  works,  the  final 
stage  of  the  investigation,  for  ascertaining  the  probable  results  of  any  extensions 
of  the  training  walls,  could  be  reasonably  entered  upon:  In  selecting  the  lines  of 
training  walls  to  be  experimented  on,  it  appeared  expedient  to  adopt  those  which 
have  been  designed,  after  careful  study,  by  experienced  engineers,  both  on  account 
of  the  results  from  these  being  far  more  interesting  than  those  of  a  variety  of  theo- 
retical schemes,  and  also  in  the  hope  that  some  assistance  might  thereby  be  ren- 
dered to  French  engineers  in  the  prosecution  of  this  important  work.  Moreover, 
the  schemes  exhibit  sufficient  variety  to  admit  of  their  being  taken  as  types  of 
schemes  for  throwing  light  upon  the  principles  on  which  training  works  should  be 
designed  in  estuaries.  Accordingly,  the  third  stage  in  the  investigation  consisted 
in  extending  the  training  walls  in  the  model,  in  accordance  with  the  lines  of  some 
of  the  schemes  proposed ;  and,  after  working  the  model  for  some  time  "with  each 
of  the  extensions  successively,  the  several  results  were  recorded,  as  shown  in  figs. 
99-106.  The  lines  of  training  walls  experimented  on  in  the  model  were  taken,  with 
one  exception,  from  five  out  of  the  seven  most  recent  schemes  proposed,  as  these 
five  schemes  are,  I  believe,  the  only  ones  which  are  still  put  forward  for  adoption. 
The  lines  shown  on  Fig.  107,  represent  merely  a  theoretical  arrangement  of  train- 
ing waUs,  inserted  for  a  final  experiment  in  the  model,  to  ascertain  the  effect  of 

*In8tit.  Civ.  Engin.  Proc.,  vol.  84 ;  compare  plate  5,  fig.  1,  and  plate  4,  fig.  1. 
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the  most  gradual  enlargement  of  the  trained  channel  which  the  physical  conditions 
of  the  estuary  would  have  admitted  of  at  the  outset,  whilst  maintaining  the  full 
width  at  the  mouth. 

(154)  Scheme  A. — ^The  first  arrangement  of  extended  training  walls  introduced 
into  the  model  taken  from  a  scheme,  some  of  the  main  features  of  which  were  pro- 
posed in  an  earlier  scheme  in  1859,*  and  which  was  put  forward  in  an  amended 
form  in  1886.  f  The  design,  as  inserted  in  the  model,  consisted  of  an  extension  of 
the  parallel  training  walls  from  Berville  down  to  Honfleur,  and  the  formation  of  a 
breakwater  across  the  outlet,  from  Villerville  Point,  on  the  southern  shore  of  the 
estuary,  out  to  the  Amfard  bank,  thus  restricting  the  mouth  to  the  channel  between 
Amf ard  bank  and  Havre.  The  lines  of  these  works  were  formed  in  the  model  with 
strips  of  tin,  as  shown  on  Fig.  99;  the  northern  training  wall  was  kept  low, 
and  the  southern  wall  was  raised  to  the  level  representing  high  water  of  neap  tides; 
whilst  the  strip  representing  the  breakwater  was  raised  above  the  highest  tide 
level,  thus  forcing  all  the  flood  and  ebb  water  to  pass  through  the  Havre  Channel. 
The  results  obtained  in  the  model  with  these  arrangements,  after  working  it  for 
about  six  thousand  tides,  are  indicated  on  the  first  chart  (Fig.  99).  The  channel  be- 
tween the  prolonged  training  walls  had  a  fair  depth  throughout,  partly  owing  to 
the  concentration  of  the  fresh-water  discharge  between  the  walls,  and  partly  from 
the  retention  of  some  additional  water  in  the  channel  at  low  water,  by  the  hindrance 
to  its  outflow  offered  by  a  sandbank  which  formed  in  front  of  the  ends  of  the  train- 
ing walls.  A  deep  hole  was  soon  scoured  out  in  the  narrowed  outlet  by  the  rapid 
flow  of  the  water  filling  and  emptying  the  estuary  at  every  tide.  The  alwence. 
however,  of  connection  between  the  direction  of  the  flood  tide  current  through  the 
outlet  and  the  ebbing  current  from  the  trained  channel,  aided  by  the  accretion  of 
sand  in  the  sheltered  recess  behind  the  breakwater,  led  eventually  to  the  formation 
of  two  almost  rectangular  bends  in  the  chanmel,  one  just  beyond  the  training  walls 
and  the  other  near  Hoc  Point,  in  the  model.  This  tortuous  channel,  moreover, 
was  shallow,  except  at  the  bends  and  the  outlet,  and  a  bar  was  formed  a  short  dis- 
tance beyond  the  outlet.  The  contraction  of  the  mouth  of  the  estuary  by  the 
breakwater  interfered  so  much  with  the  influx  of  the  tide  into  the  estuary  as  to 
render  it  impossible  to  raise  the  tide  inside  to  its  previous  height,  and  the  reduction 
in  height  of  the  tide  was  clearly  marked  at  Tancarville  Point  in  the  model.  Sedi- 
ment accumulated  in  the  estuary  beyond  the  trained  channel,  being  brought  in 
by  the  rapid  flood  current,  and  not  readily  removed  by  the  ebb,  except  in  the  trained 
channel  and  near  the  outlet;  and  this  accretion,  by  diminishing  the  tidal  capacity, 
gradually  reduced  the  current  through  the  outlet,  and  consequently  the  depth  of 
the  outlet  channel.  A  considerable  accumulation  of  sand  took  place  outside  the 
breakwater,  along  the  southern  seacoast,  so  that  the  bank  opposite  Trouville  in  the 
model  was  connected  with  the  shore,  and  the  foreshore  advanced  towards  the  end 
of  the  breakwater  (Fig.  99). 

(155)  Scheme  B.— The  second  arrangement  of  training  walls  inserted  in  the  mmiel 
below  Berville,  was  taken  from  a  scheme  proposed  in  1888,  representing  a  modifica- 
tion by  another  engineer  of  the  design  from  which  Scheme  A  was  copied,  t  It 
comprised  the  retention  of  the  breakwater  from  Villerville  Point  to  the  Amfard 
bank,  the  most  essential  feature  in  Scheme  A;  but  th*^  extension  of  the  northern 
training  wall  was  dispensed  with,  whilst  the  southern  training  wall  was  prolonged, 

*  *'  La  Seine  comme  Voie  de  Communication  Maritime  et  Fluviale,"  J.  de  Ck)ene, 
1883,  p.  11,  and  plate  7. 

t'*  Projet  desTravaux  a  faire  A  la' Embouchure  de  la  Seine."  L.  Partiot,  Paris,  1886. 

t  M^moires  de  la  Societe  des  Ing^nieurs  Civils,  Mars,  1888,  Paris,  pp.  257  and  273, 
and  PI  .162,  Fig.  2. 
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in  a  continuous  curve,  from  Berville  to  Honfleur  (Fig.  100),  and  eventually  to  the 
Amfard  bank,  connecting  it  there  with  the  extremity  of  the  breakwater  (Fig.  101.) 


Fio.  99.— Scheme  A.* 


A  slight  widening  out  of  the  existing  trained  channel  by  an  alteration  of  the  end 
portion  of  the  northern  training  wall,  completed  the  arrangement  of  the  model. 


Fio.  100— Scheme  B. 


The  results  obtained  by  inserting  the  training  wall  down  to  Honfleur,  and  then 
working  the  model  for  about  8,500  tides,  are  shown  in  Fig.  100;  and  those  obtained 


Fio.  01  -  Scheme  Bfl. 

after  the  prolongation  of  the  southern  training  wall  to  the  breakwater,  and  work- 
ing the  model  for  about  3,700  tides,  are  shown  in  Fig.  101.  The  channel  followed 
pretty  nearly  the  concave  line  of  the  prolonged  southern  training  wall,  between 


♦The  existing  training  walls  stop  at  Berville. 
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Berville  and  HoDfleur  in  the  model,  except  near  Berville;  but  the  depth  of  water 
was  less  regular  than  in  the  previous  experiment,  owing  to  the  diminished  concen- 
tration of  the  ebb  from  the  absence  of  the  northern  training  wall.  The  channel 
between  Honfleur  and  Amfard  was  tortuous  as  before,  but  its  direction  was  differ- 
ent. The  deep  hole  at  the  outlet,  the  bar  beyond,  and  the  advance  of  the  southern 
foreshore  beyond  the  breakwater,  reappeared  again  with  very  similar  features  to 
those  in  the  first  scheme,  except  that  the  sandbank  did  not  quite  reach  the  outside 
face  of  the  breakwater  at  low  water.   (Compare  Fig.  100  with  Fig.  99.) 

(156)  The  results  which  followed  from  working  the  model  with  the  southern 
training  wall  prolonged  to  Amfard  are  shown  in  Fig.  101.  The  main  alteration 
from  the  former  experiment  naturally  occurred  between  Honfleur  and  Amfard  in 
the  model,  a  continuous  channel  being  formed  along  the  new  piece  of  concave 
training  wall;  whilst  the  general  depth  inside  the  estuary  was  improved  as  far  as 
the  meridian  of  Hoc  Point.  The  channel,  however,  above  Honfleur  was  not  im- 
proved, owing  apparently  to  the  want  of  imiformity  between  the  directions  of  the 
flood  and  ebb  currents  in  the  model.  The  other  features  remained  very  similar  to 
the  former  case,  except  that  the  end  of  the  sand  bank  beyond  the  breakwater  was 
slightly  eroded,  wliilst  deposit  took  place  between  the  extended  training  wall  and 
the  breakwater.   (Compare  Fig.  101  with  Fig.  100.) 


Fio.  102.— Scheme  C. 

(157)  Scheme  C— The  third  arrangement  of  training  walls  experimented  upon  in 
the  model  was  chosen  from  a  design  published  in  1885.*  It  consisted  of  an  en- 
largement of  the  original  trained  channel  below  Quillebeuf ,  by  a  modification  of 
the  southern  training  wall  from  Quillebeuf,  and  of  the  northern  training  wall  from 
Tancarville,  and  the  extension  of  the  northern  wall  to  Amfard  and  Havre,  and  the 
southern  training  wall  to  Ratier,  as  shown  on  Fig.  102.  The  trained  channel  was 
thus  given  a  curved,  gradually  enlarging  form,  and  was  directed  into  the  central 
channel  of  the  model,  between  Ratier  and  Amfard,  the  Villerville  and  Havre  chan- 
nels being  practically  closed  near  low  water.  The  effects  of  working  the  model  for 
about  6,500  tides  with  this  arrangement  of  training  walls  are  indicated  on  the  cliart 
(Fig.  102).  Tlie  main  channel  kept  near  the  concave  southern  training  wall  for 
some  distance  below  Berville,  and  then  gradually  assumed  a  more  central  course 
between  the  training  walls  towards  the  outlet,  passing  out  just  to  the  south  of  the 
Amfard  bank.  The  channel  thus  formed  had  a  good,  tolerably  uniform  depth, 
together  with  a  fair  width,  owing  apparently  to  the  flood  and  ebb  tides  produce*! 
in  the  model  following  an  unimpeded  and  fairly  similar  course.  Deposit  occurred 
behind  the  training  walls  on  each  side;  and  the  foreshore  advanced  in  front  of 
Trouville  in  the  model,  in  consequence  of  the  shutting  up  of  the  Villenille  Channel. 

♦La  Seine  Maritime  et  son  Estuaire,  E.  Lavoinne,  Paris,  1885,  p.  140,  and  Instit 
Civ.  Engin.  Proc.,  Vt^.  84,  p.  248,  and  PI.  4,  Fig.  9. 
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(158)  Sciteme  D, — The  fourth  arrangement  of  training  walls  adopted  in  the  model 
was  selected  from  the  most  recent  design*  proposed  by  an  engineer  who  had  pre- 
viously submitted  schemes  in  ISSlf  and  18864  The  trained  channel  was  widened 
out  by  an  alteration  of  the  southern  wall  from  Quillebeuf ,  and  the  northern  wall 
from  Tancarville,  more  than  trebling  the  width  between  the  training  walls  at  Ber- 
ville  in  the  model;  and  the  walls  were  extended  in  sinuous  lines  to  Havre  on  the 
northern  side,  and  Honfleur  on  the  southern  side,  as  shown  on  Fig.  103,  thus  form- 
ing a  winding  trained  channel  rapidly  enlarging  near  its  outlet.   The  model,  with 


Fio.  108.— Scheme  D. 


"these  lines  of  training  walls,  was  worked  for  about  5,000  tides,  with  the  results  indi- 
cated on  the  chart.  Deep  channels  were  .scoured  out  close  along  the  inner  concave 
faces  of  the  training  walls  in  the  model;  but  shoals  appeared  over  a  considerable 
area  of  the  newly  trained  channel;  a  bar  stretched  across  the  deep  channel  where  it 
shifted  over  from  the  south  to  the  north  training  wall,  about  half  way  between 
Berville  and  Honfleur;  and  a  large  sandbank,  emerging  above  low  water,  occupied 
the  center  of  the  outlet  opposite  Honfleur.  Deposit  also  occurred  at  the  sides  of  the 
estuary  behind  training  walls. 

(159)  As  it  was  of  importance  to  ascertain  to  what  extent  accidental  modiflcations 
in  the  arrangement  of  the  sand  in  the  preparation  for  an  experiment  might  affect 


Fio.  104.— Scheme  D  bis. 


the  result,  the  lines  of  training  walls  described  above  were  inserted  a  second  time 
in  the  model,  after  the  subsequent  scheme  E  had  been  experimented  upon,  render- 

♦  Deposition  de  M.  Vauthier  devant  la  Commission  des  Ports  et  Voies  Navigables 
de  la  Chambre  des  Deputes,  Paris,  1888,  p.  17,  and  PI.  4. 

+  Rapport  sur  les  Ameliorations  dont  sont  encore  susceptibles  la  Seine  Maritime 
«et  son  Estuaire,  L.  L.  Vauthier,  Rouen.  1881,  p.  16,  and  Annex  29. 

t  Dire  a  I'Enqu^te  ouverte  sur  1' Avant-projet  des  Travaux  d' Amelioration  de  la 
Basse-Seine,  1886,  L.  L.  Vauthier,  Paris,  PI.  1. 
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ing  it  necessary  to  replace  afresh  both  training  walls,  and  to  remodel  the«and  so  as 
to  represent  approximately  the  present  condition  of  the  estuary.  The  model  was 
prepared  for  this  second  experiment  in  the  usual  way,  without  any  special  endeavor 
to  secure  coincidence  with  the  first  experiment  in  the  initial  arrangement  of  sand 
banks  and  channels.  The  condition  of  the  low-water  channels  in  the  model,  after 
working  the  model  with  this  arrangement  of  training  walls  for  the  second  time  for 
about  5,400  tides,  is  shown  on  Fig.  104.  The  main  features  of  the  trained  channel 
in  the  charts  of  the  two  experiments  exhibit  a  very  fair  resemblance,  considering 
the  modifications  which  any  alterations  in  the  initial  condition  might  produce,  and 
the  naturally  variable  state  of  the  channels  in  a  wide  outlet.  The  deep  cliannels 
reappear  in  the  second  chart  at  the  inner  concave  faces  of  the  trainimc  walls,  with 
intervening  shoals;  a  large  sand  bank  is  again  visible  at  low  water  along  the  nortli 
training  wall  opposite  La  Hoque  and  Berville  in  the  model;  and  the  sand  bank  in 
the  center  of  the  outlet  of  the  trained  channel  opposite  Honfleur  emerges  again^ 
though  smaller  in  extent  owing  to  alterations  in  the  channel;  and  the  deep  place  at 
the  end  of  the  southern  training  wall  close  to  Honfleur  is  the  same  in  both  charts. 

(160)  Scheme  E, — The  fifth  arrangement  of  training  walls  introduced  into  the 
model  was  taken  from  a  design*  published  in  1888,  which  is  a  modification  of  a 


Fio.  105.— Scheme  E. 


scheme,  presented  in  1886,  by  a  committee  of  experts  appointed  by  the  French  Gov- 
ernment to  consider  the  question.!  In  the  scheme  as  laid  down  in  the  model  the 
trained  channel  in  the  bend  between  Quillebeuf  and  Tancarville,  where  the  depth 
was  greatest,  was  enlarged  in  width  by  setting  back  the  southern  training  wall;  the 
original  width  of  the  channel  was  retained  at  the  point  of  inflection  opposite  Tancar- 
ville, and  the  channel  was  widened  out  below  La  Roque  by  a  moditication  of  the 
lines  of  both  training  walls  down  to  Berville.  The  training  walls  were  also  extended 
beyond  Berville  in  sinuous  lines,  as  shown  on  Fig.  105,  the  southern  wall  being  car- 
ried down  to  Honfleur,  and  the  northern  wall  not  quite  so  far.  The  portion  form- 
ing the  last  l)end  of  the  northern  training  wall  was  kept  low,  whilst  the  others 
were  made  high,  according  to  the  design.  Both  in  this  and  the  preceding  arrange- 
ment of  training  walls  experimented  on  the  expanding  trained  channel  was  some- 
what restricted  in  width  along  the  portions  near  the  changes  of  curvature,  to  make 
it  conform  to  the  principles  which  experience  has  laid  down  for  training  winding 
rivers  in  their  nontid  il  course,  as  previously  mentioned.    The  results  obtained, 

*  De  TAmehoration  du  Port  dd  Havre  et  des  Passes  de  la  Basse-Seine,  Baron 
Quinette  de  Rochemont,  Paris,  1888,  excerpt  Memoires  de  la  Societe  des  Ingenieurs 
Civils,  1888,  p.  324,  PI.  162,  Fig.  1. 

t  Commission  d'fitude  des  Ameliorations  a  apporter  au  Port  du  Havre  etaux 
Pafises  de  la  Basse-Seine — Raport  de  la  Commission,  Paris,  1886,  p.  61,  and  cliart. 
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after  working  the  model  for  about  3,700  tides,  are  represented  on  the  chart  (Fig, 
105).  The  channel  between  the  training  walls  was  somewhat  shallow  in  places, 
and  though  a  deep  channel  was  formed  along  the  inner  concave  face  of  the  south- 
ern wall  between  La  Roque  and  Bervdle,  a  shoal  emerging  above  low  water  appeared 
along  the  concave  face  of  the  last  bend  of  the  northern  training  wall.  This  bank 
appear€Hi  to  be  due  to  the  protection  the  extremity  of  the  bend  afforded  from  the 
action  of  the  flood  tide  in  the  model,  whilst  the  ebb  followed  the  central  flood-tide 
channel,  instead  of  passing  over  to  the  concave  bank,  as  would  have  occurred  with 
the  current  of  a  nontidal  river.  The  main  channel  beyond  the  training  walls, 
which,  though  of  fair  depth,  was  somewhat  narrow  and  winding,  was  also  unsta- 
ble, for  in  the  early  part  of  the  experiment  its  outlet  was  in  the  central  channel 
between  Ratier  and  Amfard  in  the  model,  whilst  at  the  close  of  the  experiment  it 
had  shifted,  as  shown,  to  the  Havre  Channel.  Accretion  occurred  behind  the  train- 
ing walls  in  the  model,  and  souie  silting  up  took  place  in  the  Villerville  Channel 
and  along  the  foreshore  in  front  of  Trouville,  owing  apparently  to  the  preference  of 
the  main  channel  for  the  other  outlets,  and  the  diminished  capacity  of  the  estuary 
resulting  from  accretion. 

(161)  This  arrangement  of  training  walls  was  further  investigated  by  working  the 
model  for  about  6,800  tides  more,  with  the  results  shown  on  Fig.  106.  The  chief  fea- 
tures of  the  estuary  in  the  model  showed  only  slight  changes  from  the  state  previ- 


ously recorded  (Fig.  105),  with  the  exception  of  the  main  channel,  which  had  shifted 
again  to  the  central  outlet,  whilst  the  northern  foreshore  above  low  water  extended 
over  part  of  the  former  site  of  the  channel.  The  two  conditions  of  the  estuary, 
represented  by  Figs.  105  and  106,  have  therefore  the  interest  of  exhibiting  in  the 
model  a  shifting  channel  such  as  actually  exists  at  the  present  time  in  the  Seine 
estuary  below  Berville. 

(162)  Sclieme  F. — The  last  experiment  was  made  on  an  arrangement  of  training 
walls  inserted  in  the  model,  making  the  trained  channel  expand  as  gently  as  practi- 
cable between  Aizier  and  the  sea,  whilst  retaining  the  natural  width  at  the  outlet 
(Fig.  107).  This  is  the  form  of  channel  which  theory  indicates  as  the  most  suitable,* 
for  whilst  it  facilitates  the  influx  of  the  flocxi  tide,  it  prevents,  as  far  as  possible,  the 
abrupt  changes  in  the  velocity  of  a  river  in  passing  from  its  estuary  to  the  sea,  which 
are  so  prejudicial  to  uniformity  of  depth  in  a  channel.  It  was  therefore  of  interest 
to  ascertain  what  i-esults  would  be  produced  by  this  theoretical  arrangement  of 
training  walls  in  the  model,  which,  in  order  to  leave  the  outlet  free,  and  thus  avoid 
favoring  a  progression  of  the  foreshore  outside,  had  to  provide  a  wide  channel 
near  Honfleur  compared  with  the  restricted  width  available  at  QuiUebeuf .  The  di- 
rection of  the  channel  between  Aizier  and  Quillebeuf ,  together  with  the  cliffs  bor- 
dering the  river  at  Quillebeuf  and  Tancarville  Points,  determined  the  maximum 
width  obtainable  at  Quillebeuf  and  the  direction  of  the  channel  from  Aizier  to  Tan- 


Fio.  106.— Scheme  E  bin. 


*  Rivers  and  Canals,  L.  F.  Vernon-Harcourt,  p.  236. 
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carville ;  and  the  extension  of  the  training  walls  in  the  model  from  this  point  was 
regulated  by  the  necessity  of  passing  close  to  Honfleur  at  the  south,  and  not  im- 
peding the  approach  to  Havre  on  thie  north.  The  effects  produced  in  the  model  by 
working  with  this  arrangement  of  training  walls  for  about  7,300  tides  are  indicated 
on  the  chart  (Fig.  107).  The  southern  training  wall  was  kept  above  high-water  level 
all  the  way  to  its  termination  at  Honfleur  in  the  model,  but  the  northern  training 
wall  was  gradually  reduced  in  height  from  nearly  opposite  Honfleur  towards  Havre. 
The  trained  channel  had  a  good  width  at  low  water  throughout,  in  spite  of  the  dis- 
tance apart  of  the  training  walls  in  the  model,  the  whole  channel  being  below 
low-water  level,  except  near  the  southern  wall  between  Berville  and  Havre,  and 
against  the  northern  wall  nearly  opposite  Hoc  Point,  where  banks  emerged  slightly 
above  low  water.  Tlie  channel,  moreover,  was  distinctly,  though  slowly,  improv- 
ing with  the  continuance  of  the  working,  and  the  banks  diminishing.  There  was 
also  a  fair  depth  in  the  channel,  the  shallowest  place  being  opposite  Berville,  whilst 
a  deep  place  was  formed  just  above,  near  the  southern  wall  between  La  Roque  and  ' 
Berville.  The  depth  in  all  the  outlet  channels  was  well  maintained;  and  though 
deposit  naturally  took  place  behind  the  northern  training  wall,  no  accretion  was 
visible  along  the  foreshores  outside. 


(163)  The  value  of  experiments  resembling  those  just  described  depends  entirely 
upon  the  extent  to  which  they  may  be  regarded  as  producing  effects  approximately 
corresponding,  on  a  small  scale,  to  those  which  training  works  on  similar  lines,  if 
carried  out  in  an  estuary,  would  actually  produce.  If  the  effects  of  any  training 
works  could  be  foreshadowed  by  experiments  in  a  model,  the  value  of  such  experi- 
ments, in  guiding  engineers  towards  the  selection  of  the  most  suitable  design,  could 
not  be  overestimated. 

Some  of  the  influences  at  work  in  an  estuary  can  not  possibly  be  reproduced  in  a 
model — such  as  winds  and  waves.  Winds  coming  from  different  quarters  are  va- 
riable in  their  effects;  but  the  direction  of  the  prevailing  wind  indicates  the  line  in 
which  the  action  of  the  wind  has  most  influence,  which  may  be  exerted  in  reenforc- 
ing  the  flood  or  ebb  currents,  and  may  aid  or  retard  accretion  by  blowing  the  silt- 
bearing  stream  more  into  or  out  of  the  estuary.  Waves  are  the  main  agents  in  the 
erosion  of  cliffs  along  open  seacoasts,  and  in  stirring  up  sand  in  shallow  places: 
And  the  materiied  thus  put  in  suspension  may  be  transported  by  tidal  cun-ents,  aided 
by  wind,  into  an  estuary,  and  be  deposited  under  favorable  conditions.  These  cir- 
cumstances affect  the  rate  of  accretion,  which  can  not  be  investigated  experiment- 
ally, as  it  is  impossible  to  reproduce  in  a  model  the  proportion  of  silt  in  suspension, 
which,  moreover,  varies  in  any  estuary  with  the  state  of  the  weather  and  tide,  and 
the  volume  of  fresh  water  discharged.  Inside  an  estuary,  also,  waves  in  storms 
may  erode  the  shores  at  high  tide,  and  modify  the  low- water  channels;  but  the  first 


Fig.  107.— Scheme  F. 
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•effect  is  very  gradual,  and  the  second  is  intermittent,  only  occasionally  occurring. 

The  main  forces  acting  in  any  tidal  estuary  are  the  tidal  ebb  and  fiow  and  the 
fresh-water  discharge,  which  are  constantly  at  work;  and  they  regulate  the  size  of 
the  channels  in  an  estuary,  and  for  the  most  part  their  direction,  as  well  as  the 
limits  of  accretion.  These  are  the  forces  which  can  be  reproduced  in  miniatiu*e  in 
a  model,  as  proved  by  the  close  concordance  in  the  channels  obtained  by  experiment 
with  the  actual  conditions  of  the  Mersey,  and  with  a  previous  state  of  the  Seine 
estuary;  and  this  similarity  of  results  would  not  have  occurred  if  the  other  influ- 
ences noticed  above  were  at  all  equally  potent. 

Training  walls  mainly  modify  the  direction  and  action  of  the  tidal  ebb  and  flow 
and  fresh- water  discharge;  and  therefore  it  is  reasonable  to  suppose  that  the  re- 
sults in  a  model,  due  to  these  alterations,  would  correspond  to  their  actual  effects 
in  an  estuary,  provided  the  important  element  of  accretion  could  be  also  reproduced. 
This  was  satisfactorily  accomplished  in  the  second  stage  of  the  investigation,  prov- 
ing that  the  miniature  influences  produced  in  the  model  corresponded,  in  this  case 
also,  with  the  forces  acting  in  the  estuary.  Accretion  is  promoted  by  training  walls 
in  an  estuary  where  matter  is  carried  in  suspension;  but  the  action  of  waves  in 
modifying  the  channels  is  stopped  by  the  intervention  of  training  walls.  Accord- 
ingly, the  further  the  training  walls  are  extended,  and  the  more  an  estuary  is  pro- 
tected by  works  such  as  those  indicated  in  Figs.  99-101,  the  more  is  the  modifying 
influence  of  waves  eliminated,  and  therefore  the  more  are  experim*>nts  in  a  model 
likely  to  correspond  with  the  conditions  of  estuaries  under  similar  conditions. 

(164)  Other  considerations  also  afford  grounds  for  supposing  that  the  effects  ob- 
served with  training  walls  in  a  model  fairly  correspond  with  the  results  which  such 
works  would  produce  in  an  estuary.  The  charts  of  the  experiments  show  that  defi- 
nite results  followed  from  certain  lines  inserted  in  the  model,  and  that  modifications 
in  these  lines  were  followed  by  modifications  in  results.  (Compare  Figs.  99-101  and 
Fig.  103  with  Fig.  105.)  Moreover,  the  results  produced  with  the  model  agree  very 
closely  with  the  results  which,  in  the  two  earliest  schemes  experimented  upon,  it 
was  stated,  before  the  experiments  were  begun,  would  follow,  if  the  works  indi- 
cated by  lin3s  in  the  charts  were  actually  carried  out  in  the  Seine  estuary.* 

*  Compare  the  observations  relating  to  Scheme  A  and  Fig.  99,  with  the  follow- 
ing extract  from  Instit.  Civ.  Engin.  Proc,  vol.  84,  p.  356:  **  The  narrowing  of  the 
mouth  of  the  estuary  of  the  Seine  would  at  first  promote  scour,  and  increase 
the  depth  in  that  part  of  the. channel,  and  for  a  little  distance  above  and  below. 
This  contraction,  however,  would  impede  the  influx  of  the  flood  tide,  and  cause 
changes  in  the  velocity  of  the  current  through  the  narrow  neck,  and  in  the  wide 
estuary  above,  promoting  the  deposit  of  silt  brought  in  by  the  tide.  This  accretion 
would  be  greatly  aided  by  the  prolongation  of  the  training  walls  to  Honfleur,  so 
that  eventually  the  greater  portion  of  the  estuary  comprised  between  Tancarville, 
Hoc  Point,  and  Honfleur  would  be  raised  to  high-water  level.  This  large  reduction 
in  tidal  capacity  would  reduce  the  tidal  current  through  the  narrowed  entrance,  and 
consequently  diminish  again  the  depth  in  the  channel.  Moreover,  this  reduction  of 
tidal  flow  in  and  out  of  the  lower  estiiary  would  favor  the  natural  heaping-up  action 
of  the  sea  on  the  sands  outside;  so  that  eventually,  not  only  would  the  initial  deep- 
ening of  the  narrowed  outlet  be  lost,  but  the  good  depths  in  the  bay  outside  the 
estuary  would  be  imperiled." 

Compare  also  Fig.  102,  with  the  following  extract  from  Instit.  Civ.  Engin.  Proc., 
vol.  84,  p.  250:  **The  continuously  concave  southern  training  wall,  whilst  very 
favorable  to  Honfleur,  will  unduly  keep  the  ebb  current  to  that  side,  and  there- 
fore away  from  Havre.  ALso,  the  extension  of  the  wall  along  the  Ratier  Bank 
will  act  like  a  groyne,  and,  arresting  the  silt-bearing  southern  current,  will  connect 
Trouville  Bank  with  the  shore,  and  lead  to  a  large  accumulation  of  deposit  in  front 
of  Trouville.    *  *  *  and  also  the  low  walls  proposed  will  not  prevent  accretion.*' 
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It  would  be  impossible  to  determine  by  experiment  the  time  any  changes  in  an 
estuary  would  occupy.  The  figures,  in  fact,  giving  the  number  of  tides  during  which 
each  experiment  was  worked,  are  not  even  intended  as  an  indication  of  the  rate  of 
change  ih  the  model,  and  much  less  as  any  measure  of  the  period  required  for  such 
changes  in  an  estuary,  but  merely  as  a  record  of  the  comparative  duration  of  each 
experiment.  It  was  observed,  however,  that  the  changes  were  most  rapid  where 
the  modifications  effected  by  the  lines  of  walls  inserted  in  the  model  were  greatest 
(Figs.  99-101),  and  slowest  where  the  lines  in  the  model  produced  the  least  altera- 
tions.  (Figs.  102  and  107.) 

PRINaPLES  FOR  TRAINING  TIDAL  RIVERS  DEDUCED  FROM  EXPERIMENTS. 

(165)  The  foregoing  investigations,  viewed  merely  as  experiments,  without  any 
reference  to  their  bearing  on  the  Seine,  may  serve  for  indicating  some  general  prin- 
ciples applicable  in  training  tidal  rivers  through  wide  estuaries.  Direct  experiment 
for  each  estuary  is  undoubtedly  preferable  to  abstract  reasoning,  where  such  experi- 
ment is  possible,  as  it  reproduces  the  special  conditions  of  the  estuary  to  be  in- 
vestigated. Nevertheless  general  principles  maybe  of  value  in  guiding  the  choice 
of  designs  to  be  investigated,  so  as  to  avoid  waste  of  time  in  testing  unfavorable 
schemes,  and  also  in  cases  where  the  conditions  of  an  estuary  are  not  sufficiently 
known  to  afford  a  correct  basis  for  experiment. 

The  experiments  may  be  divided  into  three  classes,  namely: 

(1)  Outlet  of  estuary  considerably  restricted,  and  channel  trained  inside  toward 
outlet.    (Figs.  99-101.) 

(2)  Channel  trained  in  sinuous  line,  expanding  towards  outlet,  but  kept  somewhat 
narrow  at  changes  of  curvature.   (Figs.  103-106.) 

(3)  Channel  trained  in  as  direct  a  course  as  practicable,  and  expanding  regularly 
to  outlet.   (Figs.  102  and  107.) 

The  experiments  of  the  first  class  exhibited  a  deep  outlet,  and  a  fairly  continuous 
channel  inside,  where  the  training  works  were  prolonged  to  the  outlet.  The  chan- 
nel, however,  was  irregular  in  depth  near  the  outlet;  and  a  bar  appeared  in  front 
of  the  outlet  outside.  The  breakwater  also,  extending  across  part  of  the  outlet,  fa- 
vored deposits  both  inside  and  outside  the  estuary,  by  producing  slack  water  in  the 
sheltered  recesses. 

The  second  class  of  trained  channel  was  designed  to  profit  by  the  scour  at  the 
concave  face  of  bends,  so  clearly  exhibited  at  the  first  bend  of  all  the  charts,  and 
to  continue  the  depth  thus  obtained  by  restricting  the  width  between  the  bends,  on 
the  principle  adopted  for  winding  nontidal  rivers.  Experiment,  however,  did  not 
bear  out  the  advantages  anticipated  from  this  system,  probably  owing  to  the  varia- 
ble direction  of  the  flood  tide  at  different  heights  of  tide,  its  being  checked  in  its 
progress  by  the  winding  course,  and  not  acting  in  unison  with  the  ebb  from  the  dif- 
ference in  its  direction  and  the  width  of  the  trained  channel  near  the  outlet.  The 
main  stream  in  a  nontidal  winding  river  always  follows  a  tolerably  definite  course; 
whereas  the  flood  tide  tends  gradually,  as  it  rises,  to  assume  as  direct  a  course  as 
possible.  The  difference,  therefore,  in  the  conditions  of  a  nontidal  and  tidal  river, 
in  this  respect,  is  considerable. 

(166)  The  third  class  of  trained  channel  afforded  a  wide,  tolerably  uniform  chan> 
nel  in  the  experiments;  the  flood  tide  was  less  impeded  in  its  progress  than  with 
the  other  forms  of  training  walls,  and  appeared  to  act  more  in  concert  with  the  ebb. 

The  experiments,  accordingly ,  indicate  that  the  only  satisfactory  principle  for 
training  rivers,  through  wide  estuaries  with  silt-bearing  currents,  is  to  give  the 
trained  channel  a  gradually  expanding  form,  with  as  direct  a  course  as  possible  to 
the  outlet.  The  rate  of  increase  of  width  between  the  training  walls  must  be  de- 
termined by  the  si>ecial  conditions  of  the  estuary.  If  the  outlet  is  very  wide  and 
the  gradual  expansion  in  width  can  not  be  commenced  a  considerable  distance 
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up  an  estuary,  some  restriction  in  width  at  the  outlet  may  be  expedient  to  avoid  a 
too-rapid  expansion.  It  is  evident  that  the  widening  out  adopted  in  the  last  experi- 
ment (Fig.  107)  was  carried  to  its  utmost  limits,  from  the  continuance  of  sand  banks 
inside  the  trained  channel,  and  that,  regarding  merely  the  improvement  of  the 
channel,  it  might  have  been  preferable  to  restrict  its  width  at  the  outlet  as  effected 
in  Scheme  C  (Fig.  102).  At  the  same  time  it  must  not  be  inferred  from  the  ex- 
istence of  these  sandbanks  that  the  distance  apart  of  the  training  walls  was  much 
too  great  in  the  last  experiment;  for  the  width  apart  of  the  training  walls  necessi- 
tated the  inclusion  of  a  greater  extent  of  sand  banks  within  the  trained  channel  at 
the  outset,  and  also  rendered  tlie  rate  of  improvement  in  the  channel  more  gradual, 
so  that  the  improvement  in  the  channel  both  in  direction  and  depth  was  still  pro- 
gressing at  the  close  of  the  experiment,  and  the  sand  banks  in  the  channel  were  in 
process  of  removal  and  not  being  formed.  The  choice  in  such  cases,  where  the 
widening  out  can  not  be  commenced  far  up,  appears  to  lie  between  the  utmost  im- 
provement of  the  channel  at  the  expense  of  accretion  on  the  foreshores  outside  and 
the  maintenance  of  the  depths  over  the  foreshores  beyond  the  outlet,  accompanied 
with  a  somewhat  less  good  channel  in  the  estuary.  In  some  cases,  deposit  on  the 
foreshores  at  the  side  beyond  the  outlet  might  be  of  no  importance,  and  then  the 
river  channel  should  be  primarily  considered;  but  if,  on  the  contrary,  accretion  on 
the  foreshores  outside  is  undesirable,  the  outlet  must  be  maintained  by  a  greater 
widening  out  of  the  training  waUs.  The  actual  direction  of  the  training  walls  must 
be  determined,  in  each  case,  by  the  general  direction  of  the  channel  above,  the  situ- 
ation of  ports  on  the  estuary,  the  position  of  the  outlet,  and  the  set  of  the  flood  tide 
at  the  entrance. 

(167)  Condvding  remarks. — In  terminating  this  record  of  my  investigations  and 
the  general  principles  for  training  works  which  they  seem  to  indicate,  I  desire  to 
acknowledge  the  care  with  which  my  assistant,  Mr.  E.  Blundell,  has  carried  out  the 
tedious  task  of  working  the  tides  in  the  model,  and  prepared  the  charts  of  the  ex- 
perimental results  from  which  the  illustrations  accompanying  this  paper  have  been 
drawn  out.  Eddies  at  sharp  edges,  due  to  distortion  of  scale,  appear  to  have  exces- 
sive scouring  effect  in  a  model;  whilst  the  action  of  the  more  regular  currents  ex- 
hibits a  deficiency  in  scouring  power,  as  previously  noted.  Though  the  actual 
depths  of  the  channels,  however,  are  too  small  for  the  distorted  vertical  scale,  re- 
liance, I  think,  may  be  placed  on  the  general  forms  and  relative  deptlis  of  the  chan- 
nels obtained  in  a  model.  It  is  possible  that  the  inadequate  depth  might  be  reme- 
died by  the  employment  of  a  finer  or  lighter  material  for  forming  the  bed  of  the 
model,  or  by  using  a  liquid  of  greater  density  than  water;  but  sand  and  water  have 
the  unquestionable  advantage  of  being  the  substances  which  actually  effect  the 
changes  in  estuaries. 


PART  II-TIDAL,  COAST,  AND  HARBOR  WORKS. 


Chapter  XVIII.— Calais  Harbor  Works. 

(168)  In  1875,  before  the  beginning  of  the  ijnprovements  just  fin- 
ished, the  condition  of  the  port  was  as  follows:  The  depth  in  the  outer 
channel  on  the  bar,  maintained  by  the  action  of  the  littoral  currents 
and  that  of  the  sluicing  basin,  varied  from  zero  to  0.75  meter  below 
the  zero  of  the  charts  (this  zero  being  the  mean  level  of  the  Medi- 
terranean at  Marseilles).  The  other  depths  below  this  datum  were 
as  follows: 

Channel  between  the  jetties,  1.50  to  2.50  meters  below  zero. 
At  the  foot  of  the  wharf  built  against  the  western  jetty  for  the  channel  mail 
steamers,  8  meters  below  zero. 
In  the  outer  harbor,  0.73  meter  above  zero. 
In  the  dock,  0.72  meter  above  zero. 
Total  length  of  the  quays,  2,330  meters. 
Area  of  the  western  dock,  2  hectares. 

The  entrance  lock  to  this  dock,  17  meters  wide,  had  a  single  pair 
of  gates,  and  could  only  be  used  by  vessels  during  one  or  two  hours 
of  high  tide.  The  rise  of  the  tide  is  about  7  meters.  The  width  of 
the  quays  did  not  anywhere  exceed  30  meters,  which  was  entirely  too 
narrow  for  the  traffic  along  the  Calais-Dover  route,  requiring,  as  it 
did,  branch  lines,  sidings,  and  facilities  for  transporting  the  freight 
between  the  ships  unloading  and  the  Calais  station. 

Also,  there  were  no  adequate  means  of  communication  between 
the  port  and  the  network  of  water  ways  connected  with  it,  so  that  in 
1875  the  total  tonnage  entering  and  leaving  the  port  was  840,000  tons, 
but  the  weight  of  merchandise  imported  and  exported  did  not  ex- 
ceed 215,000  tons. 

For  want  of  sufficient  depth  on  the  bar  the  mail  service  between 
Dover  aad  Calais  was  the  only  one  which  could  be  run  at  fixed  hours 
day  and  night,  and  even  this  was  more  or  less  irregular. 

Tlie  new  works,  created  in  virtue  of  the  laws  of  December  14,  1875, 
and  August  3,  1881,  which  are  now  completed,  have  wholly  changed 
670 
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the  condition  of  the  port  from  what  it  was  14  years  ago.  These 
new  works  (see  Fig.  108)  may  be  described  as  follows : 

(169)  Exterior  and  interior  channel, — By  dredging,  and  by  the 
combined  action  of  the  two  sluicing  basins,  a  minimum  depth  of  4 


meters  below  low  water  has  been  obtained  on  the  outer  pass  and  in 
the  channel  between  the  two  jetties.* 
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(170)  Scouring  or  sluicing  basin. — The  sluicing  basin  has  an  area 
of  90  hectares ;  it  has  been  excavated  to  a  depth  of  6  meters  above  the 
zero  of  the  charts,  except  in  the  center  where  a  deeper  channel  has 
been  made  to  the  opening  of  the  sluicing  lock. 

The  volume  of  available  water  stored  at  high  tide  above  the  ref- 
erence +  5  is  1,600,000  cubic  meters.  This  volume  can  be  dis- 
charged, with  a  fall  of  from  4.25  to  6  meters,  in  from  45  to  60  min- 
utes. 

(171)  The  sluicing  lock  is  made  with  five  openings,  each  6  meters 
wide,  closed  by  balance  gates  turning  around  a  central  axle  Tlie 
sill  of  these  openings  is  placed  at  low- water  level,— 0.72  meter.  The 
sluicing  water  is  so  directed  as  to  strike  upon  the  inner  channel,  -r>i) 
meters  from  the  extremities  of  the  jetties,  where  a  great  deal  of  sand 
is  deposited,  and  where  the  dredging  is  difficult.  The  sand  is  car- 
ried to  the  bar,  whence  it  is  easily  removed  by  dredges. 

(172)  Outer  harbor. — The  new  outer  harbor  has  an  area  of  6  hec- 
tares ;  it  is  bordered  on  the  northeast  and  southwest  by  quays  which 
are  connected  by  return  walls  to  the  entrance  lock  of  the  eastern 
dock.  The  mean  width  is  160  meters,  and  the  depth  4  meters  below 
zero,  except  at  the  foot  of  the  southwestern  quay,  where  the  channel 
is  cut  7  meters  deep  to  allow  large  ships  to  remain  afloat. 

This  quay  is  240  meters  long,  and  its  foundations  are  sunk  10 
meters  below  zero.  Here  sheds  are  built  and  rails  laid  for  the  use 
of  ocean  steamships,  so  that  they  can  call  at  Calais,  and  can  load 
and  unload  without  entering  the  dock.  The  northeast  quay  is  for 
the  steamboat  service  between  Calais  and  Dover,  and  contains  the 
railroad  station,  and  berths  for  four  steamers  from  100  to  120  meters 
long,  drawing  3.50  meters.  The  quay  itself  is  370  meters  long  and 
has  a  depth  of  3.5  meters  at  its  foot. 

(173)  Eastern  dock. — Entrance  to  the  eastern  dock  is  obtained  by 
means  of  two  parallel  locks  whose  sills  are  placed  1.75  meters  below 
zero ;  their  depth  is  5. 70  meters  below  the  mean  sea  level  (3. 92  meters) 
and  their  widths  are  21  and  14  meters,  respectively ;  they  will  lock 
ships  135  meters  long,  and  are  each  divided  by  a  pair  of  intermediate 
gates,  so  as  to  economize  the  water  when  locking  small  vessels.  At 
high  tide  vessels  can  go  through  the  locks.  The  gates,  capstans, 
drawbridges,  etc.,  are  worked  by  hydraulic  machinery. 

The  area  of  this  dock  is  12  hectares,  including  the  inner  basin,  with 
which  it  communicates.  Its  width  is  170  meters  at  the  entrance,  120 
at  its  southern  extremity,  and  70  in  the  inner  basin ;  close  to  the  locks 
the  width  is  increased  so  as  to  give  more  room  to  vessels  entering  or 
leaving.  • 

The  depth  is  0.50  meter  below  the  sills.  The  total  length  of  the 
quays  around  this  dock  is  1,500  meters. 

The  inner  basin  is  excavated  to  low-water  level,  and  the  effective 
length  of  the  surrounding  quays  is  350  meters.  The  width  of  the 
wester^  quay  is  100  meters  and  that  of  the  eastern  140. 
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(174)  Sheds  are  constructed  on  the  west  side  by  the  chamber  of 
commerce,  and  all  quays  are  provided  with  railroad  tracks  by  the 
Northern  Railroad  Company. 

(175)  Ghraving  dock. — A  dry  dock  155  meters  long,  entered  through 
a  lock,  can  accommodate  vessels  150  meters  long.  It  is  provided 
with  pumping  machinery  arranged  so  as  to  empty  the  dock  in  3 
hours. 

(176)  Canal  dock. — Between  the  east  and  west  docks  is  a  canal' 
dock,  covering  4  hectares,  for  the  use  of  barges;  it  is  surrounded  by  a 
quay  1,600  meters  long,  and  extends  from  the  new  eastern  dock, 
with  which  it  is  connected  by  two  locks,  to  the  citadel  canal,  by 
which  it  communicates  with  the  citadel  lock  and  the  old  port. 

Communication  between  this  dock  and  the  citadel  lock  can  be  cut 
off  by  means  of  a  guard  lock,  the  gates  of  which  may  be  moved 
whatever  may  be  the  force  of  the  current,  thus  forming  a  dam  in 
case  of  accident  to  the  citadel  lock,  either  against  the  sea  or  against 
the  water  in  the  dock. 

(177)  The  Pierrettes  canal  runs  into  the  citadel  lock  below  the 
guard  lock.  It  may  be  used  to  separate  the  old  sluicing  basin  from 
the  drainage  canal.  The  gates  of  the  guard  lock  are  closed  against 
the  water  in  the  basin,  when  the  Pierrettes  canal  is  used  to  discharge 
its  flood  waters  into  the  sea  through  the  citadel  lock,  the  level  of 
this  canal  being  1  meter  below  the  Calais  canal.  The  Pierrettes 
canal  is  usually  kept  closed  by  a  movable  dam. 

Five  bridges,  two  of  which  cross  the  locks,  provide  for  the  traffic 
between  the  two  sides  of  the  canal. 

(178)  The  Marck  canal,  which  receives  nearly  all  the  surface  water 
from  the  lowlands  on  the  right  of  the  Calais  canal,  formerly  dis- 
charged through  a  bridge  dam  into  the  Calais  canal,  in  the  center 
of  the  town  of  St.  Pierre.  The  water  could  run  into  the  sea  through 
the  citadel  lock  only  when  the  latter  was  being  emptied.  These 
waters  were  so  abundant  as  to  require  the  level  in  the  Calais  canal 
to  be  frequently  and  excessively  lowered.  To  avoid  this  and  pre- 
serve a  constant  level  in  the  Calais  canal  in  times  of  freshet,  the 
Marck  canal  has  been  diverted  so  as  to  discharge  directly  into  the 
outer  harbor.  The  Calais  canal  has  also  been  straightened,  enlarged, 
and  deepened  so  as  to  allow  the  passage  of  vessels  of  300  tons  burden, 
the  largest  that  can  be  accommodated  on  the  northern  water  ways 
between  Belgium  and  France. 

(179)  The  Calais  improvement  works  began  in  1876.  The  sluicing 
basin  and  its  lock,  the  outer  port,  the  lock  of  the  eastern  dock,  and 
the  northern  part  of  the  basin  itself,  had  to  be  constructed  on  the 
beach.  The  southern  portion  of  the  same  dock  had  to  be  excavated 
across  the  line  of  downs  and  the  works  which  protected  the  town  of 
St.  Pierre  from  the  sea  situated  about  2  meters  above  the  highest 
tide.    All  the  excavations  had  to  be  made  in  the  fine  beach  sand 
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and  downs,  and  upon  it  the  harbor  works  had  to  rest.  Again  the 
foundations  could  not  be  made  without  protection  against  the  sea. 

Fortunately  the  contour  of  the  port  and  the  general  arrangement 
of  the  works  permitted  the  formation  of  a  series  of  coffer  dams,  cor- 
responding to  several  groups  of  projected  improvements,  which 
could  b6  undertaken  separately.  The  utilization  of  the  first  fillings 
for  the  quays  and  permanent  dikes  as  coffer  dams,  greatly  reduced 
the  amount  of  temporary  earthwork.  The  slopes,  slightly  exposed 
to  the  sea,  were  covered  with  rocks  from  the  chalk  formation  and 
held  by  wattling.  When  more  exposed,  they  were  covered  with  sand 
resting  on  straw  so  placed  that  the  stalks  lay  in  the  direction  of  the 
greatest  slope,  and  were  held  by  horizontal  lines  of  wattling;  between 
these  lines  the  straw  was  loaded  with  hard  limestone,  pointed  and 
laid  in  courses  with  their  tails  downward,  and  strongly  rammed  to- 
gether. In  the  most  exposed  portion  the  revetment  of  the  slope  was 
formed  by  stone  pitching.  The  foot  of  the  slope  rested  against  a  line 
of  sheet  piling  which  was  reinforced  by  a  mass  of  beton  sunk  1.50 
meters  in  the  sand.  The  stone  pitching  was  laid  upon  a  bed  of  well 
rammed  clay  0.30  meter  thick,  spread  upon  the  slope  to  prevent  the 
sand  from  being  washed  away.  This  pitching  was  0.60  meter  thick 
and  set  in  Portland  cement.  A  curved  form  decreasing  in  declivity 
was  given  to  the  new  sea  front  of  the  dike  to  better  protect  it  against 
the  action  of  the  waves. 

The  engineers,  seeing  the  great  difficulty  of  driving  piles  through 
the  sand,  had  recourse  to  the  method  of  sinking  them  by  means  of 
water  jets. 

Before  using  the  water  jets,  to  drive  a  panel  of  sheet  piling  2.50 
meters  high  and  180  long  required  900  blows  from  a  ram  weigh- 
ing 600  kilograms,  and  occupied  from  3f  to  14i  hours,  or  an  average 
of  Si  hours.  The  resistance  of  the  sand  was  such  that  the  thickness 
of  the  piling  had  to  be  increased  from  0.08  to  0.12  meter,  and  even 
then  the  wood  was  frequently  broken. 

The  first  trials  of  the  jets  gave  such  remarkable  results  that  the 
method  was  subsequently  employed  to  sink  most  of  the  foundation 
walls  of  the  quays. 

The  water  jet  was  forced  into  the  sand  by  means  of  a  hand  pump 
through  an  iron  nozzle  0.027  meter  in  diameter,  connected  to  an 
India-rubber  hose  (see  Plate  V).  This  so  facilitated  the  work  that 
a  panel  of  seven  or  eight  planks  was  sunk  in  one  hour  and  nine  min- 
utes, and  in  many  cases  the  time  was  reduced  to  fifteen  minutes. 
The  number  of  blows  did  not  exceed  fifty,  and  were  only  necessary  to 
overcome  the  friction  between  adjacent  panels,  which  were  tongued 
and  grooved  to  make  a  tight  joint.  The  weight  of  the  ram  on  a 
single  pile  3  meters  long  was  sufficient  to  sink  it  immediately,  and 
the  former  thickness  of  0.08  meter  for  the  panels  was  restored. 

This  dike  was  finished  without  accident,  but,  several  years  later. 
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CONSTRUCTION  OF  THE  QUAYS  OF  THE  DOCKS  AT  CALAIS.    PROCESS  OF  SINKING  THE  PILES  BY 

MEANS  OF  WATER  JETS. 
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during  the  high  tide  of  an  equinoctial  storm  a  great  breach  was 
made  in  it;  this  was  .closed  and  the  profile  of  the  dike  modified  as 
shown  in  Fig.  109.    The  height  and  thickness  are  the  same  as  before. 


but  the  top  had  a  slope  of  one-tenth  from  the  edge  of  the  stone 
pitching,  for  10  meters  back  from  this  crest,  with  a  stone  flagging 
prolonged  by  a  belt  of  puddled  clay  from  0.25  to  0.30  meter  thick. 
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At  30  meters  from  the  edge  a  turf  banquette  1.50  meters  high  formed 
the  last  barrier  to  the  water.  Finally  a  masonry  berme  10  meters 
wide  was  constructed  at  the  foot  of  the  dike,  following  the  declivity 
of  the  beach.  Thus  reconstructed,  the  dike  has  resisted  the  most 
violent  storms. 

(180)  Dredging  of  the  channel. — The  work  of  deepening  the  outer 
channel  was  carried  on  at  first  by  a  Dutch  company,  and  then  by  the 
Fives-Lille  Company.  The  quantity  extracted  at  the  end  of  1888  by 
both  companies  was  1,472,933  cubic  meters,  and  the  price  last  paid 
was  0.92  francs  per  cubic  meter,  raised  and  carried  1  mile.  A  careful 
study  of  the  plan  of  the  soundings  made  from  month  to  month 
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FiQ.  110. —Cross  section  of  the  wall  of  the  northeast  quay  of  the  outer  harbor. 

during  the  last  seven  years  shows  that,  by  dredging  out  annually 
170,000  cubic  meters,  the  outer  and  inner  channels  may  be  maintained 
at  a  depth  of  4  meters  below  datum;  this,  at  the  price  of  0.92  francs 
per  cubic  meter,  amounts  to  85,000  francs. 

(181)  The  sluicing  lock,  which  serves  to  discharge  the  water  accu- 
mulated in  a  basin  of  90  hectares  area,  has  five  openings,  each  6  me- 
ters wide,  separated  by  piers  3. 50  meters  thick.  The  wetted  peri- 
meter of  these  openings  has  been  arranged  so  that  a  discharge  of 
1,  GOO, 000  cubic  meters  can  take  place  in  an  hour  under  a  head  vary- 
ing from  6  to  4i  meters. 
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(182)  Outer  harbor  quays. — The  northeast  quay,  570  meters  long, 
shown  in  section  by  N  Fig.  109,  is  for  the  Calais  and  Dover  mail 
steamers.  The  station  and  lines  of  the  Northern  Railroad  Company 
are  placed  here. 

The  quay  wall  is  nearly  vertical  and  flush,  except  that  at  equal 
distances  along  it  there  have  been  made  four  recesses  55  meters 
long  and  from  8  to  9  meters  deep.  In  these  recesses  the  iron  landing 
stages  are  arranged  in  three  stories,  for  the  landing  and  embarkation 
of  passengers  and  freig'ht.  The  two  central  recesses,  which  are 
opposite  the  railroad  station,  are  120  meters  long ;  the  others  100 ; 
the  rest  of  the  quay  may  be  used  for  a  fifth  steamer,  or  for  the 
dredges  and  tugs  belonging  to  the  port. 

The  plane  portion  of  the  wall  between  each  recess  has  a  uniform 
section  of  7  meters  thick  at  the  base  and  2.70  meters  at  the  top. 
Tlie  foundations  are  sunk  to  the  reference  —6.25  meters,  that  is,  2.75 
meters  below  the  bottom  of  the  outer  harbor,  and  the  total  height  is 
15.75  meters.  Near  the  base  the  face  of  the  wall  is  vertical ;  above 
it  has  a  batter  of  one-tenth.  The  thickness  of  the  vertical  portion 
is  7  meters,  but  above  it  is  reduced  by  steps  as  shown  in  Fig.  110. 

At  the  right  of  the  landing  stage  the  total  thickness  of  the  wall 
is  13.75  meters  for  a  length  of  64  meters ;  in  this  wall  two  recesses 
are  made,  each  22.50  meters  long  and  separated  by  a  wall  10  meters 
thick.  The  bottom  of  each  recess  slopes  slightly  to  keep  it  clear  of 
water.  The  depth  of  the  lower  is  8.95  meters,  and  that  of  the  upper 
8.20  meters.  The  quay  is  formed  of  two  parallel  walls;  the  outer, 
an  extension  of  that  of  the  quay  and  4  meters  thick,  comes  up  to 
the  level,  2.25  meters;  the  other,  4.50  meters  thick,  extends  to  the 
top  of  the  quay;  the  two  walls  are  connected  by  an  archway  par- 
allel to  the  quay.  The  second  wall,  hollowed  out  behind  by  little 
arches,  contains  a  staircase  between  the  middle  and  upper  landings. 

Each  landing  stage  is  formed  of  six  frames  perpendicular  to  the 
face  of  the  wall,  which,  with  the  lateral  walls,  carry  the  floor  beams 
of  the  middle  and  upper  landings.  Each  frame  consists  of  three 
uprights,  one  inclined  and  the  other  two  vertical ;  the  bases  of  the 
two  latter  rest  upon  iron  plates  imbedded  in  the  masonry;  the 
columns  are  stiffened  by  cross  braces.  These  columns  support  the 
middle  deck,  and  the  upper  deck  is  supported  in  a  similar  manner,  as 
shown  in  Fig.  109-N. 

(183)  The  southwest  quay  (S,  Fig.  109)  is  reserved  for  the  use  of 
the  ocean  steamers  calling  at  Calais.  It  has  a  depth  of  7  meters 
below  low  tide ;  the  foundations  were  sunk  to  a  reference  —10  meters ; 
its  coping  is  +9  meters,  and  its  total  height  19  meters.  This  founda- 
tion was  accomplished  in  a  special  manner,  which  will  now  be  ex- 
plained. 

(184)  Foundation  of  the  northeast  and  southwest  quays  of  the  older 
harbor, — The  width  of  the  foundation  was  7  meters;  to  make  a 
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trench  7  meters  wide  and  5  meters  deep  in  the  fine  sand  and  lay  the 
quay  walls  inside  required  the  construction  of  a  costly  cofferdam, 
and  even  then  the  results  were  not  absolutely  sure.  The  method  by 
compressed  air  was  equally  expensive  but  surer. 

After  some  very  successful  experiments  it  was  decided  to  apply, 
for  sinking  the  masonry  curbs  7  meters  by  G.50  and  6  meters  high, 
the  process  so  successfully  used  in  driving  the  wooden  piles  at  Calais. 

These  curbs  were  placed  side  by  side.    The  exterior  walls  are 


Fig  111.— Vertical  section  of  a  curb. 


Fio.  112.— Lower  plan. 


Fig.  118.— Upper  plan. 


vertical,  the  interior  walls  are  vertical  for  a  distance  of  0.50  meter. 
They  are  1  meter  thick,  and  are  shown  in  Figs.  Ill  to  113.  The 
base  is  of  concrete  made  in  a  mold,  which  is  taken  off  when  the  con- 
crete is  set ;  the  rest  is  built  up  of  masonry  laid  in  cement.  The 
blocks  thus  fprmed  (PI.  VI)  are  not  sunk  until  ten  days  after  they  are 
finii^hed.  This  operation  consists  in  exposing  the  sand  beneath  the 
block  to  the  action  of  powerful  water  jets,  thus  throwing  a  mixture 
of  water  and  sand  from  without  into  the  cavity 
within,  and  pumping  the  mixture  of  sand  and 
water  thus  obtained  in  the  middle  of  the  curb.- 
For  this  purpose  a  centrifugal  pump,  driven  by 
a  portable  engine  of  10-horse  power,  was  em- 
ployed; the  suction  pipe  was  suspended  from  high 
scaffolding,  the  orifice  being  placed  a  little  below 
the  level  of  the  bottom  of  the  block.  Four  direct- 
acting  force  pumps  were  used  to  drive  the  water 
into  the  sand,  each  pump  throwing  600  liters  per  minute,  with  a 
pressure  of  2  kilograms,  through  three  nozzles  connected  to  the 
pump  by  India  rubber  hose,  which  passed  over  a  light,  portable 
staging  above  the  curb. 

The  whole  plant  was  mounted  on  four  platform  cars  and  ran 
upon  rails  laid  parallel  to  the  face  of  the  quay. 

Plate  VI  shows  the  general  arrangement,  and  Fig.  114  shows  the  ar- 
rangement of  the  twelve  jets.  Eight  of  them  were  arranged  around 
the  sides  of  the  octagonal  opening,  and  the  four  others  around  the 
suction  pipe  of  the  centrifugal  pump.  Three  of  these  played  around 
the  mouth  of  the  suction  pipe  diluting  the  sand,  augmenting  the 
efficiency  and  diminishing  the  danger  of  choking.  The  twelfth  pipe 
was  united  to  the  suction  pipe,  into  which  it  discharged  just  above 


Fio.  114.— Arranfirement 
of  the  Jets. 
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its  lower  extremity.  This  arrangement,  devised  by  Mr.  Delanoy, 
kept  the  pump  clear.  The  jets  from  the  nozzles,  all  working  simul- 
taneously, mixed  the  sand  and  water  together,  and  this  mixture  was 
drawn  out  by  the  centrifugal  pump.  Care  was  taken  during  the  op- 
eration that  the  quantity  of  water  forced  in  should  be  the  same  as 
that  pumped  out,  so  that  the  level  of  the  water  in  the  curb  should  be 
just  below  the  ordinary  level  of  the  water  in  the  surrounding  sand. 
In  this  way  there  was  no  danger  of  the  sand  on  the  outside  caving 
in,  and  only  a  quantity  of  sand  not  much  greater  in  bulk  than  that 
of  the  curb  was  taken  out. 

As  one  of  these  blocks  sank,  two  spirit  levels  were  placed  upon  the 
top,  by  which  it  was  easy  to  see  whether  it  was  sinking  vertically, 
and  if  it  was  not,  it  was  regulated  simply  by  lowering  or  raising 
nozzles  on  one  side  or  the  other  so  as  to  force  it  more  or  less  into  the 
sand. 

When  the  curb  had  reached  the  bottom,  after  a  descent  of  4  or  5 
meters,  the  sand  was  allowed  to  settle  and  the  opening  was  filled 
with  hydraulic  bdton.  This  layer  when  hardened  formed  a  tight 
tamp,  which  resisted  the  under  pressure  of  the  water ;  the  empty 
space  was  then  pumped  out  and  filled  with  b^ton  cement  up  to  the 
level,  where  it  could  be  filled  with  masonry. 


The  method  adopted  for  the  whole  work  was  as  follows:  A  general 
plan  was  prepared  indicating  the  dimensions  and  position  of  each 
curb,  with  a  space  of  0.40  meter  between  each,  which  is  to  be  filled 
afterwards.  The  positions  of  the  curbs  were  then  marked  out  on 
the  ground. 

Experiments  had  shown  that  in  sinking  such  a  row  of  foundations, 
if  every  alternate  curb  was  sunk,  the  condition  of  the  intermediate 
ground  was  unaffected.  The  work  was  begun  by  sinking  all  the 
curbs  numbered  1,  3,  5,  etc.,  and  then  those  numbered  2,  4,  6,  etc., 
until  all  were  sunk.  The  curbs  were  none  of  them  filled  until  all 
were  in  place,  in  order  to  avoid  any  trouble  which  might  arise  from 
the  displacement  of  the  sand  under  the  foundations.  When  all  the 
curbs  were  sunk  they  were  filled  and  then  these  consecutive  blocks 
were  cemented  together,  as  follows:  On  the  front  and  back  of  the 
blocks  iron  plates  (Fig.  116)  were  sunk  down  to  the  foundations  by 
means  of  water  jets.    These  plates  closed  the  space  between  two 


Fio.  115.—Section  of  a  flnished  curb. 


Fio.  116.— Method  of  cementfn^  two  con- 
secutive blocks  together. 
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consecutive  blocks,  the  sand  between  the  blocks  was  then  cleared 
out  by  the  nozzles  and  pump,  and  the  space  filled  with  b^ton,  made 
of  hydraulic  mortar. 

Upon  the  blocks  thus  united  together  the  foundation  of  the  wall 
was  built  ill  masonry  laid  in  Portland  cement.  PI.  VI  shows  this 
whole  operation. 

The  facility  with  which  these  blocks  were  sunk  permitted  the  en- 
gineers in  charge  to  augment  the  dimensions  of  the  blocks  for  the 
foundation  of  the  southwest  quay,  as  well  as  the  depth  to  which  they 
were  sunk.  They  were  8  meters  square  and  8.75  meters  high,  and 
weighed  800  tons.  These  blocks  were  sunk  with  the  same  accuracy 
as  those  of  smaller  dimensions  for  the  northeast  quay,  but  some  diffi- 
<5ulty  was  experienced  in  cementing  the  blocks  together,  on  account 
of  the  water  forcing  its  way  under  the  iron  plates.  The  time  of  sink- 
ing the  small  blocks  of  the  northeast  quay  to  a  depth  of  about  4.50 
meters  varied  from  ten  to  thirty-five  hours,  the  mean  time  was  re- 
duced to  about  twenty-three  hours,  and  the  mean  volume  displaced 
per  hour  was  6.35  cubic  meters. 

The  time  of  sinking  the  larger  blocks,  8  by  8  by  8,  varied  from  22 
to  119  hours,  with  a  mean  of  45. 

The  sinking  of  the  still  smaller  blocks,  4  by  4  by  4.45  meters,  was 
relatively  easier,  the  mean  volume  displaced  per  hour  being  12.5 
cubic  meters. 

The  total  length  of  the  quay  walls  of  the  outer  harbor,  constructed 
under  the  shelter  of  the  dikes  between  1884  and  1888,  is  770  meters. 
The  corresponding  expense  in  round  numbers  was  2^750,000  francs, 
including  the  plant.  The  expense  of  sinking  the  curbs  was  99,000 
francs.  This  expense  corresponds  to  a  total  volume  displaced  of 
31,253  cubic  meters,  which  makes  the  cost  3.17  per  cubic  meter  of 
sand  extracted  and  masonry  put  in  its  place.  The  cost  of  removing 
the  sand  between  the  sunken  blocks  and  replacing  it  with  beton  was 
27,540  francs,  thus  bringing  up  the  total  cost  of  sinking  the  solid 
walls  to  3.84  francs  per  cubic  meter,  including  the  labor  and  the 
cost  of  the  plant. 

(185)  Eastern  dock  locks, — The  communication  b6tween  che  outer 
harbor  and  the  eastern  dock  is  established  by  two  parallel  locks  of 
the  same  length  but  unequal  widths.  The  larger  has  a  clear  width 
of  21  meters.  The  level  of  the  lowest  part  of  the  invert  is  1.75  meters 
below  the  zero  of  the  charts.  Gate  chambers  are  formed  in  the  ma- 
sonry to  receive  one  pair  of  gates  at  one  end  of  the  lock,  two  pairs 
at  the  other,  and  one  between.  The  maximum  length  of  the  lock 
chamber  is  133.51  meters.  This  length  can  be  divided  in  two  parts, 
which  are,  respectively,  57.50  meters  and  76  meters,  by  means  of  the 
intermediate  gates.  The  smaller  lock  is  similar,  and  has  a  width  of 
14  meters.  On  the  left  side  of  these  locks  two  arched  longitudi- 
nal culverts  are  made;  one,  2.10  meters  wide  and  3.60  meters  high, 
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forms  the  prolongation  of  the  culvert  of  the  western  quay  upon  the 
dock,  and  is  intended  to  carry  off  the  flood  water  from  the  Calais 
canal,  the  water  from  the  dry  dock,  and  that  from  the  boat  locks. 

(186)  Culverts  for  filling  and  emptying  are  also  placed  in  the  cen- 
tral pier  and  in  the  chamber  wall  on  the  right  side  of  the  smaller 
lock.  The  first  is  2.20  meters  wide,  the  second  1,60  meters  wide,  and 
the  height,  3  meters,  is  the  same  in  both. 

Communication  is  made  between  these  outlets  and  the  locks  by 
transverse  branches,  and  the  flow  of  the  water  regulated  by  valves 
and  sluices. 

(186)  Lock  gates. — Each  leaf  is  12.25  meters  wide,  9.80  meters  high, 
and  1.10  meters  thick  for  the  flood  and  1.30  for  the  ebb  gates.  The 
iron  frame  consists  of  eight  horizontal  girders,  spaced  from  1.34  to 
1.36  meters,  connected  at  the  ends  with  two  uprights,  and  having 
four  intermediate  standards  2.32  meters  apart. 

The  leaves  rest  on  pivots  at  the  bottom,  and  at  the  top  they  are 
held  by  iron  trunnions  passing  through  collars  anchored  in  the 
masonry. 

The  14:-meter  lock  is  furnished  with  gates  similar  in  all  respects  to 
those  just  described.  The  total  weight  of  each  leaf  is  85  tons  for 
the  larger  and  50^  for  the  smaller  lock. 

(187)  Turning  bridges, — Four  turning  bridges  are  constructed 
across  these  locks  to  provide  for  the  public  traffic,  two  at  the  lower 
end  and  two  at  the  upper.  They  are  of  similar  construction,  and 
differ  only  in  length,  47.13  and  35.80  meters.  Each  bridge  has  an 
iron  superstructure  and  a  double  wooden  flooring.  It  consists  of  a 
single  span  turning  on  a  pivot  set  in  the  lock  wall. 

The  framework  of  each  bridge  consists  of  two  main  girders  resting 
on  the  ends  of  a  box  girder,  and  united  by  cross-ties,  which  are 
themselves  connected  under  the  flooring  by  stringers.  The  foot  path 
is  carried  on  brackets  mounted  on  the  outside  of  the  main  girders, 
which  have  the  form  of  a  parabola  above  and  below.  The  height  of 
each  girder  is  3.30  meters  at  the  right  of  the  box  girder  and  2.70 
meters  at  the  ends. 

When  one  of  the  bridges  is  in  use  it  rests  upon  the  center  pivot, 
and  also  on  three  locking  brackets,  one  at  the  end  of  the  span, 
another  near  the  pivot,  and  a  third  at  the  breach,  or  tail  end. 

When  the  bridge  is  opened  the  locking  brackets  are  withdrawn 
and  the  superstructure  rests  principally  upon  the  pivot  and  partially 
on  the  breach  rollers.  During  the  rotation  the  rollers  bear  a  maxi- 
mum load  of  5  tons  and  roll  on  a  cast-iron  track. 

The  total  weight  of  the  superstructure  of  one  large  bridge  is  265 
tons,  including  counterpoise  of  45  tons  placed  in  the  breach,  used 
to  tilt  the  bridge,  so  as  to  set  free  the  supports.  The  weight  of  one 
of  the  smaller  bridges  is  190  tons,  including  the  counterpoise  of  30 
tons. 
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188.  Apparatus  for  handling, — The  sluices,  gates,  bridges,  cap- 
stans, etc.,  are  moved  by  hydraulic  power  distributed  from  a  central 
station  erected  near  the  lock. 

The  green  heart  wood  sluices  slide  in  grooves  cut  in  the  granite 
facing  of  the  polished  walls.  The  lock  gates  are  opened  and  closed 
by  hydraulic  presses  and  tackle;  two  presses  for  each  leaf  placed  side 
by  side,  one  for  opening  and  the  other  for  closing  the  gates.  The 
opening  and  closing  chains  pass  over  two  pulleys,  one  above  the 
other,  in  the  wall  near  the  heel  post.  They  pass  over  a  series  of 
guide  pulleys  attached  to  the  upper  part  of  the  l^af,  and  are  secured 
to  a  ring  bolt  in  the  wall.  The  controlling  valve,  worked  by  a  hand 
lever,  is  so  arranged  as  to  make  a  communication  between  one  of 
the  cylinders  with  the  pressure  main  and  the  other  cylinder  with 
the  exhaust  main.  The  arrangement  of  the  admission  and  exhaust 
ports  is  such  that  it  is  possible  to  vary  at  will  the  relation  between 
Jhe  tension  on  the  chain  in  operation,  and  the  resistance  offered  by 
the  one  which  corresponds  to  the  reverse  movement.  A  small 
auxiliary  press,  placed  at  the  end  of  the  closing  cylinder,  forces  the 
closing  piston  to  the  end  of  its  stroke  during  the  process  of  opening 
the  gates,  so  as  to  facilitate  the  unrolling  of  the  slack  of  the  chain 
between  the  walls. 

By  this  novel  arrangement  the  opening  and  closing  of  the  gates 
can  be  effected  by  one  operator,  who  can  always  hold  the  leaf  in 
either  direction  against  the  force  of  the  waves. 

(189)  The  machinery  for  working  the  turning  bridges  moves  the 
pivot,  arranged  so  as  to  tip  and  rotate  independently,  the  tilting  and 
locking  presses,  and  the  two  rotating  tackle  presses. 

The  pivot  turns  in  a  cast-iron  cylinder,  filled  with  glycerine  main- 
tained at  a  pressure  of  50  kilograms  per  square  centimeter,  upon  a 
circular  lubricated  surface ;  it  carries  at  its  upper  part  the  cylindrical 
rolling  joint  which  serves  for  the  tilting. 

The  tilting  presses  act  by  vertical  plungers  placed  under  the 
principal  girders  of  the  breech. 

When  the  bridge  is  raised  by  the  tilting  presses  the  locking  presses 
throw  on  or  off  the  breech  brackets  which  support  the  bridge  when 
it  is  in  use. 

The  chains  are  coiled  around  an  iron  drum  placed  imder  the  super- 
structure on  a  level  with  the  supporting  box -girder. 

Four  1-ton  capstans  are  placed  along  each  of  the  outer  sides  of  the 
lock ;  three  others  of  5  tons,  and  two  of  1  ton,  are  arranged  on  the 
central  wall  between  the  two  locks  for  hauling  the  vessels.  These 
capstans  are  driven  by  small  three-cylinder  hydraulic  engines  so  ar- 
ranged that  they  can  be  worked  by  hand  if  the  water  gives  out. 
They  are  so  placed  that  they  can  be  utilized  for  opening  the  gates 
or  turning  the  bridges  in  case  the  accumulator  gives  out,  and  in 
such  a  case  a  hand  pump  specially  constructed  serves  to  work  the 
sluices  and  the  tilting  presses. 
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The  central  hydraulic  machinery  which  supplies  the  water  under 
pressure,  for  working  the  presses  which  have  been  described,  is 
contained  in  a  building  situated  to  the  north  of  the  locks.  It  consists 
of  two  groups  of  pumps,  each  driven  by  a  50  horse-power  engine,  and 
two  accumulators  of  736  liters  capacity  each. 

The  machinery  is  suflSciently  powerful  to  supply  the  Chamber  of 
Commerce  with  water  under  pressure,  and  to  drive  other  hydraulic 
machinery  situated  on  the  quays. 

The  applications  of  hydraulic  power  above  described  are  due  to 
M.  Barret,  engineer  of  the  Marseilles  docks,  who  prepared  the  plans, 
which  were  carried  out  by  the  Fives-Lille  Company  under  the  direc- 
tion of  the  engineers  of  the  port. 
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Fig.  117.— Profile  of  the  wall  of  the  eastern  dock. 


(190)  The  quay  walls  of  the  eastern  dock  have  a  total  length  of 
1,505  meters.  These  walls  rest  on  ab^ton  foundation  2  meters  thick, 
carried  down  to  a  depth  of  —3.75  meters.  The  normal  profile  of  the 
walls  has  a  height  above  the  foundation  of  10.25  meters  and  a  thick- 
ness of  5.80  meters  at  the  base  and  2.50  meters  at  the  top.  This  dif- 
ference in  thickness  is  obtained  on  the  outside  by  a  batter  of  one  to 
ten,  followed  by  a  curved  face  of  8  meters  radius,  and  on  the  land  side 
by  a  series  of  steps  0.37  meter  wide;  (See  Fig.  117).  In  the 
smaller  basin  beyond,  where  the  height  of  the  wall  is  only  7.75  me- 
ters, the  thickness  is  reduced  to  4.20  meters  at  the  base  and  2  at  the 
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top.  These  profiles  are  modified  for  the  western  quay,  on  account  of 
a  culvert  2.10  meters  wide  and  3.60  meters  high,  placed  at  the  back 
and  used  for  carrying  off  the  flood  waters  of  the  Calais  Canal  into 
the  outer  harbor,  as  well  as  the  wat^er  from  the  dry  dock  and  the  boat 
locks. 

(191)  Foundations. — The  width  of  the  foundation  upon  which  the 
walls  rest  is  6.30  meters.  It  consists  of  a  mass  of  bdton  sunk  to  a 
depth  of  2  meters  within  a  coffer  dam  formed  of  piles  and  sheet  pil- 
ing. The  dimensions  of  the  piles  were  0.30  by  0.25  by  4.50  meters 
in  length;  the  planks  forming  the  sheet  piling  were  0.10  meter 
thick. 

The  estimated  cost  of  these  coffer  dams  was  450,000  francs.  The 
application  of  the  water  jet  process  enabled  these  dams  to  be  con- 
structed not  only  in  very  much  less  time  than  had  been  estimated, 
but  reduced  the  cost  to  160,000  francs,  thus  realizing  an  economy  of 
290,000  francs. 

This  economy  resulted  not  only  from  the  diminished  cost  of  sink- 
ing the  piles  and  sheet  piling,  but  by  allowing  the  use  of  smaller 
piles  and  thinner  planks.  PI.  V  shows  the  operation  of  sinking  the 
piles. 

The  total  cost  of  constructing  the  quay  walls  of  the  dock  and  the 
inner  basin  was  4,000,000  francs. 

(192)  The  western  quay  is  specially  reserved  for  handling  and 
storing  valuable  merchandise  which  has  to  be  protected  against 
the  weather,  and  which  is  only  allowed  to  remain  a  very  short  time. 
It  is  provided  with  railways  and  sheds.  The  normal  width  of  the 
quay  is  100  meters,  divided  as  follows: 

First.  An  open  zone  11.50  meters  wide  extending  the  whole  length 
of  the  quay,  carrying  a  track  for  hydraulic  traveling  cranes,  and  two 
other  tracks  for  freight  traffic. 

Second.  A  zone  of  48  meters  wide,  including  a  great  central  hall 
40  meters  wide  formed  by  two  parallel  roofs  eaph  20  meters  wide, 
and  two  exterior  awnings  each  4  meters  wide. 

Third.  A  collection  of  five  tracks,  one  placed  under  the  awning 
next  to  the  dock,  the  remaining  four  occupying  an  uncovered 
space  18  meters  wide.  The  track  standing  nearest  the  sheds  is  used 
chiefly  as  standing  room  for  wagons  to  be  loaded  or  unloaded. 
The  four  others  serve  as  sidings  for  full  or  empty  cars  and  the  mak- 
ing up  and  dispatching  of  trains. 

Fourth.  A  paved  road  16.50  meters  wide,  including  space  for  a 
track  which  will  subsequently  be  laid  along  the  outer  sidewalk. 

Fifth.  A  sidewalk  6  meters  wide  running  along  a  series  of  blocks 
for  a  depth  of  50  meters  along  the  quay,  to  be  reserved  for  the 
construction  of  stores,  depots,  and  other  establishments  required  for 
a  marine  station. 
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Beyond  the  quay  proper  the  public  domain  extends  along  a  zone 
70  meters  wide,  including  the  belt  of  60  motel's  occupied  by  the 
blocks  reserved,  just  referred  to,  and  by  an  outer  street  20  meters 
wide,  upon  which  railway  tracks  will  be  laid  to  accommodate  the 
stores  when  they  are  constructed. 

(193)  The  eastern  quay  is  reserved  for  the  storage  of  a  low  class 
of  merchandise,  such  as  wood,  iron,  minerals,  charcoal,  etc.,  which 
can  remain  exposed  to  the  weather  without  damage.  The  total  width 
of  this  quay  is  140  meters,  divided  as  follows: 

First.  Three  lines  for  loading  and  unloading  cars.  The  middle 
line  is  reserved  for  a  traveling  crane. 

Second.  An  open  space  67.50  meters  wide. 

Third.  Five  tracks  occupying  a  total  width  of  21  meters. 

Fourth.  A  macadamized  road  13  meters  wide. 

Fifth.  A  zone  of  10  meters  fenced  in  and  occupied  by  two  branch 
lines  connecting  the  central  Calais  station  with  the  maratime  term- 
inus. 

Sixth.  An  outer  street  15  meters  wide. 

(194)  Hydraulic  cranes. — A  system  of  mains  has  been  laid  down, 
starting  from  the  central  hydraulic  station  and  extending  around  the 
dock,  to  supply  the  various  cranes,  etc.,  established  on  the  quay. 
These  include  10  traveling  cranes  of  1,500  kilograms  each,  2  double- 
power  traveling  cranes  of  5,000  and  2,500  kilograms,  and  6  movable 
winches  of  750  kilograms,  1  fixed  double-power  crane  of  20,000  and 
and  40,000  kilograms. 

(195)  The  dry  dock  is  constructed  at  the  southern  extremity  of  the 
eastern  dock,  and  a  space  has  been  reserved  alongside  for  the  con- 
struction of  two  similar  docks  when  they  shall  be  required.  An 
unloading  stage  for  timber  occupies  provisicmally  the  space  reserved 
for  these  two  docks.  This  work  comprises  three  diflFerent  parts — the 
entrance  lock,  the  dock  itself,  and  the  culverts. 

The  entrance  lock  is  21  meters  wide,  like  the  great  lock  of  the 
eastern  dock.  Its  side  walls  have  two  recesses  for  the  reception  of 
the  caisson  gate  which  closes  the  entrance. 

The  dry  dock  has  a  total  length  of  141.25  meters  measured  along 
the  flooring  from  the  inner  recess  of  the  caisson  gate  to  the  base  of 
the  rounded  edge.  The  maximum  thickness  of  this  gate  being  4 
meters,  the  useful  length  of  the  dock  is  138.50  or  152  meters,  ac- 
cording as  the  gate  takes  its  bearing  against  the  inner  or  the  outer 
recess.  The  width  of  the  flooring  between  the  bottom  altars  is  9.30 
meters,  including  the  side  draining  channels  which  run  round  the 
floor  of  the  dock. 

The  first  four  altars  starting  from  the  bottom  are  0.35  meter  high 
and  1.30  meters  wide.  The  width  of  the  dock  at  the  level  of  the 
fourth  altar  is  thus  19.70  meters;  a  width  requisite  for  the  accom- 
modation of  the  light-draft  paddle  steamers  used  for  the  channel 
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service.  From  this  level  to  that  of  the  coping  the  dock  has  two  in- 
termediate steps  1.25  meters  wide,  to  serve  for  shoring,  and  to  facili- 
tate the  passage  of  the  workmen.  The  width  at  the  coping  is  27.40 
meters. 

Several  stairways  are  placed  along  the  walls,  and  a  timber  slide  is 
provided  at  the  extremity  of  the  rounded  end. 

A  culvert  1.25  meters  wide  and  2.50  meters  high,  opening  into  the 
lower  end  of  the  dock  near  the  inner  recess  of  the  caisson  gate,  is  built 
behind  each  wall,  and  small  transverse  culverts  run  from  it  to  the 
lateral  channels  on  each  side  of  the  flooring.  The  culverts  carry  off 
the  water  to  the  pumping  well  when  the  dock  is  emptied  or  drained. 

The  well  under  the  engines  and  centrifugal  pumps  is  arranged  so 
as  to  serve  in  future  for  the  filling  and  draining  of  the  two  other 
docks  not  yet  built.  The  engines  and  the  pumps  are  calculated  to 
pump  out  the  dock  in  3  hours  at  the  most. 

.  A  set  of  small  centrifugal  pumps  serve  to  keep  the  dock  clear  while 
in  use. 

The  great  pumps  are  driven  by  belting  from  two  upright  engines 
which  together  develop  800  horse  power. 

The  cost  of  constructing  the  dock  amounts  in  round  numbers  to 
2,700,000  francs 

(196)  The  barge  dock  forms  the  prolongation  and  end  of  the  Calais 
Canal,  and  communicates  on  the  eastern  side  with  the  eastern  dock 
and  on  the  west  with  the  old  port.  The  flooring  is  placed  at  the  ref- 
erence 1.95  meters,  that  is  to  say,  2.80  meters  below  the  normal  level 
of  the  canal  (4.75  meters).  The  boats  never  draw  more  than  1.80 
meters. 

The  quay  walls  of  this  dock  are  of  solid  masonry,  set  in  hydraulic 
cement  upon  a  bed  of  bdton  0.70  meter  thick.  The  height  of  the  wall 
is  4.45  meters;  its  thickness  varies  from  2  meters  at  the  base  to  1.10 
meters  at  the  top,  with  a  batter  of  one-fifth  or  one-sixth. 

Two  locks  connect  the  eastern  branch  of  this  dock  with  the  new 
eastern  dock;  they  are  38.50  meters  long  and  6  wide,  separated  by  a 
wall  7  meters  thick.  The  gates  are  of  oak  and  worked  directly  by 
hydraulic  pressure. 

(197)  The  guard  lock  is  built  at  the  lower  end  of  the  western  branch 
of  the  boat  basin,  and  is  arranged  so  as  to  form  a  dam  either  against 
the  sea  or  against  the  canal.  Its  gates  must  not  only  be  able  to  resist 
the  pressure  of  the  water  in  both  directions,  but  they  should  also  be 
capable  of  being  opened  and  closed  against  the  stream,  whatever  may 
be  the  direction  or  the  velocity  of  the  current.  The  length  of  the 
lock  is  26  meters,  and  its  clear  width  7;  it  is  closed  by  two  pairs  of 
miter  gates,  each  of  which  consists  of  two  vertical  wings  of  unequal 
width  united  to  the  same  heelpost.  When  these  are  closed  they  form 
an  angle  slightly  less  than  a  right  angle;  when  the  lock  is  open  each 
wing  comes  into  its  appropriate  curved  recess — in  plan  the  quadrant 
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of  a  circle — formed  in  the  side  wall  of  the  lock,  and  corresponding 
in  shape  to  that  of  the  gate. 

The  lock  is  closed  when  the  narrower  wings  of  the  gates  are 
brought  together  against  the  miter  sill.  In  opening  and  closing,  the 
second  wing  of  each  leaf  remains  within  the  curved  recess,  in  which 
it  moves  with  a  slight  play  between  itself  and  the  curved  wall.  On 
each  side  of  the  lock  are  two  separate  culverts,  starting  from  the  lock 
head  and  tail  and  emptying  into  the  curved  recesses  above  referred 
to.  These  culverts  can  be  opened  or  closed  at  will  by  a  system  of 
sluices,  in  such  a  manner  that  the  pressure  of  the  water  discharged 
from  them  can  be  exerted  against  the  exterior  face  of  the  wider 
wing  of  the  leaf,  at  the  head  or  tail  end,  whenever  there  is  a  differ- 
ence of  level  at  the  two  ends  of  the  lock.  If  the  culvert  communi- 
cating with  the  lower  end  is  closed,  the  gates  will  shut  themselves 
if  the  direction  of  the  fall  is  from  the  upper  to  the  lower  end.  If 
this  state  of  things  is  reversed,  the  sluice  controlling  the  upper  end 
of  the  culvert  must  be  closed  and  that  at  the  lower  end  opened. 

Five  bridges  have  been  constructed  over  the  Calais  Canal  and 
barge  dock  to  maintain  the  railroad  and  boat  communications. 

(198)  Cost. — The  cost  of  the  boat  basin  was  as  follows : 


The  designs  of  the  works  above  described  were  prepared  under 
the  direction  of  MM.  Stoecklin,  Plocq,  and  Guillain,  chfef  engineers, 
and  M.  V^tillart,  engineer  of  the  port  of  Calais. 

I  wish  to.  acknowledge  my  special  obligations  to  M.  V^tillart  for 
descriptions  and  photographs. 

Chapter  XIX.— The  new  outer  harbor  at  BouloonEv 

(199)  The  situation  of  the  port  of  Boulogne  in  1878,  when  it  was 
decided  to  make  a  deep  harbor  here,  was  as  follows : 

A  bar  was  formed  near  the  entrance  to  the  jetties,  rising  to  a 
height  of  1  meter  above  the  zero  of  the  charts.  The  entrance  to  the 
interior  channel,  between  two  jetties  70  meters  apart,  exposed  to  all 
the  winds  from  the  west,  was  inaccessible  at  high  tide  for  ships  draw- 
ing more  than  5  meters. 

The  bottom  of  the  inner  harbor,  with  a  surface  of  13  hectares,  was 
3  meters  above  zero.  The  dock,  accessible  through  a  lock  21  by  100 
metf^rs,  and  having  a  surface  of  6.87  hectares,  had  its  bottom*  0.60 
meter  above  zero. 


Earthwork  and  masonry  . 
Lock  gates  and  apparatus 
Bridges  
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The  difficulties  of  access  and  the  insufficient  depth  in  the  channel 
prevented  this  dock  from  doing  its  full  service. 

Notwitstanding  all  these  difficulties  the  annual  tonnage  exceeded 
983,000  tons,  the  number  of  passengers  was  130,000,  and  the  duties 
collected  exceeded  7,500,000  francs. 

(200)  Project  for  a  deep- water  harbor, — There  was  a  littoral  cur- 
rent of  3  knots  per  hour  in  front  of  the  poii;  between  the  two  rocky 
I)oints  of  Heurt  and  Crfeche,  where  the  sand  was  always  washed 
away  but  no  shoal  made.  If,  therefore,  a  breakwater  8  or  9  meters 
deep  be  erected  from  north  to  south,  through  shoals  parallel  to  the 
direction  of  the  current,  and  in  a  line  with  these  two  points,  it  will 
be  exposed  to  erosion*  rather  than  to  silting.  If  this  breakwater  be 
connected  with  the  coast  at  its  two  extremities,  and  a  principal  en- 
trance reserved  toward  the  west,  this  pass  will  preserve  its  depth 
and  no  serious  disturbance  will  be  made  in  the  regime  of  the  coast. 


Fio.  118.— Plan  of  the  port  of  Boulof^ne :  a,  the  southwest  dike ;  6,  the  dike  parallel  to  the  coast ; 
c,  the  isolated  mole  ;  d,  the  northeast  dike.  The  Liane  River  flows  through,  m,  the  storage  \>asia, 
3,  the  inner  basin,  r,  the  inner  harbor,  then  out  through  the  jetties  S. 

The  port  thus  formed  will  be  in  no  danger  of  silting  up.  The  proj- 
ect of  M.  Stoecklin,  prepared  according  to  the  above  principles,  is 
represented  in  Fig.  118. 

It  consisted  in  making,  in  front  and  to  the  south  of  Boulogne,  a  new 
harbor  nearly  rectangular  in  shape,  with  an  area  of  300  hectares,  hav- 
ing two  passes  open  to  a  depth  of  8  meters  at  low  tide;  in  the  interior, 
landings  and  quays  are  built,  accessible  at  all  times  for  steamers 
drawing  5  meters  of  water. 

(201)  The  perimeter  of  this  harbor  is  formed  of  three  dikes,  one 
parallel,  and  the  others  nearly  at  right  angles  to  the  shore.  The  first 
has  a  total  length  of  1,100  meters  divided  into  two  portions  by  an 
intermediate  pass,  called  the  western  pa§s,  250  meters  wide.  The 
north  branch,  c,  comprised  between  the  west  pass  and  the  north  pass 
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which  separates  it  from  the  northeast  jetty,  d,  is  to  form  a  mole  500 
meters  long,  and  separated  from  the  land.  The  southern  branch,  6, 
600  meters  long,  unites  with  the  southwestern  dike  a  by  a  curve  of 
350  meters  radius.  This  last  dike  is  nearly  perpendicular  to  the 
shore,  where  it  is  united  with  the  rocks.  It  is  1,650  meters  long,  in- 
cluding the  curved  portion. 

The  northeast  dike,  d,  which  completes  the  inclosure,  is  the  pro- 
longation for  1,440  meters  of  the  actual  northeast  jetty.  Its  north- 
west extremity  is  separated  from  the  isolated  mole  by  the  north  pass, 
150  meters  wide. 

(202)  The  object  of  the  proposed  improvements  was  as  follows: 
First.  To  furnish  a  harbor  of  refuge  for  the  fishermen  and  coasters. 
Second.  To  facilitate  the  access  to  the  inner  harbor  by  protecting 

the  entrance  into  the  channel  against  the  waves  at  all  times,  and  pro- 
viding approaching  vessels  with  a  shelter  where  they  could  await  in 
security  a  favorable  time  and  tide. 

Third.  To  provide  quays  accessible  at  all  times  for  channel  steam- 
ers as  well  as  for  coasters  and  fishing  vessels. 

(203)  Work  done  front  1879  to  1889.— The  work  began  in  July, 
1879.  At  the  foot  of  the  abrupt  cliffs  bordering  on  the  sea  between 
Boulogne  and  Portel  they  built  two  wharves,  having  a  surface  of  7 
hectares  included  between  two  retaining  walls,  and  these  wharves 
were  connected  by  a  road  with  the  city,  and  by  a  railroad  with  the 
northern  railroad  station.  Quarries  were  opened  at  the  foot  of 
Portel  cliffs  and  united  with  the  wharves  by  inclined  planes.  They 
then  constructed  a  little  haven,  included  between  the  shore  end  of 
the  southwest  dike  and  two  jetties  100  meters  and  270  meters  long, 
to  facilitate  the  loading  of  the  materials  intended  to  form  the  sub- 
structure of  the  proposed  dikes.  It  was  only  after  these  first  works 
were  finished  that  they  could  proceed  with  the  construction  of  the 
dikes.  The  part  of  the  inclosure  of  the  deep-water  harbor  already 
finished  includes  the  branches  a  and  &.  These  two  branches  consti- 
tute in  reality  one  and  the  same  jetty,  a  beginning  perpendicular  to 
the  coast,  b  parallel  with  it,  and  the  two  united  by  the  arc  of  a  circle 
of  350  meters  radius.    (Fig.  119). 

This  jetty,  which  forms  a  breakwater  in  the  direction  of  the  south- 
west and  west,  begins  at  a  point  on  the  coast  between  Boulogne  and 
Portel,  at  1,750  meters  to  the  south  of  the  actual  entrance  to  the  har- 
bor. Its  total  length  is  2,110  meters,  including  1,265  meters  for  the 
dike  a  from  its  beginning,  360  meters  for  the  curve,  and  486  meters 
for  6. 

The  profile  of  the  dike  consists  of  two  distinct  parts  corresponding 
to  the  substructure  and  the  superstructure.  The  substructure  is 
formed  by  a  mass  of  natural  and  artificial  riprap,  composed  of  a 
central  core  of  stones  weighing  100  kilograms  apiece,  resting  on  the 
bottom  and  rising  to  a  level  of  1  meter  above  low  tide.  The  slopes  of 
H.  Ex.  410— VOL  III  44 
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this  first  mound  are  covered  on  the  shore  side,  for  a  thickness  of  2.50 
meters,  by  what  is  designated  as  '^rubble  of  the  first  category."  It 
is  a  stone  pitching  made  up  of  rocks  weighing  500  kilograms  each. 
On  the  side  toward  the  sea  the  slope  is  protected,  first,  by  a  revet- 
ment of  rubble  work,  made  up  of  rocks  weighing  6,000  kilograms 
apiece,  called  rubble  of  the  second  category,"  and,  second,  by  bdton 
blocks  of  uniform  dimensions  weighing  33  tons  each.    (Fig.  120). 

Between  the  references  +2  and  +4  meters  rises  amass  of  masonry 
9  meters  wide,  serving  as  the  foundation  of  the  masonry  wall  which 
constitutes  the  superstructure  of  the  dike. 

The  profile  of  this  wall  is  trapezoidal,  6.90  meters  high,  7.66  me- 
ters wide  at  the  base,  and  6  at  the  top. 

The  upper  platform  rises  to  the  reference  10.90  meters,  that  is,  2 
meters  above  mean  high  water.  It  is  surmounted  by  a  parapet  1.40 
meters  high  and  from  2.50  to  2  meters  thick.    On  each  side  of  the 


Fio.  120.— CrosR  section  of  the  parallel  dike  b. 

wall  and  on  a  level  with  the  lower  platform  the  slopes  are  consolida- 
ted by  masonry  bermes  formed  of  isolated  blocks,  each  6  meters  long, 
which  serve  to  protect  the  foot  of  the  wall  and  also  afford  a  path  for 
the  workmen  and  materials  at  low  tide.  The  thickness  indicated  for 
the  wall  was  adopted  at  a  distance  of  1,350  meters  from  the  beginning 
of  the  dike. 

The  width  at  the  top  is  only  4  meters  for  a  distance  of  1,120  meters 
from  the  shore ;  then  it  is  made  5  meters  for  a  distance  of  1,350. 

All  along  the  curve  which  forms  the  part  of  the  dike  most  severely 
exposed  to  southwest  winds  and  storms  the  width  is  6  meters ;  the 
outer  slopes  have  been  loaded  with  several  layers  of  artificial  blocks, 
and  the  exterior  bermes  raised  to  the  reference  of  5  meters.  A 
slope  communicates  between  the  upper  platform  of  the  dike  and  the 
interior  berme,  to  facilitate  the  supply  of  materials  during  the  con- 
struction, and  increase  the  time  of  the  work  for  each  low  tide.  The 
dike  is  terminated  by  a  provisional  pier-head  signal,  and  by  a  lu- 
minous buoy.    The  field  work  included  a  double  organization  corre- 
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sponding  to  high  and  low  tides.  The  sinking  of  the  artificial  blocks 
and  the  rocks  for  the  revetment  took  place  at  high  tide.  The  latter 
were  transported  and  sunk  by  means  of  hopper  barges  towed  by  a 
little  steamer ;  each  of  these  barges  carried  a  weight  of  100  tons. 

The  artificial  blocks  were  unloaded  at  high  tide  by  means  of  a 
special  wrought-iron  barge  having  three  vertical  pits,  with  which  at 
each  trip  of  the  barge  they  could  sink  three  blocks,  but  this  operation 
required  a  certain  precision,  and  generally  only  one  trip  could  be 
made  at  each  high  tide. 

The  loading  and  discharge  of  the  riprap  was  possible,  on  the  con- 
trary, with  waves  0.50  meter  high,  which  allowed  the  use  of  more 
than  half  of  the  tide.  At  low  tide  the  stones  required  to  complete 
and  even  up  the  central  core  were  sunk,  as  well  as  a  great  portion  of 
the  natural  and  artificial  blocks  which  were  to  form  the  revetment 
of  the  side  slopes.  For  the  heavy  rock  work  they  made  use  of  tip 
wagons  ;  for  the  great  blocks  they  employed  three- wheeled  trucks, 
the  platform  of  which  could  be  raised  and  tipped  by  means  of  jacks. 
These  trucks  ran  upon  rails  laid  on  the  bermes  of  the  walls  already 
constructed. 

They  were  able  to  utilize,  at  low  tide,  four-fifths  of  the  number  of 
tides ;  during  the  winter  they  could  only  succeed  in  preventing  the 
dispersion  of  the  interior  mass  by  the  action  of  the  waves.  The 
advancement  was  diflScult  at  first,  and  to  avoid  the  loss  of  material 
they  were  obliged  to  stop  the  riprap  work  from  November  to  April. 
Experience  showed  that  the  only  way  to  prevent  accidents,  and  to 
extend  and  preserve  the  advancement  attained  during  the  good  sea- 
son, was  to  construct,  as  soon  as  the  platform  emerged  to  a  sufficient 
height,  isolated  blocks  of  masonry  which  loaded  and  consolidated 
this  platform.  These  blocks  were  to  make  a  part  of  the  bermes  and 
the  foundation  of  the  walls,  but  they  rested  sometimes  as  isolated 
blocks,  and  could  settle  until  they  had  attained  a  state  of  stable  equi- 
librium. At  the  end  of  about  a  year  the  blocks  situated  in  the  cen- 
tral part  of  the  dike  were  united  so  as  to  form  the  foundations  of  the 
wall.  At  the  moment  of  stopping  work  all  the  joints  exposed  to  the 
waves  were  filled  with  rapid-setting  cement.  When  the  work  recom- 
menced this  mortar  was  removed,  the  joints  were  cleaned,  and  new 
cement  was  placed  on  all  the  parts  against  which  new  masonry  rested. 

The  total  cost,  from  1879  to  1889,  of  the  organization  of  the  works 
and  the  construction  of  the  southwest  and  parallel  dikes  (a  and  b), 
amounts  in  round  numbers  to  14,500,000  francs.  Besides,  1,850,000 
were  expended  in  constructing  the  first  part  of  the  wharf,  and 
2,000,000  were  used  up  in  dredging  in  the  interior  harbor  and  the 
entering  pass. 

(204)  Results  obtained — Improvements  to  be  made, — Althougn  the 
programme  of  1878  has  not  yet  been  completed  the  following  re- 
sults may  be  considered  as  already  obtained. 


Digitized  by  Google 


CIVIL  ENGINEEBINO,  ETC. 


693 


First.  The  entrance  to  the  interior  channel  is  completely  sheltered 
against  the  southwest  winds  and  tempests,  which  are  the  most  fre- 
quent and  violent  in  this  region ;  it  is  even  partially  sheltered 
against  the  tempests  and  winds  from  the  west. 

Second.  The  regime  of  the  currents  at  the  entrance  of  the  port  has 
been  completely  modified.  The  current  of  flow  passed  formerly  at 
the  head  of  the  jetties,  at  the  moment  of  high  tide,  with  such  velocity 
during  certain  tides  as  to  render  the  entry  of  the  port  impossible 
for  great  ships ;  it  is  carried  to-day  beyond  the  dike  and  is  only  felt 
at  the  entry  of  the  port  as  a  feeble  eddy. 

Third.  The  protection  obtained  at  the  entrance  of  the  port  against 
the  waves  and  currents,  has  permitted  the  deepening  of  the  exterior 
pass  and  the  channel,  and  the  maintenance,  without  difficulty  of  the 
depths  already  obtained.  These  depths  are  to-day  more  than  4 
meters  below  zero  in  the  exterior  pass,  and  2  meters  between  the 
jetties.  They  are  sufficient  to  allow  the  regular  service  of  steamers 
between  Boulogne  and  Folkestone,  a  service  organized  more  than 
three  years  ago. 

Fourth.  The  dike  already  forms  a  little  haven  of  50  acres  suffi- 
ciently sheltered  from  the  southwest  and  west  winds,  which  will  be 
of  great  service  as  soon  as  the  dredging  giving  it  a  depth  of  6  or  7 
meters  shall  be  flushed. 

With  regard  to  the  modifications  of  the  beaches,  it  may  be  stated 
that  the  anticipations  of  the  authors  of  the  project  are  realized. 
There  is  a  tendency  to  erosion  at  the  bottom,  in  front  of  the  paral- 
lel dike,  indicating  that  the  depth  in  the  passes  of  the  harbor  will  be 
kept  in  order  naturally  if  the  primitive  project  is  entirely  realized. 
The  beach  situated  on  the  south  of  the  southwest  branch  has  risen 
notably  in  its  upper  parts,  the  slope  has  become  more  steep,  but  its 
foot  does  not  appear  to  have  changed,  and  the  great  current  which 
follows  the  lateral  branch  will  not  permit  it  to  advance.  On  the 
interior  of  the  harbor,  that  is  to  say,  on  the  north  of  the  dike,  there 
is  a  little  silting,  produced  on  account  of  the  calm  obtained,  but,  as 
has  been  foreseen,  this  silting  is  of  no  importance  and  can  easily  be 
removed  by  dredging. 

These  excellent  results  have  allowed  the  completion  of  the  pro- 
gramme of  1878  to  be  adjourned  without  prejudice  to  local  interests. 
The  conditions  of  access  to  the  port  of  Boulogne  are  such  to-day  that 
the  quays  and  wharves  projected  for  the  deep-water  harbor,  always 
accessible  to  the  steamers  and  fishermen,  may  be  carried  to  the  inner 
harbor.  The  deepening  of  the  harbor  and  the  construction  of  the 
new  quays  will  be  immediately  carried  out. 

(206)  As  to  the  construction  of  the  dikes,  it  is  possible  that  when 
the  work  is  recommenced  the  engineers  will  consider  them  useless 
for  the  security  of  the  harbor,  the  complete  closing  of  which  had 
been  originally  planned ;  a  simple  prolongation  of  the  actual  parallel 
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dike  for  a  length  of  500  or  600  meters  will  probably  be  suflScient  to 
assure  an  excellent  shelter  against  great  storms. 

But  the  works  must  be  completed  by  important  dredging,  to  assure, 
over  a  suflScient  extent,  the  depth  of  8  meters  requisite  for  ship 
navigation. 

The  project  for  the  deep-water  harbor  at  Boulogne  was  drawn  up 
by  M.  Stoecklin,  general  inspector.  The  works  were  carried  out 
successively  under  the  direction  of  MM.  Plocq,  Guillain,  and  V^til- 
lart,  chief  engineers,  and  Barreau  and  Mommerqud,  assistant  engi- 
neers. 

Chapter  XX.— Port  of  Havre— Bellot  Lock. 

(206)  Bellot  loch, — The  Bellot  basin  for  the  use  of  the  transatlantic 
steamers  connects  with  the  Eure  basin  by  a  lock  30  meters  wide. 
The  lock  is  furnished  with  ebb  gates  separating  the  two  basins.  It 
is  crossed  by  a  drawbridge  of  a  single  span  and  double  track.  Hy- 
draulic capstans  placed  on  each  wing  wall  are  designed  to  facilita^te 
hauling  the  ships.    All  the  working  apparatus  is  moved  by  hy- 


FiG.  121.  Transverse  section  of  the  Bellot  lock. 


draulic  power.  The  chamber  walls  of  the  lock  are  vertical,  and 
unite  with  the  invert  by  circular  arcs  of  -2  meters  radius ;  their 
thickness  is  7.70  meters,  and  the  sill  is  placed  at  the  reference  —2.65 
meters,  which  gives  a  draught  of  8.30  meters  at  low  tide. 

(207)  Iron  dratvbridge, — The  iron  bridge  just  mentioned  is  53.25 
meters  long — 36  meters  for  the  span,  17.25  meters  for  the  breech,  and 
7.72  meters  wide.  It  consists  of  two  girders  forming  the  parapets, 
with  a  variable  height  from  the  extremity  to  the  point  where  the 
tension  is  a  maximum.  These  girders  are  united  by  cross  girders 
and  wind  ties.  The  longitudinal  girders  have  a  height  of  2. 10  meters 
at  their  extremities,  and  4  meters  at  the  right  of  the  pivot.  They 
are  formed  of  a  trellis  of  channel  iron  inclined  at  45  degrees  and 
spaced  0.85  meter  between  the  axes.  The  uprights  divide  the  girder 
into  fourteen  panels  3.40  meters  wide.  The  plate-iron  transverse 
beams  are  80  centimeters  high  and  3.40  meters  apart ;  they  rest  on 
the  lower  plate  of  the  side  girders,  and  are  united  by  stringers  placed 
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under  the  rails  of  the  railroad  and  under  the  plates  of  the  roadway. 
The  bridge  is  calculated  to  allow  the  passage  on  the  railroad  of  the 
heaviest  locomotives  of  the  Western  Company  (14  tons  per  axle),  or 

Itr 


the  simultaneous  passage  upon  each  of  the  roadways  of  two  files  of 
carts  weighing  11  tons  per  axle. 
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(208)  Loch  goies, — The  lock  gates  (see  Plate  VII)  are  of  plate  iron, 
each  leaf  16.515  meters  wide  and  10.90  meters  high.  These  gates 
retain  the  water  in  the  Bellot  basin  at  the  reference  ?.85  meters,  that 


•Figs.  124  and  125.~Elevation  and  section  of  a  leaf  of  the  gates  of  the  Belot  lock 

is  to  say,  at  10.50  meters  above  the  level  of  the  invert.  They  are 
calculated  on  the  hypothesis  that  the  level  of  the  water  in  the  Eure 
basin  may  by  some  accident  fall  to  the  zero  of  the  charts.    The  sys- 
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tern  of  construction  adopted  consists  of  verticals  supporting  the  ex- 
terior skin  and  resting  on  two  horizontal  crossbeams,  one  on  the 
upper  part  and  the  other  on  the  lower.    The  skeleton  consists  of: 

First.  A  frame  made  by  an  upper  cross  girder,  a  lower  cross  girder, 
and  two  tubular  pits  forming  the  heel  and  miter  posts. 

Second.  Nine  vertical  ribs  spaced  1.393  meters  apart. 

Third.  Two  horizontal  intermediate  girders  to  brace  the  uprights. 

Fourth.  Horizontal  U-shaped  plates  unequally  spaced  and  serving 
to  stiffen  the  skin  which  forms  the  two  faces  of  the  gate. 

The  space  included  between  the  lower  horizontal  girder  and  the 
first  intermediate,  counting  from  below,  constitutes  a  series  of  water- 
tight chambers  intended  to  ballast  the  leaf;  the  rest  of  the  space 
included  between  the  lower  horizontal  girder  and  the  second  inter- 
mediate one  forms  air  chambers.  Above  this  second  horizontal  gir- 
der the  compartments  communicate  with  the  water  of  the  Bellot 
basin. 

Two  vertical  water-tight  shafts,  with  manholes  and  ladders  con- 
veniently placed,  afford  access  to  the  different  portions  of  the  gate. 
The  pivot,  which  is  placed  in  the  invert,  is  of  forged  steel.  It  is  the 
same  with  the  upper  pivot  of  the  leaf.  The  anchor  which  serves  as 
the  hub  of  the  pivot  and  which  transmits  to  the  masonry  the  pres- 
sure of  the  leaves,  the  pivot  step,  and  the  two  intermediate  counter- 
forts which  maintain  the  direction  of  the  heel  post  are  of  cast  steel. 
The  anchorage  straps  which  transmit  the  pressure  to  the  masonry 
rest  on  steel  plates  0.06  meter  thick,  and  are  embedded  in  the  granite 
forming  the  quoin.  The  air  chambers,  which  are  not  sufficiently 
tight  to  avoid  leakage,  are  cleared  by  means  of  compressed  air. 

(209)  Hydraulic  apparatus. — The  Bellot  lock  is  furnished  with 
hydraulic  apparatus  which  works  the  bridge,  the  gates,  the  sluices, 
and  the  hydraulic  capstans.  All  these  pieces  are  worked  by  water 
under  pressure  from  a  central  station.  The  pressure  is  52  kilograms 
per  square  centimeter. 

The  general  arrangement  of  the  apparatus  for  operating  the  bridge 
is  as  follows:  The  two  supporting  beams  of  the  bridge  rest  upon 
a  box  girder,  which  is  itself  placed  upon  a  pivot  contained  in  the 
cylindrical  step  resting  on  a  metallic  wedge.  This  wedge,  acted 
on  directly  by  a  hydraulic  press,  gives  a  vertical  movement  to  the 
cylinder  and  consequently  raises  the  entire  bridge.    (Fig.  126). 

The  advantage  of  this  mode  of  raising  the  bridge  is  as  follows : 
The  pivot  undergoes  no  displacement  with  respect  to  the  cylinder, 
and  a  constant  contact  of  the  metallic  surfaces  subsists  through  the 
whole  motion,  A  leak  in  the  stuffing  box  would  not,  consequently, 
produce  any  accident,  the  bridge  being  held  by  the  wedge  in  its 
position. 

The  rotation  of  the  bridge  is  effected  by  the  action  of  a  pair  of 
twin  pulleys.  To  facilitate  this  motion  and  avoid  the  great  friction 
of  the  metallic  surfaces  in  contact,  the  cylindrical  step  carries  in 
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its  upper  part  a  stuffing  box,  forming  a  tight  joint  between  the  pivot 
and  the  cylinder.  Water  under  pressure,  introduced  in  the  small 
slots  made  in  surfaces  of  contact,  supports  the  bridge  without  rais- 
ing it,  and  effects  the  rotation  upon  the  water  itself. 

The  bridge  when  closed  rests  on  two  supports  upon  each  side  of 
the  chamber  walls  at  its  extremities.    During  the  motion  of  lifting 


Fia.  126.— Lifting  press  and  wedge  of  the  revolving  bridge. 


it  turns  around  a  semicylinder  fixed  under  the  framing,  and  engages 
in  a  circular  cavity  made  in  the  upper  part  of  the  pivot.  During  the 
rotation  the  bridge  rests  on  its  pivot,  and  upon  the  breech  rollers, 
which  are  four  in  number,  two  on  each  side.  The  amount  of  water 
used  for  lifting  the  bridge  is  462  liters,  and  for  lowering,  378  liters; 


Fio.  127.— Elevation  and  plan  of  a  leaf  of  the  Belot  lock  gates. 


for  turning,  150  liters  when  a  partial  power  is  used,  and  292  liters  when 
the  maximum  power  is  used.  This  last  is  regulated  according  to 
the  force  of  the  wind,  which  is  the  principal  obstacle  to  the  motion. 
The  total  quantity  used  for  the  double  operation  of  opening  and 
closing  is  1,140  liters  or  1,340  liters,  according  as  the  greater  or  the 
less  power  is  used.    The  time  required  for  opening  is  two  minutes. 
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(210)  The  opening  of  the  gates, — The  apparatus  for  moving  the 
gates  comprises  one  for  opening,  and  another  for  closing  them. 
The  first  consists  of  a  cylinder  with  a  plunger  forming  a  pulley;  the 
second  is  identical,  with  the  single  difference  that  the  cylinder,  in- 
stead of  having  a  simple  plunger,  is  furnished  with  a  piston  which 
has  a  much  longer  stroke,  so  as  to  raise  the  slack  given  to  the  closing 
chain  and  so  allow  the  passage  of  ships.  Both  chains  are  fastened 
to  the  bottom  of  the  lock.  After  passing  around  the  guide  pulleys 
placed  on  the  gates  they  pass  around  the  tackles  of  the  opening 
and  closing  apparatus,  placed  side  by  side,  and  set  in  motion  by  a 
single  valve. 

Tne  lower  guide  pulleys  are  mounted  on  a  swivel  block,  allowing 
them  to  take  the  different  directions,  followed  by  the  chain.  (Figs. 
127  and  128). 

The  quantity  of  water  used  for  opening  or  closing  is  308  liters. 


Fxo.  lS8.~€k>mplete  plan  of  the  lock  gates  and  the  operating  apparatus. 


The  sluices  used  to  close  the  culverts  between  the  Eure  and  Ballot 
basin  are  cylindrical,  2.08  meters  in  diameter.  The  apparatus  for 
working  them  is  calculated  on  the  hypothesis  of  a  change  of  level 
of  3  meters ;  it  consists,  for  each  sluice,  of  a  cylinder  with  a  piston 
attached  directly  to  the  valve  rod. 

The  accumulator,  to  regulate  the  pressure,  has  a  capacity  of  755 
liters,  and  the  load  corresponds  to  a  pressure  of  52  kilograms  per 
square  centimeter. 

A  steam  enprine  of  15  horse  power  is  provided,  to  take  the  place  of 
the  accumulator  in  case  of  need. 

The  compressing  pumps  consist  of  three  sets  of  plunger  pumps, 
coupled  to  the  same  shaft  by  three  cranks  120  degrees  from  each 
other. 

The  amount  furnished  is  53  liters  per  minute.    This  quantity 
allows  a  complete  opening  and  closing  of  the  bridge  everynlj^gji^^j^YJOQlc 
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minutes,  which  is  sufficient  to  guarantee  the  service  in  case  of  acci- 
dent to  the  pipes. 

Cost — The  cost  of  the  lock  is  estimated  at  1,980,000  francs.  The 
engineers  who  prepared  the  project  and  directed  the  works  are, 
MM.  Bellot  and  Qiiinette  de  Rochemont,  chief  engineers ;  Renaud 
E.  Widmer  and  H.  Desprez,  assistant  engineers. 

IRON  DOCK  SHEDS. 

(211)  Description  of  the  sheds. — ^The  first  principle  laid  down  in 
the  construction  of  the  sheds  was  to  diminish,  as  much  as  possihle, 
compatible  with  an  economical  construction,  the  number  of  the  sup- 
ports. 

The  pillars,  which  rise  in  the  middle  of  the  covered  surfaces,  take 
up  the  place  of  merchandise  and  are  a  notable  obstacle  to  traflBc. 
This  hindrance  is  especially  sensible  at  Havre,  where  the  transporta- 
tion by  carts  has  an  important  place. 

For  the  southern  sheds  (PI.  VIII)  there  are  two  spans  of  27.50  me- 
ters. The  roof  trusses  are  spaced  16  meters  and  united  by  longitu- 
dinal lattice  girders  parallel  to  the  quay. 

The  principal  dimensions  are  given  in  the  following  table: 

Meters. 


Span  of  the  trasses   27. 50 

Distance  apart  of  the  principal  trasses   16.00 

Total  height   12.60 

Height  of  the  side  doors   4. 75 

Constraction  of  the  purlins  (lattice): 

Height  of  the  purlins   0. 60 

Distance  apart  of  the  purlins     1.75 


The  cost  of  the  sheds  varies  according  to  their  dimensions.  The 
cost  of  this  shed  was  42  francs  per  square  meter,  covered. 

Chapter  XXI.— Port  op  Havre— Iron  wave  breaker  on  the 

BREAKWATER  AT  THE  SOUTH  SIDE  OF  THE  OUTER  HARBOR. 

(212)  Three  sloping  breakwaters  are  placed  at  the  entrance  of  the 
port  of  Havre,  two  on  the  north  bank  and  one  on  the  south  bank  of 
the  channel.  To  prevent  the  ships  from  running  into  the  masonry 
of  these  works,  and  to  permit  the  passage  of  pedestrians  along  the 
channel,  a  wave-breaker  has  been  constructed  on  the  sill  of  each  of 
the  breakwaters.  The  northern  wave-breakers  are  of  wood,  that  at 
the  south  is  of  iron.  It  is  100  meters  long  and  its  plan  is  curved. 
It  has  a  height  of  8.50  meters,  measured  from  the  sill  of  the  break- 
water (at  the  reference  2.15  meters)  to  the  footpath  which  forms  the 
coping,  at  the  reference  of  10.65  meters. 

It  consists  (Fig.  129)  of  sixteen  trusses  6  meters  apart ;  each  truss 
consists  of  (1)  a  bedplate,  e  c,  united  to  a  vertical  web  by  two  angle 
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irons  built  into  the  masonry;  (2)  a  corner  post,  a  6,  formed  of  two 
channel  irons  placed  back  to  back  and  united  to  the  plate  by  two 
channel-iron  beams ;  (3)  a  diagonal  brace,  e  d,  equally  of  channel 
iron,  united  at  the  extremity  to  the  plate,  next  to  a  6,  and  to  the  two 
diagonal  beams  c  s  and  m  n,  and  supporting  at  its  upper  extremity 
the  end  of  the  roadway;  (4)  a  horizontal  beam,  a  d,  placed  in  the 
upper  part ;  (5)  two  intermediate  pieces,  i  u,  and  v  Xy  uniting  the  cor- 
ner post  and  the  diagonal  brace  e  d.  The  corner  post  has  a  batter  of 
one-fifth. 

The  trusses  are  united  by  flush  iron  parapets,  and  also  by  seven 
horizontal  rails  of  channel  iron,  riveted,  behind  the  corner  post,  upon 
the  diagonal  beams  and  upon  the  two  intermediate  pieces ;  besides, 
they  are  connected  on  the  interior  by  iron  tie-rods. 


Fio.  129.— Iron  wave  breaker. 


Between  two  consecutive  trusses  there  are  three  intermediate  posts 
identical  with  the  corner  posts  and  spaced  1:50  meters.  They  rest 
upon  horizontal  rails,  and  their  feet  are  imbedded  in  the  masonry 
sill. 

The  comer  posts  are  cased  with  oak.  The  footbridge  is  formed  of 
of  four  courses  of  double  T  iron  supporting  an  oak  flooring.  It  is 
furnished  with  two  wrought-iron  parapets  0.80  meter  high,  sur- 
mounted by  wooden  hand  rail.    It  is  3  meters  wide. 

The  iron  is  galvanized.  The  oak  casings  are  protected  by  large 
headed  nails  driven  in  below  just  to  the  level  of  the  water;  they  are 
tarred  above. 

The  trusses  are  put  together  in  the  breakwater  chambers,  then 
raised  and  fastened  without  any  difficulty.  The  design  was  pre- 
pared and  the  work  directed  by  MM.  Quinette  de  Rochemont  and 
Maurice  Widmer,  engineers,  under  the  orders  of  M.  Bellot,  engineer 
in  chief. 
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Chapter  XXII. — Canal  from  Havre  to  Tancarvili  e — Single 

GATE  OF  THE  TaNCARVILLE  LOCK. 

(213)  The  canal  from  Havre  to  Tancarvilie  was  built  to  facilitate 
commerce  between  Havre  and  the  Seine  and  to  avoid  the  dangers  of 
traversing  the  estuai^y  by  canal  barges.  It  begins  at  Havre  and  en- 
ters the  Seine  near  Tancarvilie,  96  kilometers  below  Rouen.  Its 
total  length  is  25  kilometers. 

The  canal  is  formed  of  a  single  bay.  The  position  of  the  water 
level,  intermediate  between  high  tide  and  low  tide  at  Havre,  and  the 
high  tide  and  low  tide  at  Tancarvilie,  required  the  construction  of, 
two  locks,  one  at  Havre  and  the  other  at  Tancarvilie.  In  order  to 
be  able  to  lock  boats  under  all  circumstances  each  one  of  these  locks 
is  furnished  with  gates  closing  in  both  directions. 

The  Tancarvilie  locks  are  furnished  with  four  single-leaf  gates 
(Figs.  130-133).  These  four  gates  have  in  plan  the  same  dimensions. 
They  only  differ  in  height.  Their  upper  part  is  0.05  meter  above 
the  maximum  high  water  which  they  have  to  sustain.  At  their 
lower  part  they  bear  0.20  meter  against  the  masonry  sills.  The  flood 
gates  are,  respectively,  9.85  and  9.25  meters  in  height.  The  ebb 
gates  are  7. 85  and  7. 25  meters.  Their  maximum  width  is  4. 02  meters. 
Their  length  is  18.75  meters.  When  they  are  put  in  the  lock  cham- 
ber they  rest  0.20  meter  behind  the  face  of  the  wall. 

Each  of  these  gates  is  built  so  as  to  float,  whatever  may  be  the  height 
of  the  surrounding  water  above  its  minimum  level,  which  is  that  of 
low  tide  (2.75  meters).  For  this  purpose  a  horizontal  beam  with  a 
flush  web  is  placed  at  this  level,  which  forms  a  tight  deck  and  con- 
stitutes a  compartment  of  the  lower  part  of  the  gate,  where  the  bal- 
last is  placed,  and  where  the  water  can  never  get  in.  Upon  this 
horizontal  deck  three  vertical  lattice  beams  are  placed,  upon  which 
are  put  two  horizontal  belts.  These  belts  support  vertical  members 
on  which  the  sheet-iron  skins  are  riveted. 

The  gate  is  completed  at  one  of  its  extremities  by  a  rectangular 
compartment  2.25  meters  long,  and  is  furnished  with  a  trunnion  at  its 
upper  part  and  a  bearing  at  its  lower  part.  The  trunnion  works  in 
a  collar  fixed  in  the  masonry,  and  the  bearing  rests  on  a  pivot  fast- 
ened into  the  invert. 

Wooden  casings  fixed  to  the  gate  insure  the  tightness  of  the  con- 
tact of  the  leaves  and  sill. 

Iron  culverts,  capable  of  being  closed  by  sluices,  allow  the  water 
in  the  canal  to  penetrate  freely  into  the  gate  above  the  tight  deck,  so 
that  when  the  water  rises  above  the  reference  2.76  meters  the  equi- 
librium is  not  disturbed. 

Iron  shafts  rise  from  the  deck  just  to  the  upj>er  part  of  the  gate, 
so  that  the  lower  compartment  can  always  be  inspected  and  the  bal- 
last handled.    They  are  ordinarily  closed  by  a  tight  cover. 
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The  gates  were  constructed  in  the  locks  themselves,  which  were 
pumped  out  for  the  purpose.  The  compartment,  2.25  meters  long, 
which  forms  the  heel  post,  was  carried  from  the  workshop  all  put 
together.  It  was  placed  immediately  upon  the  pivot  and  served  as 
a  base  for  mounting  the  rest  of  the  leaf. 


When  a  gate  has  to  be  repaired  the  sluices  of  the  culverts  are 
closed  at  low  tide.  The  tide  rises,  lifting  the  gate,  which  is  made  fast 
to  the  side  of  a  barge  to  avoid  any  chance  of  accident,  and  is  then 
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carried  into  the  dry  dock  at  Havre.  It  is  brought  back  and  placed 
upon  its  pivot  during  ebb  tide.  At  low  tide  the  collar  is  put  on  and 
the  culvert  sluices  are  raised. 

This  new  system  of  gate  was  invented  by  M.  Bellot  when  he 
was  chief  engineer  at  Havre.  It  presents  several  advantages  over 
the  system  in  general  use.  In  certain  cases,  especially  at  Tan 
carville,  there  is  economy  in  the  masonry.  Great  difficulties  are 
avoided  in  making  the  gate  itself,  the  dimensions  of  which  need  not 
have  great  precision  in  order  that  its  tightness  be  absolute. 

Slight  variations  in  the  form  of  the  leaves  do  not  prevent  this 
tightness. 

When  the  gates  are  exposed  to  the  waves  or  a  strong  current  th"e 
miter  gates  are  exposed  to  shocks  which  are  liable  to  break  the  col- 
lars. The  one-leaf  gates  only  beat  upon  their  edges  and  the  chance 
of  accident  is  very  much  less. 

Finally,  the  operation  is  simplified,  and  the  closing  of  one  leaf  is 
effected  without  the  attention  which  is  required  in  miter  gates.  The 
superiority  of  the  system  is  also  shown  in  the  various  accidents  which 
would  have  broken  miter  gates  when  the  single  leaf  iias  resisted  per- 
fectly. 

The  designs  for  the  Tancarville  gates  were  prepared  and  the  work 
directed  under  the  orders  of  MM.  Bellot  and  Quinette  de  Rochemont, 
chief  engineers,  by  M.  Maurice  Widmer,  assistant.  The  gates  were 
built  by  M.  Baudet,  Donon  &  Co.,  constructors,  Paris. 

Chapter  XXIII.— Slipway  built  by  the  chamber  of  commerce 

AT  ROUBN  FOR  THE  REPAIR  OF  SHIPS. 

(214.)  The  port  of  Rouen  has  been  completely  changed  since  1887. 
Actually  none  of  the  old  quays  are  left;  they  have  all  been  repl€iced 
by  new  ones.  A  timber  basin  bordered  with  quays  1,185  meters 
long  with  an  area  of  125,000  square  meters  has  been  finished,  also 
a  petroleum  dock  having  accessible  banks  of  1,460  meters  with  six 
landing  stages  and  an  area  of  115,000  square  meters. 

(215)  The  chamber  of  commerce  has  lately  built  a  slipway  accord- 
ing to  Labat's  system  which  may  be  described  as  follows : 

The  transverse  slipway  at  Rouen  is  90  meters  long;  it  can  accom- 
modate ships  95  meters  long  and  weighing  1,800  tons.  The  slope  is 
20  per  cent ;  its  width  is  51.30  meters,  and  the  travel  of  the  cradle  is 
31.51  meters,  corresponding  to  a  rise  of  7.16  meters. 

It  can  be  traversed  in  5,  3^,  or  2  hours  according  to  the  coupling  of 
the  winding  gear. 

When  the  cradle  is  at  the  bottom  of  its  course,  the  level  of  the 
keel  blocks  is  4.50  below  high  water;  when  it  is  at  the  top,  this  level 
is  1  meter  above  high  water. 

The  inclined  plane  is  formed  of  forty-two  beams  (Figs.  134,  135, 
138)  resting  on  piles  united  together  by  bridle  pieces.  These  beams 
support  steel  rails. 
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The  cradle  is  formed  of  forty-two  box-girders  firmly  braced,  cor- 
responding to  the  forty-two  beams  of  the  inclined  plane ;  each  girder 
carries  also  a  steel  rail.  Between  these  two  sets  of  rails,  strings  of 
rollers  are  placed  on  which  the  cradle-truck  rolls. 

The  cradle  is  divided  into  two  parts,  49.36  and  40.44  meters  in 
length,  which  can  be  worked  together  or  separately,  so  as  to  raise 
a  large  ship  or  two  small  ones.  On  the  land  side  the  cradle  carries 
a  service  bridge  high  enough  to  be  always  out  of  water. 

The  hauling  chains,  forty  in  number,  are  attached  to  movable 
sheaves  placed  midway  between  the  beams  of  the  cradle ;  these  pul- 
leys being  connected  by  a  compensating  cable  (Fig.  137)  which  divides 
equally  the  tension  between  all  the  chains.  This  cable  passes  alter- 
nately around  one  of  the  movable  pulleys  and  a  pulley  fixed  to  the 
cradle.    Its  ends  are  attached  to  the  cradle. 


Fio.  187.— Method  of  attaching  the  compensating  cable  to  the  cradle. 


Each  traction  chain  passes  round  a  winch  drum  driven  by  an  end- 
less screw,  which  is  itself  driven  by  bevel  gearing  and  a  counter  shaft 
(Fig.  136)  extending  the  whole  length  of  the  slip.  The  engine  gives 
a  power  of  50  horses  measured  on  the  shaft. 

(216)  The  rollers, — The  rollers  are  independent  of  the  roadway 
and  the  cradle.  They  are  of  chilled  iron,  0.14  meter  in  diameter, 
and  0.18  meter  long.  Each  has  a  ridge  in  the  middle  which  runs  in 
a  groove  in  the  rails ;  they  are  united  by  iron  rods,  which  keep  them 
at  the  constant  distance  of  0.56  meter  apart.  Independent  rollers 
have  the  advantage,  over  a  system  of  wheels  fixed  to  the  cradle,  of 
avoiding  the  axle  friction ;  rolling  friction  only  has  to  be  overcome, 
which  is  estimated  at  3  per  cent,  besides  avoiding  inequalities  of 
pressure,  combined  with  simplification  in  construction. 

(217)  The  compensating  cable  is  of  steel  50  millimeters  in  diame- 
ter; it  distributes  the  total  force  of  traction  equally  upon  forty  tension 
chains.    The  pulleys  are  all  0.60  meter  in  diameter,  the  movable 
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ones  sliding  in  guides  0.20  meter  long.  In  case  of  the  rupture  of  a 
chain,  the  movable  pulley  will  be  carried  to  the  bottom  of  its  guide, 
the  compensating  cable  will  continue  to  pull  upon  it  and  will  distri- 
bute its  load  equally  among  the  other  chains. 

In  case  of  the  rupture  of  the  compensating  cable,  the  cradle  trucks 
will  descend  a  few  centimeters  and  the  movable  pulleys  will  be  caught 
by  frames  arranged  above  the  guides.  The  chance  of  rupture  of  the 
cable  is  small,  as  it  is  exposed  to  a  tension  of  only  3^  kilograms  per 
square  millimeter. 


Fio.  188.— Details  of  the  shores. 

(218)  Coat* — M.  Labat  constructed  this  slipway  at  Rouen  for 
740,000  francs,  which  was  divided  as  follows: 


Francs. 

Earthwork   40,000 

Foundations  and  inclined  plane   240,000 

Cradle   180,000 

Traction  tackle   220,000 

Engine  and  shed   60, 000 


Total   740,000 


Chapter  XXIV. — Port  of  Honfleur. 

(219)  Sluicing  basin  tvith  a  feeding  iveir  for  filling  it, — Honfleur 
Harbor  is  exposed  by  its  situation  upon  the  south  bank  of  the  Seine 
estuary  to  silting.  To  preserve  the  channel,  a  sluicing  basin  with 
an  area  of  54  hectares  has  been  constructed,  filled  directly  from  the 
sea  at  high  tide  by  means  of  a  weir  with  rotating  gates.    (Fig.  139). 

The  sluicing  lock  has  four  openings,  each  5  meters  wide,  separated 
by  piers  2  meters  thick,  surmounted  by  a  stone  bridge.  Without 
entering  into  the  details  of  its  construction  and  cost  it  will  be  inter- 
esting to  know  how  it  is  closed. 

*  For  drawings  and  information  I  am  indebted  to  the  notice  of  this  work  pre- 
sented to  the  Paris  Congress  for  harbor  works  by  M.  G.  Cadart,  engineer  of  roads 
and  bridges. 
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The  apparatus  for  closing  the  sluicing  lock  (Figs.  140  and  141) 
consists,  for  each  opening:  First.  Of  two  guard  sluices,  2.45  meters 
wide,  which  prevent  leakage  as  well  as  the  inopportune  opening  of 
the  revolving  gate  by  the  waves  striking  it  from  without;  Second. 
Of  a  revolving  gate  against  which  the  head  of  water  for  the  sluicing 
presses  when  the  guard  sluices  are  raised. 


Each  sluice  carries  two  racks  which  gear  with  pinions  keyed  to  a 
horizontal  shaft  above,  which  four  men  turn  by  means  of  winches 
placed  on  the  piers  or  abutments  of  the  lock.  These  racks  raise  first 
a  valve  placed  at  the  base  of  the  sluice,  which  uncovers  two  orifices 
0.20  meter  high  by  1.70  meters  wide;  these  orifices  empty  the  chamber 
between  the  sluices  and  the  revolving  gate.  The  effort  to  raise  the 
sluices  is  consequently  reduced  to  that  of  lifting  their  weights.  The 
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rack  carries  a  stop  which,  when  the  valve  is  raised,  catches  the  sluice 
and  raises  it  to  the  top  of  the  arch  of  the  bridge.  The  preliminary 
operation  of  raising  the  two  sluices  takes  two  gangs  of  four  men  an 
hour. 

The  axle  of  rotation  of  the  revolving  gate  is  0.09  meter  from  the 
middle,  and  in  order  to  facilitate  the  closing  of  the  gate  against  the 
scouring  current,  there  is  in  the  great  panel  (Fig.  141)  a  valve  turn- 
ing around  a  very  eccentric  vertical  axle,  which  instantly  opens  under 
the  pressure  of  the  water  as  soon  as  the  stop  which  holds  it  is  turned. 

The  great  gate,  the  two  panels  of  which  become  unequally  loaded, 
rotates  suddenly  into  the  plane  of  the  axis  of  the  lock.  To  close  the 
great  gate,  it  is  sufficient,  after  closing  and  fastening  the  rotating 
valve,  to  incline  it  slightly  to  the  lock  axis  by  means  of  a  cable  fixed 
to  it  and  passing  round  the  drum  of  one  of  the  winches.  The  differ- 
ence of  head  existing  within  and  without  the  gate  causes  a  difference 
of  pressure  on  the  two  panels  and  closes  the  gate. 

(220)  Construdion  of  the  gates, — Each  gate  is  made  up  of  uprights 
of  oak  0.40  meter  thick,  firmly  held  at  their  extremities  by  beams  of 
double  T  iron  forming  bridle  pieces.  The  plates  of  these  beams  are 
embedded  in  the  wood,  so  as  to  avoid  any  projection.  The  uprights 
are  held  together  by  three  horizontal  bolts  extending  the  whole  width 
of  the  gate ;  two  belts  of  wrought  iron  strengthen  the  whole.  The 
axle  of  the  gate  is  formed  by  a  double  T  beam  terminated  by  two 
pivots  and  joined  with  horizontal  bridle  pieces.  The  pivots  are  of 
steel,  0.210  meter  in  diameter. 

Cost. — The  cost  of  constructing  the  gates  and  sluices  of  the  basin, 
with  the  winches,  etc.,  amounted  to  132,169  francs. 

(221)  The  feeding  tveir, — The  problem  to  solve  consisted  in  intro- 
ducing layers  of  surface  water  into  the  basin  at  will  during  high  tidq. 
Preliminary  experiments  showed  that  these  layers  are  always  very 
much  clearer  than  those  at  the  bottom,  and  that  by  their  use  the 
basin  would  be  prevented  as  much  as  possible  from  silting  up.  As 
there  were  only  2^  hours  at  each  tide  which  could  be  used,  a  layer  of 
water  0.60  meter  in  height  by  100  meters  in  length  suffices  to  fill  the 
basin.  This  length  was  divided  into  ten  openings,  10  meters  wide, 
closed  by  three  movable  gates  (Fig.  142) .  These  gates,  turning  around 
a  horizontal  axis,  are  each  held  by  a  chain  fixed  to  their  upper  parts. 
All  these  chains  pass  around  guide  pulleys,  and  their  extremities  are 
fixed  to  the  satne  frame  mounted  on  rollers,  so  that  the  reciprocating 
motions  of  the  frame  give  simultaneous  movements  of  rotation  to 
all  the  gates.  Hydraulic  presses  move  the  frames,  either  to  raise  or 
to  lower  the  gates.  A  weir  with  a  movable  crest  is  thus  obtained, 
which  allows  the  introduction  into  the  basin  of  a  layer  of  water  of 
constant  thickness,  notwithstanding  the  variations  of  the  sea  level, 
which  do  not  exceed  0.40  or  0.50  meter  during  the  time  of  filling. 
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Description  of  Fig.  142. — A,  movable  gates,  turning  around  a  horizontal  axle 
placed  at  the  lower  part  near  the  flooring ;  each  gate  consists  of  eight  vertical  beams 
of  plate  and  angle  irons  connected  above  and  below  by  two  similar  crossbeams ;  it  is 
covered  on  the  upstream  side  with  a  plate  iron  skin,  8  millimeters  thick,  terminating 
below  in  the  form  of  a  semicylinder,  so  as  to  always  remain  in  contact  with  the 
wood  casing  built  into  the  flooring  sill.  On  the  downstream  side,  at  a  height  of 
1.70  meters,  is  a  horizontal  beam  made  of  plate  and  angle  irons  flxed  to  the  vertical 
beams ;  to  this  crossbeam  tlie  traction  chains  are  attached.  The  end  verticals  of 
the  gate  are  cased  with  wood.  The  gate  is  represented  in  the  figure  in  its  vertical 
position;  that  is,  when  the  w^eir  is  closed;  and  also  a  gate  in  a  horizontal  position, 
although  in  reality  it  never  takes  it.  The  figure  shows  the  incUnation  of  the  gate 
during  the  process  of  filling  the  basin  when  the  level  of  the  sea  is  11.82  meters. 
a.  Forked  bearings  and  journals,  two  for  each  gate.  The  form  of  these  bearings 
aUows  the  gates  to  be  removed  for  repairs  without  having  to  take  them  apart  under 
water,  c.  Plate  iron  apron,  45  centimeters  wide,  hinged  to  the  base  of  the  gate  and 
furnished  with  a  leather  band  which  covers  the  joint  of  the  gates  with  the  sill.  This 
apron  drags  upon  the  flooring,  following  the  motions  of  the  gate,  and  prevents  ob- 
structions which  might  produce  accidents  at  the  moment  of  lifting,  d.  Two  ten- 
nons  for  each  gate,  fixed  to  the  upper  beam,  just  over  the  rotation  journals.  These 
tennons  are  forged  in  a  single  piece,  with  a  plate  which  serves  to  bolt  them  upon 
the  web  of  the  beam ;  it  is  by  means  of  these  tennons  that  the  bolts  hold  the  gates 
fast  against  the  frame  so  that  they  may  be  able  to  sustain  the  pressure  of  the  rising 
tide  wliile  the  storage  basin  is  empty. 

B.  Framework  holding  the  moving  mechanism  for  rotating  the  gates.  It  is 
formed  of  two  vertical  lattice  beams  1.25  meters  high  ;  these  beams,  spaced  60 
centimeters  apart,  are  jointed  below  to  a  horizontal  beam,  1.20  meters  wide,  having 
a  flush  web  pierced  with  holes  for  the  passage  of  the  chains.  These  three  beams  are 
braced  by  cross  partitions  of  iron,  8  millimeters  thick,  numbering  six  per  span.  A 
third  vertical  beam,  60  centimeters  high,  sustcuns  the  crossbeams  of  the  footbridge. 
These  latter  are  united  by  four  courses  of  crossbeamB  supporting  the  planks  of  the 
service  bridge  and  the  rails  for  a  moving  crane.  On  the  reservoir  side  is  a  sidewalk 
on  corbels,  projecting  70  centimeters,  and  held  by  plate  iron  brackets  and  angle  irons. 

D.  Guide  pulleys  of  the  chains ;  they  are  cast-iron  grooved  chain  pulleys,  their 
grooves  lined  with  bronze.  They  revolve  on  iron  shafts,  60  millimeters  in  diameter, 
hUving  supports  cast  in  a  single  piece  and  bolted  under  the  web  of  the  horizontal 
beam. 

E.  Guide  pulleys  of  the  chains,  of  the  same  model  as  the  preceding  but  keyed  to 
the  shaft.  The  plumber  blocks,  inclined  at  45°,  are  fixed  at  60  centimeters  apart 
upon  the  upper  plates  of  the  vertical  beams ;  the  shaft  of  these  pulleys  is  65 
millimeters  in  diameter  at  the  bearings  and  90  millimeters  in  the  middle.  The 
plumber  blocks  are  furnished  with  a  half  lining  in  bronze,  and  an  iron  cap. 

F.  Reciprocating  frames  for  rotating  the  gates  simultaneously.  Each  frame  is 
formed  of  two  plate-iron  beams  300  millimeters  high,  75  thick  and  250  apart,  united 
by  transverse  ties  G ;  a  gate  chain  is  attached  to  each. 

G.  Cross  girders,  having  their  ends  bolted  upon  the  sides  of  the  moving  frame  so 
that  they  can  be  removed.  The  chains  are  fixed  upon  these  cross  ^ders  by  means 
of  turn-buckles  which  allow  their  length  to  be  regulated,  so  that  at  the  closing  all 
the  gates  shall  come  against  the  framework.  The  frame,  by  its  reciprocatmg  mo- 
tion, determines  the  simultaneous  rotation  of  the  gates. 

The  chains  are  roimd,  30  millimeters  in  diameter.  They  contain,  each  one,  59 
links,  85  by  38  millimeters  of  opening,  and  two  end  links  124  by  88  millimeters. 

R.  Iron  rollers,  twenty  for  each  frame.  These  rollers  are  18  centimeters  in  diam- 
eter, 42  long.  Their  iron  axles,  4  centimeters  in  diameter,  turn  in  boxes  fixed  on 
the  vertical  beams  of  the  frame. 

b.  Chair  supporting  the  bolts. 

t.  Bolt  shaft. 
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(222)  The  feeding  weir  consists  of: 

First.  Ten  openings,  formed  by  nine  piers  and  two  abutments. 
These  openings  are  each  10  meters  wide  and  11.75  meters  long. 
Their  invert  in  the  highest  part  is  at  the  reference  14  meters,*  so  as 
to  allow  the  filling  of  the  basin  in  the  lowest  tides,  the  highest  attain- 
ing the  reference  of  13  meters.  The  flood  gates  occupy  a  space  of 
10.20  meters  wide  and  6.46  long,  corresponding  to  each  opening.  A 
building  on  the  central  pier  contains  the  hydraulic  machinery  and 
the  lodging  of  the  machinist. 

Second.  Thirty  iron  flood  gates,  three  for  each  opening,  turning 
on  horizontal  bearings  embedded  in  the  invert  of  the  opening. 
These  flood  gates  rise  from  the  invert  (reference  14  meters)  to  the 
level  of  the  equinoctial  high  tide,  which  reaches  the  reference  11.82 
meters. 

Third.  An  iron  frame  work  built  on  piles  and  supporting  the  upper 
•edge  of  the  flood  gates ;  it  carries  the  guide  pulleys  of  the  lifting 
chains  and  the  rollers  upon  which  the  frames  move,  and  forms  at 
the  same  time  a  bridge  of  communication  on  which  a  three-ton 
orane  runs,  which  allows  any  piece  to  be  taken  out  and  replaced 
very  rapidly. 

Fourth.  The  transmitting  mechanism,  consisting  of  chains  and  a 
movable  frame.  This  last  is  jointed  to  a  rod  driven  by  two  twin 
presses  moved  by  water  under  the  pressure  of  70  kilograms  per 
square  centimeter.  The  other  extremity  of  the  frame  is  drawn  by 
a  counterpoise  intended  to  overcome  the  passive  resistances  of  the 
-apparatus  during  the  opening  of  the  flood  gates. 

Fifth.  The  mechanism  for  keying,  intended  to  maintain  the  flood 
^ates  against  the  frame  work,  to  permit  them  to  resist  the  pressure 
of  the  rising  tide  just  to  the  moment  of  filling.  This  mechanism 
consists  of  a  shaft  carrying  a  series  of  pins,  two  for  each  flood  gate, 
-driven  by  a  little  special  hydraulic  press. 

(223)  The  movement  of  the  gates  is  effected  by  means  of  two  cou- 
pled hydraulic  presses.  A  little  double-cylindered  steam  engine  of 
9  horse-power  works  the  pumps  for  filling  the  accumulator,  or,  if 
necessary,  drives  the  water  directly  into  the  cylinders  of  the  great 
presses. 

The  accumulator  contains  600  liters  of  water  at  a  pressure  of  70 
kilograms  per  square  centimeter. 

The  water  discharged  by  the  hydraulic  apparatus  during  the  low- 
ering of  the  gates  is  collected  in  an  iron  tank  placed  on  brackets  let 
into  the  wall  of  the  engine  room.  From  this  reservoir  the  pumps 
take  the  water  required  for  their  use.  This  is  an  important  economy, 
since  the  apparatus  has  to  be  fed  with  fresh  water  brought  from  the 
city.  

*The  datum  plane  for  Honfleur  is  16.087  meters  above  that  adopted  for  the  rest 
of  France. 
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The  complete  operation  of  the  weir  consists :  first,  at  the  moment 
of  high  tide,  the  basin  being  empty,  in  gradually  lowering  the  gates, 
so  that  their  crests  shall  be  covered  by  a  sheet  of  water  0.60  meter 
thick;  second,  in  raising  the  gates  when  the  basin' is  full,  that  is  to 
say,  generally,  with  a  difference  of  level  if  not  nothing  at  least  in- 
significant. 

(224)  Cost. — The  expense  of  constructing  the  feeding  weir  amounted 
to  $1,224,888.30  francs. 

The  sluicing  operations  are  entirely  successful,  and  it  is  only  suffi- 
cient to  make  one  or  two  at  each  tide  to  keep  the  outer  channel  clear. 

The  feeding  weir  works  regularly,  but,  at  the  same  time,  the  in- 
tense current  produced  on  the  approaches  to  the  weir,  when  the  re- 
volving gates  are  lowered,  does  not  exclude  absolutely  the  lower 
turbid  layers  of  water. 

The  preliminary  plan  was  made  by  M.  Arnoux,  and  the  work  was 
directed  by  MM.  Leblanc  and  Widmer,  engineers. 

The  contractors  were  M.  Hersent  for  the  lock,  and  the  Fives  Lille 
Co.  for  the  iron  work  of  the  weir. 

Figs.  139-141  are  taken  by  permission  from  the  Portefeuille  des 
Ponts  et  Chauss^es. 

Chapter  XXV. — Port  of  Honfleur — Siphons  between  the 

STORAGE  BASIN  AND  THE  FOURTH  LOCK — AUTOMATIC  SIPHONAGB. 

(225)  As  has  been  stated,^  Honfleur  Harbor  is  exposed,  by  its  situa- 
tion upon  the  south  bank  of  the  Seine  estuary,  to  considerable  silting 
np,  against  which  constant  efforts  have  to  be  made.  The  storage 
basin  of  54  hectares  affords  the  principal  means  of  keeping  the 
passes  free  by  sluicing. 

When  great  sluicings  are  not  made,  communication  is  opened  be- 
tween the  docks  and  the  storage  basin,  in  order  to  increase  the  effi- 
ciency of  the  sluicing  given  by  the  navigation  locks,  and  to  reduce 
the  silting  of  the  docks  by  raising  as  much  as  possible  the  level  of 
the  water  of  these  last,  before  the  opening  of  the  ebb  gates  and  in- 
troduction of  the  flood,  which  is  very  much  loaded  with  sand.  This 
communication  ought  not  to  be  opened  more  than  five  or  six  times  a 
fortnight,  to  reestablish  the  level  in  the  dock  when  this  level  has 
fallen  below  that  of  the  storage  basins  on  account  of  the  sluicing. 
The  level  of  the  storage  basin  being  generally  above  that  of  the  dock, 
there  was  great  interest  in  making  a  tight  closing.  This  motive, 
joined  to  that  of  economy,  led  to  the  adoption  of  a  system  of  siphons. 
These  siphons  are  six  in  number.  The  saddle  is  placed  above  the 
ordinary  level  of  the  basins  (12.30  meters). 

(226)  The  apparatus  for  filling  and  emptying  is  based  upon  the  fol- 
lowing experiments.  When  a  small  hole  is  made  in  the  wall  of  a 
siphon  in  operation,  in  the  portion  where  the  pressure  is  below  that 
of  the  atmosphere,  the  siphon  does  .not  become  clear  if  the  hole  is 
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very  small.  The  external  air  is  sucked  by  this  orifice  into  the  siphon, 
and  it  issues  in  great  bubbles  which  break  upon  the  surface.  By 
enlarging  the  orifice,  or  by  piercing  other  holes  near  the  first,  we 
finally  clear,  /.  e',,  empty  the  siphon. 

In  opening  the  sucking  orifice  to  bring  about  the  clearing,  we  ob- 
serve that  the  flow  of  the  latter  diminishes  progressively  until  it  at- 
tains a  value  very  near  zero,  and,  for  an  opening  slightly  more,  the 
clearing  is  nearly  instantaneous.  It  is  evident  that  this  principle 
may  be  applied  to  the  filling  of  siphons  of  great  capacity. 

Small  siphons  are  filled  easily  and  rapidly,  either  by  the  emptying 
of  a  reservoir  full  of  water,  or  by  means  of  a  sucking-pump.  A  lit- 
tle siphon  pierced  with  a  sucking  orifice  properly  arranged  will  work 
as  a  filler  for  siphons  of  greater  dimensions,  if  we  unite  the  pierced 
sucker  of  the  first  to  the  top  of  the  second.    To  stop  the  action  it 


Fio.  148.— Sections  of  the  siphon  at  Hanfleixr. 


will  suffice  to  clear  the  siphons  by  putting  them  in  communication 
with  the  atmosphere  by  an  orifice  sufficiently  large. 

(227)  This  stated,  the  process  of  filling  can  be  understood ;  it  is  as 
follows:  A  valve  a  (Fig.  143)  is  opened  which  allows  the  water  in 
the  reservoir  A  to  flow  into  the  pit  P,  and  thence,  through  the  con- 
duit B,  into  the  lower  bay;  at  the  same  time  the  upper  part  of  tiie 
reservoir  A  is  connected  with  the  top  of  the  filling  siphon,  No.  1. 
The  capacity  of  the  reservoir  A  is  calculated  so  that  all  the  air  con- 
tained in  the  siphon  is  sucked  in  and  replaces  the  water  which  runs 
out  by  the  valve  a.  When  the  siphon  is  filled,  which  is  indicated 
by  a  gauge,  the  stopcocks  and  the  valve  a  are  closed.  The  siphon 
No.  1  contains  an  air  sucker  formed  by  a  copper  pipe  0.02  meter  in  di- 
ameter, which  goes  through  the  siphon  wall  perpendicularly,  and. 
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returning  along  the.  axis  of  the  siphon,  terminates  a  litte  beyond 
the  top  by  a  rose.  The  object  of  this  arrangement  is  to  divide  the 
air  at  its  entrance  into  the  siphon  and  to  obtain  the  rapid  drawing 
of  air  bubbles  toward  the  discharge.  The  aggregate  of  all  the  ori- 
fices of  the  rose  is  above  one-tenth  of  the  section  of  the  pipe  of  0.02 
meter.  When  the  diflPerence  of  level  is  equal  to  or  above  0.80  meter, 
experience  shows  that  this  sucker  may  be  put  in  free  communication 
with  the  atmosphere  without  clearing  siphon  No.  1.  For  siphons 
of  the  same  cross-section  the  size  of  the  sucker  orifice  depends  on 
the  difference  of  level,  and  the  sucker  belonging  to  siphon  No.  1  is 
contrived  for  a  difference  of  about  1  meter. 

The  sucker  just  described  is  put  in  communication  with  a  siphon 
No.  2,  which  has  the  same  diameter  as  No.  1,  but  is  placed  0.25  meter 
higher.  The  air  contained  in  No.  2  is  drawn  out  by  this  siphon  and 
the  siphon  fills,  as  the  corresponding  manometer  indicates.  This 
siphon  contains  a  sucker  identical  with  the  first,  but  with  a  slightly 
less  section  (0.016  meter  instead  of  0.02  meter).  The  two  sucking 
siphons  are  put  in  communication  with  a  third  siphon,  called  a  cul- 
vert siphon ;  when  the  manometer  indicates  that  the  first  culvert 
siphon  is  filled,  a  second  culvert  siphon,  connected  with  the  first,  is 
filled,  by  taking  care  not  to  uncover  a  new  distributing  orifice  "until 
after  the  complete  filling  of  the  preceding  siphon.  One  man  fills  all 
the  siphons.  This  operation  requires  from  ten  to  twelve  minutes. 
The  siphons  filled,  the  reservoir  A  is  filled  by  putting  it  in  com- 
munication on  one  side  with  the  siphons  and  on  the  other  with  the 
upper  basin.  All  the  air  contained  in  this  reservoir  is  sucked  out 
by  the  siphons  and  replaced  by  water  from  the  upper  basin.  The 
communication  should  be  closed  when  the  water  in  both  basins  is 
sensibly  at  the  same  level.  To  stop  the  action  of  the  siphons  they 
are  cleared  by  opening  the  stopcock  of  0.02  meter,  which  puts  them 
into  communication  with  the  atmosphere.  The  complete  clearing 
takes  place  in  seven  or  eight  minutes. 

(228)  Automatic  filling. — Independently  of  the  process  of  filling 
that  has  just  been  described,  and  which  has  worked  since  1884,  these 
siphons  fill  naturally  and  automatically  whenever  the  sluicing  basin 
is  filled.  The  water  then  covers  the  saddle  of  a  siphon  0.06  meter 
in  diameter,  which  goes  down  into  the  well  and  fills  by  overflow. 
This  siphon  fills  a  second  of  0.13  meter  in  diameter  placed  0.33 
meter  above  it;  and  these  two  siphons  united  fill  three  others  of  0.20 
meter  in  diameter  placed  at  0.28  meter  above  the  second.  This  col- 
lection of  fillers  is  united  with  siphon  No.  1,  which  is  0.50  meter  in 
diameter,  by  a  stopcock.  When  this  cock  is  open  all  the  siphons  fill 
in  one  hour  and  a  half  or  two  hours,  for  a  difference  of  level  which 
ought  to  be  above  0.40  meter.  This  is  the  necessary  time  for  the  de- 
cantation  of  the  water  taken  at  the  moment  of  high  tide  in  the  sluic- 
ing basin.  This  collection  of  filling  siphons,  arranged  in  a  series, 
has  worked  regularly  without  aid  of  any  person  since  the  year  1886. 
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The  collection  previously  described  only  works  occasionally. 
The  siphons  were  planned  and  built  by  M.  Picard,  under  the  di- 
rection of  M.  Boreux,  chief  engineer. 

Chapter  XXVI.— Traversing  bridge  over  the  dock  locks  at 
THE  PORT  OP  St.  Malo-St.  Servan. 

(229)  Position  and  general  arrangement. — The  new  road  uniting 
the  cities  of  St.  Malo  and  St.  Servan  passes  over  the  two  locks  18 
meters  wide,  of  the  two  docks,  by  means  of  traversing  bridges  moved 
by  water  under  pressure. 

These  bridges  are  similar,  each  one  having  a  total  length  of  38. 80 
meters — 22.80  meters  for  the  span  and  16  meters  for  the  breech. 
The  total  width  is  8  meters,  the  width  of  the  wagon  road  5  meters, 
and  that  of  the  sidewalk  1  meter. 


Fio.  144.— Section  of  the  traversing  bridge— Section  A  B  of  the  box  girder -Sections  C  D  and  E  F  of 

the  lifting  press. 

The  roadway  is  carried  by  two  principal  girders  with  flush  webs, 
having  the  form  approaching  that  of  a  solid  of  equal  resistance:  the 
maximum  height  being  2.814  meters.  The  upper  flange  is  curved, 
the  lower  straight.    The  cross  girders  are  spaced  2  meters. 

(230)  T%e  lifting  press  (Fig.  144),  1.06  meters  in  interior  diameter, 
is  placed  vertically  in  a  masonry  pit  exactly  under  the  centre  of 
gravity  of  the  bridge,  and  supports  an  iron  box  girder  on  whose  ex- 
tremities cast-iron  sleepers  are  placed  directly  tinder  the  principal 
girders,  and  designed  to  support  the  whole  weight;  laterally  it  is 
fitted  to  pieces  of  iron  which  move  in  vertical  guides. 
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In  order  to  diminish  the  quantity  of  water  at  the  pressure  of  60 
atmospheres  Mr.  Barret,  engineer  of  the  docks  at  Marseilles,  invented 
a  si)ecial  apparatus,  called  a  recuperator,  which  forms,  with  the  lift- 


1"?  f  i  ^  ^1 


JT 


fi 


FiQ.  145.— Diagram  of  the  operation  of  the  recuperator. 


Fio.  146.~Vertlcal  section  and  plan  of  the  recuperator. 

ing  press,  a  sort  of  hydrostatic  balance,  allowing  the  work  produced 
by  the  descent  of  the  bridge  to  be  stored  up  and  utilized  for  raising 
it  afterwards. 
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(231)  The  recuperator. — The  working  of  the  species  of  hydrostatic 
balance  of  the  recuperator  press  may  be  represented  by  the  diagram 
(Fig.  145). 

The  press  A  communicates  directly,  by  the  pipe  T,  with  the  recu- 
perator B.  The  latter  consists  of  a  vertical  cylinder,  in  which  a 
piston  supporting  a  loaded  box,  C,  moves.  The  load  is  regulated  so 
that  the  bridge,  P,  in  descending  drives  the  water  of  the  press  under 
the  piston  of  the  recuperator  and  raises  the  whole  system.  A  pipe, 
o,  allows  water  under  pressure  to  be  introduced  at  will  into  the  an- 
nular space  over  the  piston  of  the  recuperator,  between  the  piston 
rod  and  the  cylinder,  or  to  allow  this  water  to  escape.  In  the  case 
of  the  introduction  of  this  water  the  pressure  exercised  in  the  an- 
nular space  is  added  to  the  weight  of  the  load.  The  piston  of  the 
recuperator  descends  and  drives  the  water  into  the  lifting  press.  In 
case  of  the  escape  of  the  water  the  pressure  in  the  annular  space  is 
relieved;  the  weight  of  the  bridge  again  becomes  greater  and  raises 
in  its  turn  the  piston  and  its  load. 

The  preceding  theoretical  arrangement  was  modified  in  practice 
so  as  to  avoid  having  to  take  away  the  load  of  the  piston  each  time 
that  it  was  necessary  to  change  the  packing.  The  apparatus  is  re- 
versed, the  piston  and  piston  rod  are  fixed,  while  the  cylinder  is  mov- 
able and  carries  the  load;  so  that  to  change  the  packing  it  is  only 
necessary  to  raise  the  cover  of  the  cylinder.  Fig.  146  shows  the 
arrangement  adopted. 
The  piston  rod,  A,  is  a  hollow  cast-iron  cylinder  48  centimeters  in 
diameter,  which  rests  upon  a  circular  foot  1.40  me- 
ters in  diameter,  strengthened  by  flanges.  The  rod 
is  furnished  above  with  iron  rings,  forming  a  piston 
of  54  centimeters  in  diameter,  packed  with  two 
leather  collars  all  kept  in  place  by  a  cast-iron  fol- 
lower bolted  down.  (Fig.  147). 
Fio.  i47.-Horiiontai  The  interior  of  the  rod  (Fig.  146)  forms  a  com- 
p^tor  p'r^  munication,  through  the  pipe,  a,  between  the  lifting 
press  and  the  movable  cylinder  of  the  recuperator. 
This  last  is  54  centimeters  in  interior  diameter  and  80  millimeters 
thick.  It  has  an  enlargement  below  and  a  stuffing  box  for  the  pas- 
sage of  the  rod.  To  bring  the  water  from  the  accumulators  into  the 
annular  space,  C,  left  between  the  rod  and  the  cylinder,  the  cyUn- 
drical  passageway,  B,  in  the  piston  rod  itself,  foims  the  prolongation 
of  the  pipe,  &,  and  leads  into  the  annular  space  through  a  hole  pierced 
laterally  below  the  piston. 

The  base  of  the  cylinder  carries  externally  two  flanges  which  form 
a  circular  groove  for  holding  in  place  the  iron  plate  whicli  serves  as 
the  bottom  of  the  loaded  box.  This  plate  is  made  of  two  pieces 
put  together  with  bolts.  The  box  is  cylindrical,  of  plate-iron  8 
millimeters  thick,  2,352  meters  in  diameter,  and  3.25  meters  high.  It 
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is  guided  above  by  a  cast-iron  support  having  two  arms  with  shoes,. 
E  E,  at  their  extremities,  which  run  on  two  cast-iron  guides,  3.45- 
meters  long,  built  into  the  masonry.  Three  oak  frames  placed  above- 
each  other,  at  the  foot  of  the  rod,  form  a  support  1  meter  high  upon 
which  the  loaded  box  rests  when  it  is  at  the  bottom  of  its  course. 

(232)  The  withdrawal  and  replacement  of  the  bridge  requires,  be- 
sides the  working  of  the  hydrostatic  balance  formed  by  the  central* 
press  and  the  recuperator,  some  accessory  operations.  We  must  be- 
able,  in  case  of  necessity,  to  lift  the  loaded  box  to  the  top  of  its* 
course,  and  on  the  other  hand  lower  or  lift  sej)arately  the  box  girder, 
and  in  case  of  repairs,  the  plunger  of  the  central  press.  These^ 
operations  are  accomplished  by  the  accumulators  and  the  distributing* 
apparatus  placed  in  the  pavilion  and  arranged  for  this  purpose. 

The  weight  of  the  recuperator  is  less  than  that  of  the  bridge. 

When  the  bridge  is  to  be  raised,  the  box  being  at  the  top  of  its 
course,  it  is  sufficient  to  open  the  valve,  which  puts  the  annular 
space  compirsed  between  the  piston  and  its  cylinder  in  communication 
with  the  water  under  pressure,  so  that  the  latter,  acting  on  the  lower 
face  of  the  box,  compensates  for  the  difference  between  the  weight 
of  the  bridge  and  that  of  the  box,  and  produces  the  upward  motion 
of  the  bridge. 

To  lower  the  bridge  it  is  sufficient  to  allow  the  water  to  escape  from 
the  annular  space;  the  bridge  descends  then  by  its  own  weight  and 
lifts  the  recuperator.  The  horizontal  motion  of  the  bridge  is  ob- 
tained by  two  hydraulic  presses  fixed  horizontally  on  the  vertical 
walls  of  the  box  girder  (Fig.  144)  and  moving  with  it.  They  carry  at 
each  extremity  a  tackle  block  with  three  pulleys,  around  which  the 
traction  chain  passes.  One  serves  for  the  advance  motion  and  the 
other  for  the  return.  The  conducting  water  pipes  form  a  joint  with 
the  cylinder  presses.  The  bridge  can  move  upon  two  pairs  of  rollers 
fixed  just  behind  the  position  it  normally  occupies — that  is,  when  the 
pass  is  closed — and  upon  four  pairs  of  movable  rollers,  which  are 
made  to  slide  upon  a  cast-iron  frame  by  the  action  of  a  hydraulic 
press,  which  pushes  them  under  the  bridge  as  soon  as  it  is  raised.  The 
rollers  are  fixed  in  pairs  upon  a  balanced  beam,  so  that  the  weight 
of  the  bridge  shall  be  divided  equally  over  the  numerous  points  of 
support.  The  rectilinear  movements  of  the  bridge  are  limited  at 
each  extremity  by  buffers  built  into  the  masonry. 

The  complete  withdrawal  and  replacement  is  made  in  three  or  four 
minutes.  One  man  is  sufficient.  He  is  placed  in  the  pavilion  which 
contains  the  operating  keys,  the  recuperator,  and  a  service  hand 
pump,  intended  to  force  in,  if  necessary,  water  enough  to  move  the 
bridge.  The  water  under  pressure  is  brought  through  one  pipe  and 
returns  in  another  to  the  pavilion  constructed  between  the  two  roll- 
ing bridges  and  containing  the  pumps  and  accumulators. 

(233)  Opening  and  closi7ig  the  bridge. — The  pavilion  contains  three 
H.  Ex.  410— VOL  III  46 
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pieces  of  distributing  apparatus.  When  it  is  required  to  open  the 
l^ass  the  lockmau  moves  the  valve  of  the  first  apparatus,  and  the 
water  under  pressure  from  the  central  machine  and  the  recuperator 
is  forced  under  the  piston  of  the  central  press,  which  raises  the 
sleeper  and  consequently  the  bridge.  Then  he  opens  the  valve  of 
the  second  apparatus  and  the  movable  rollers  slip  under  the  bridge; 
lie  then  lowers  the  bridge  upon  the  rollers  by  opening  and  discharging 
from  the  lifting  press.  When  the  bridge  rests  upon  the  rollers  he 
prolongs  a  little  the  discharge  of  the  water  so  that  there  is  a  play  of 
0.03  meter  between  the  sleeper  and  the  plates  of  the  beams.  Finally 
he  opens  the  valve  of  the  third  apparatus  and  .the  rectilinear  motion 
is  produced.  When  it  is  required  to  put  the  bridge  in  place,  the  lock- 
man  opens  the  valve  of  the  third  apparatus  and  the  bridge  is  brought 
vertically  over  its  first  position ;  then  he  opens  the  valve  of  the  first 
apparatus,  which  lets  the  water  under  pressure  into  the  central 
press.  When  the  bridge  is  sufficiently  raised  the  valve  of  the  second 
apparatus  allows  the  movable  rollers  to  be  brought  back;  then,  on 
opening^  the  valve  of  the  first  apparatus,  the  bridge  sinks  to  its 
normal  position,  and  at  the  same  time  the  water  in  the  central  press 
runs  into  the  recuperator  and  is  stored  there.  The  total  weight  of 
the  bridge  is  181,500  kilograms ;  the  price,  including  the  mechanism.. 
the  recuperator,  and  the  piping,  amounts  to  200,000  francs.  This 
bridge  was  planned  and  made  by  M.  Robert,  engineer  of  roads  and 
bridges,  under  the  direction  of  M.  Mengin,  chief  engineer. 

Figs.  145-147  are  taken  by  permission  from  the  Portefeuille  des 
Ponts"  et  Chaussdes. 

ijHAPTER  XXVII. — Hydraulic  works  and  pneumatic  founda- 
tions MADE  AT  QeNOA. 

(234)  Qraving  doclis  and  accessory  works. — The  Duke  of  Galliera 
bequeathed  to  the  Kingdom  of  Italy  several  million  francs  for  the 
improvement  and  extension  of  the  harbor  of  Genoa.  Among  these 
improvements  were  particularly  specified  the  construction  of  two 
graving  docks,  capable  not  only  of  answering  the  present  require- 
ments but  also  those  which  might  arise  in  future.  A  special  com- 
mission of  engineers  was  appointed  to  find  the  best  means  of  fulfill- 
ing these  obligations.  The  commission,  considering  the  exceptional 
technical  difficulties  which  this  work  presented,  advised  the  opening 
of  an  international  competition  requesting  proposals  for  the  work, 
with  the  processes  for  its  execution,  and  requiring  guaranties  there- 
for.   The  administration  adopted  this  advice. 

Eight  competitors  responded  to  this  invitation  of  the  technical 
commission,  and  after  a  long  examination  they  reported  in  favor  of 
the  project  presented  by  MM.  C.  Zschokke  and  P.  Terrier. 

The  works  to  be  constructed  include  principally  the  Quai  des 
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Graces,  the  western  quay,  the  two  docks,  the  quay  which  unites 
them,  the  pumping  machines,  and  the  caisson  gates. 

(235)  The  Quai  des  Graces  is  200  meters  long  and  75  wide.  Its 
coping  is  3  meters  above  the  level  of  the  water.  The  retaining  wall 
is  formed  of  masonry  piers  founded  by  compressed  air  upon  rock  at 
the  reference  —  8  and  united  by  brick  arches.  In  the  space  of  12 
meters  between  the  piers  the  filling  of  the  quay  is  protected  by  stone 
pitching. 

(236)  Western  quay, — The  foundations  of  this  quay  having  been 
previously  made  the  wall  alone  had  to  be  constructed. 

(237)  Graving  docks. — ^The  two  docks  are  parallel.  The  distance 
apart  of  their  axes  is  77.37  meters.  Their  principal  dimensions  are 
as  follows : 


Maximum  interior  length  at  the  quay  level  including  the  entrance  chamber 

Width  at  the  same  level  

Width  of  entrance  at  the  same  level     

Width  at  the  water  level  

Width  at  the  sill  

Height  of  the  water  on  sill  at  mean  tide  

Height  of  water  on  the  lowest  point  of  the  dock  


No.  1. 

Meters. 
179.88 
39.40 
85.28 
24.80 
21.06 
9.60 
10.00 


No.  2. 

Meters. 
219.94 
24.90 
18.48 
18.00 
14.64 
8.60 
9.00 


The  two  docks,  although  of  different  dimensions,  are  constructed 
in  the  same  manner.  Each  entrance  has  two  recesses  for  the  caisson 
gate. 

Dock  No.  2  is  provided  with  two  other  recesses  which  are  respec- 
tively 90  and  130  meters  from  the  entrance,  and  which  allow  a  second 
gate  to  be  placed  therein,  thus  dividing  the  dock  into  two  separate 
chambers,  90  and  110  meters,  or  130  and  70  meters. 

The  transverse  section  of  the  gate  chambers  is  a  trapezoid.  The 
interior  has  five  altars  in  dock  No.  1,  and  four  in  No.  2. 

The  wells  for  pumping  out  the  dock  are  in  the  walls  toward  the  en- 
trance. The  eastern  wall  of  dock  No.  2  contains  a  special  culvert 
for  discharging  the  water  of  the  two  compartments  independently, 
which  the.  second  caisson  gate  allows  to  be  placed  at  the  bottom  of 
the  dock.  The  walls  approach  and  close  in  the  shape  of  an  ogive  at 
the  end  opposite  the  entrance. 

From  one  part  to  the  other  of  the  ogive  inclined  planes,  parallel  to 
the  axis  of  the  docks,  allow  the  descent  of  wagons  to  the  bottom  in 
order  to  transport  the  material  required  for  repairing  ships.  These 
inclined  planes  are  flanked  with  staircases  for  the  descent  of  the 
workmen. '  The  invert  of  the  docks  has  a  longitudinal  declivity  of 
1  to  100.  It  has  the  same  transverse  slope  from  the  axis  toward  the 
walls,  along  which  little  gutters  take  the  drainage  to  the  discharg- 
ing well. 
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The  revetment  for  all  the  parts  of  the  work  which  are  exposed  to 
shocks  or  subject  to  strains  is  of  hewn  stone.  The  other  parts  of 
the  revetment  are  of  brick.  The  flooring  is  of  sandstone  on  brick 
foundations. 

(238)  Head  walls. — The  head  walls  are  united  with  the  Qua!  des 
Graces  and  the  western  quay  by  continuous  walls,  founded  at  the 
reference  —8. 

Pumps. — The  pumping  house  is  placed  between  the  two  basins  at 
the  entrance.  Three  centrifugal  pumps,  driven  by  as  many  com- 
pound condensing  engines,  are  placed  in  a  dry  pit  at  the  reference 
—8.  Two  of  these  pumps  can  clfear  either  basin  filled  with  water, 
in  five  hours,  which  corresponds  to  a  discharge  of  4,000  cubic  meters 
of  water  per  pump  per  hour.  Two  other  pumps,  driven  by  special 
motors,  provide  for  the  leakage ;  e8K)h  one  can  discharge  250  cubic 
meters  per  hour.  The  steam  is  furnished  for  tliese  machines  by  six 
boilers. 

(239)  The  three  caisson  gaUs  are  of  plate  steel.  They  are  sur- 
mounted by  a  bridge  large  enough  to  give  passage  to  wagonettes  or 
cars.  They  are  furnished  with  .a  number  of  sluices  sufficient  to  as- 
sure the  filling  of  one  of  the  basins  in  an  hour  at  the  most. 

EXECUTION  OF  THE  WORKS. 

(240)  Character  of  the  foundation. — The  soil  upon  which  the  works 
had  to  be  founded  is  a  calcareous  stratified  rock  of  the  Miocene  for- 
mation, with  very  shelving  banks,  covered  with  fine  layers  of  sand 
and  rock  ruins.  The  formation  is  very  variable,  both  as  to  the 
quality  and  hardness  of  the  rock. 

The  water  has  washed  away  the  soft  parts  and  left  the  hard,  so 
that  the  surface  of  the  rock  presents  a  series  of  projections  with  the 
hollows  filled  with  sand  and  fragments ;  hence  the  same  arrange- 
ments had  to  be  made  as  if  the  rock  had  been  completely  porous, 
by  substituting  a  b^ton  bottom  for  the  natural  soil.  The  submarine 
operations  were  as  follows :  First,  the  blasting  of  the  rock ;  second, 
the  removal  of  the  sand  and  rock  blasted,  and,  third,  the  laying  of 
the  masonry  on  the  bottom  thus  cleared. 

Two  solutions  of  the  problem. — The  thickness  of  the  banks  and 
their  great  depth  under  water  precluded,  for  the  boring,  any  arrange- 
ment employing  machinery  set  up  above  the  level  of  the  water. 
The  same  circumstances  would  have  rendered  the  extraction  of  the 
pieces  of  rock  by  dredges  very  difficult.  Again,  the  sinking  of  b^ton 
under  water  at  such  great  depths  would  have  given  only  mediocre 
results. 

Recourse  must  be  had  to  pneumatic  processes.  Two  solutions 
presented  themselves.  One  was  that  adopted  for  the  construction  of 
the  docks  at  Toulon  and  for  the  basin  at  Saigon.  It  consisted  in  con- 
structing the  masonry  of  the  flooring  and  side  walls  upon  several 
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great  floating  caissons  and  producing  by  the  increasing  load  of  this 
masonry  their  gradual  immersion  and  descent  into  the  soil  at  the 
bottom,  then  filling  the  working  chamber  with  b^ton  when  the  cut- 
ter had  arrrived  at  the  chosen  bottom  upon  which  the  work  was  to 
be  erected.  This  is  in  reality  the  extension  of  the  process  in  use  for 
the  foundation  of  bridge  piers.  It  is  perfectly  satisfactory  when 
absolute  tightness  is  not  required  in  the  work,  but  this  is  not  the 
case  with  the  dry-dock.  It  is  impossible  to  disguise  the  fact  that 
the  iron  imbedded  in  the  masonry,  the  plates  forming  the  diaphragm 
between  the  upper  masonry  and  the  b^ton  filling  the  working  cham- 
ber, exclude  precisely  the  conditions  of  homogeneity  and  continuity 
of  the  masses  which  such  constructions  are  expected  to  fulfill.  The 
metal  interposed  must  necessarily  alter  with  time  and  produce  leaks. 
It  is  also  very  difficult  to  spread  upon  such  a  great  floating  caisson 
the  increasing  load  of  masonry  in  a  manner  sufficiently  uniform  to 
avoid  all  changes  of  form,  and  to  work  without  ever  deviating  from 
a  horizontal  plane,  first  in  grounding  the  caisson  upon  an  irregular 
bottom,  and  then  in  building  it  upon  a  rocky  bottom.  The  changes 
of  form  and  the  fissures  which  they  would  cause  were  particularly 
to  be  feared  at  Genoa,  where  the  immersion  had  to  be  made  in  a  part 
of  the  harbor  not  entirely  sheltered  against  the  waves  and  where 
the  blasting  of  the  foundations  presented  great  difficulty.  Another 
solution  must  be  found.  That  which  the  contractors  proposed,  which 
was  adopted  by  the  technical  commission,  consisted  in  removing  the 
rock  and  laying  the  masonry  under  water  in  great  diving-bells  fur- 
nished with  the  apparatus  necessary  for  rapidly  effecting  the  hori- 
zontal or  vertical  displacement  of  those  machines  best  adapted  to 
the  boring  and  extraction  of  the  blasted  material  and  the  introduc- 
tion of  new. 

This  process  permitted  the  direct  building  of  the  foundation  upon 
the  prepared  bottom,  avoiding  risks  of  change  of  form  and  of  rup- 
ture in  the  perfectly  homogeneous  and  continuous  masonry,  in  which 
no  portion  of  iron  remained  imbedded.  It  allowed  the  different  por- 
tions of  the  work  to  go  on  independently.  These  were  the  motives 
which  decided  the  contractors  to  adopt  this  solution  and  to  construct 
for  realizing  it : 

First.  A  movable  caisson  for  blasting  out  the  rocks. 

Second.  Two  other  movable  caissons  for  the  construction  of  the 
walls  for  the  quay  and  basin. 

Third.  A  great  floating  caisson  for  the  extraction  of  the  rocks  and 
for  the  construction  of  the  flooring. 

(241)  Caisson  for  blasting  out  the  rocks, — The  blasting  caisson 
(Fig.  148)  is  20  meters  long  and  6.50  meters  wide.  The  working 
chamber  does  not  differ  from  those  ordinarily  used  for  the  construc- 
tion of  bridge  piers,  except  that  the  walls  are  lighter,  as  they  do  not 
have  to  bear  the  load  of  the  masonry  above  the  bottom. 
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PigH  of  iron  placfjd  between  the  beams  of  the  roof  balance  the 
under  pressure  and  keep  the  caissons  on  the  bottom.  Two  horizontal 
j)late-iron  cylinders,  2  meters  in  diameter  and  5.50  meters  in  length* 
are  fixefl  above  the  frame  parallel  to  the  transverse  axis  of  the 
caisson  and  in  symmetric  positions  in  respect  to  this  axis.  They  are 
open  at  their  lower  parts.  A  tube  connects  one  with  the  other  and 
puts  them  in  communication  with  the  compressed-air  pipes  which 
supply  the  working  chamber.  Water  is  allowed  to  ascend  in  the 
cylinders,  to  fill  them,  when  the  caisson  is  kept  at  the  bottom  for 
blasting.  The  water  is  forced  out  by  means  of  compressed  air  when 
the  caisson  is  to  be  raised  and  changed  in  position. 

This  substitution  of  water  for  air  in  the  cylinders,  which  has  for 
eflFect  the  gradual  augmentation  of  the  water  displaced  by  the  sys- 
tem, can  be  regulated  at  will  and  continued  just  to  that  degree  neces- 
sary for  the  equilibrium  of  the  load,  so  as  to  assure  the  stability  of 
the  caisson  upon  the  bottom  ;  the  slightest  effort  then  suffices  to  lift 
the  apparatus.  The  caisson  is  surmounted  by  two  shafts  with  air 
locks  for  the  entrance  of  workmen.  A  third  is  reserved  to  add,  if 
necessary,  a  lock  for  the  materials  extracted. 

The  caisson  is  suspended  by  twenty-four  chains  to  as  mauy  jacks 
resting  on  a  heavy  staging,  which  in  turn  rests  on  two  barges  fur- 
nishtnl  with  all  the  apparatus  necessary  for  h  rapid  displacement. 

(24^^)  Boring  apparatus, — The  boring  ai)paratu8  made  by  M.  Sul- 
zer  at  Winterthur,  is  arranged  in  the  following  manner:  The  plat- 
form of  th(^  caisson  is  divided  lengthwise  into  three  equal  belts  by 
four  double  T-irons,  the  lower  wings  of  which  serve  as  a  rolling 
track  for  three  trunnions  on  rollers.  Each  of  these  trunnions  has  a 
collar  at  its  lower  part  to  which  one  of  these  boring  machines  is  sus- 
pon(h»d  by  a  joint.  The  trunnion  moves  the  length  of  the  platform, 
the  collar  slightly  unscrewing  along  the  whole  trunnion,  so  that  the 
point  of  articulation  of  the  boring  machine  may  occupy  every  posi- 
tion of  a  x^lane  within  the  limits  of  one  of  the  three  belt«,  and  the 
tool  may  also  turn  in  each  of  its  positions  in  all  directions  so  as  to 
l)ierce  sloping  holes  at  will.  The  boring  machines  are  driven  by 
water  under  pressure  brought  from  an  accumulator  on  the  boat,  by 
jointtMl  piping  which  descends  along  the  central  shaft,  runs  alon^ 
the  i)latform,  and  feeds  the  tools  in  all  positions  and  inclinations 
giv(Mi  them.  As  the  boring  progresses  the  boring  tool  is  prolonged 
-  by  hollow  rods  screwed  together.  The  diameter  of  the  boring  bit  is 
./  10  centimetei-s  for  the  holes  exceeding  2  meters  in  depth,  and  0  ceu- 
timotei-s  for  the  others.  Two  double-acting  twin  pumps,  furnishing- 
water  under  pressure,  are  placed  in  a  boat  fastened  to  the  cais- 
sons. They  are  driven  by  two  portable  engines  of  25  horse  power 
each.  The  water,  taken  from  the  sea,  is  driven  into  an  accumulator 
and  kept  under  pressure  by  the  steam  taken  from  the  engine  boilei^ 
The  steam  acts  on  the  upper  surface  of  a  plate,  fourteen  times  the 
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section  of  the  piston,  which  transmits  directly  to  the  water  the  pres- 
sure of  60  or  70  atmospheres,  necessary  for  boring.  This  arrange- 
ment avoids  the  great  load  which  would  have  to  be  placed  upon  the- 
barge  with  an  accumulator  so  weighted  as  to  be  capable  of  giving 
such  a  great  pressure.  When  the  boring  of  the  holes  has  been  com- 
pleted, just  to  the  required  depth,  over  the  whole  surface  covered  by 
the  caisson,  they  are  filled  with  cartridges  or  dynamite  gelatin,  the 
wires  are  attached  to  a  floater  which  is  passed  under  the  cutter,  the 


J.    !l  1  1^^^ 

T3t  

 K_ 

flkj — » 

Fig.  149.— Port  of  Genoa.  Transverse  section  of  the  movable  caisson. 

caisson  is  raised  and  moved  by  the  supporting  barges,  and  the  mines 
exploded  by  an  electric  battery.  By  experience  in  regulating  the 
distance  between  the  holes  and  the  amount  of  the  charges,  they  suc- 
ceeded in  giving  to  the  fragments  of  rock  broken  off  the  dimensions 
most  convenient  for  use. 

(243)  Movable  caisson  for  the  construction  of  the  quay  walls,  (Figs. 
149-150). — These  two  caissons,  which  served  also  for  the  removal  of 
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the  broken  material,  were  20  by  6.50  meters,  and  18  by  5.60  meters. 
They  were  constructed,  ballasted,  and  suspended  like  the  one  just 
described.  They  were  provided  with  a  man  lock,  and  a  second  lock 
for  the  removal  of  the  spoil  and  the  introduction  of  the  materials, 
and  a  third  for  the  introduction  of  b^ton. 

(244)  At  Rome,  before  the  invention  of  Zschokkd's  excavation 
lock,  the  spoil  was  removed  through  locks  placed  upon  shafts  0.70 
mefer  in  diameter.  These  shafts  were  supplied  with  iron  ladders  in- 
side, serving  in  case  of  need  for  the  removal  of  the  spoil  and  for 
the  use  of  the  workmen.  The  spoil  loaded  into  buckets  of  about  35 
liters,  was  raised  by  an  elevator  fixed  to  the  upper  part  of  the^lock 
and  put  in  motion  by  a  cable  transmission. 

The  insufl&ciency  of  this  method,  especially  for  raising  large 
blocks,  was  immediately  recognized,  and  the  company  put  into  use 
its  newly  invented  excavation  lock,  which  merits  especial  considera- 
tion. It  is  represented  in  Figs.  151-156,  in  the  new  fonn  which  it 
had  at  the  works  at  Genoa  and  Bordeaux. 

(245)  Description  of  the  excavation  lock. — This  lock  forms  the 
upper  part  of  a  shaft  1.05  meters  in  diameter,  having  its  sections 
united  by  external  angle  irons.  A  circular  interior  angle  iron,  pro- 
jecting into  the  shaft,  is  placed  at  the  bottom  of  the  lock.  An  iron 
plate  0.90  meter  in  diameter,  surmounted  by  two  frames  supporting 
a  turning  bucket,  is  suspended  at  the  end  of  a  cliain  passing  round 
the  drum  of  an  elevator  placed  at  the  top  of  the  lock.  The  bucket 
and  its  supporting  plate  move  freely  through  the  height  of  the  work- 
ing chamber  and  the  shaft,  but  are  stopped  in  their  upward  move- 
ment by  the  striking  of  the  plate  against  an  india-rubber  ring  which 
lines  the  lower  face  of  the  projecting  angle  iron  below  the  lock. 
At  the  moment  when  this  striking  is  produced  an  automatic  motion 
of  levers  acting  upon  a  double  stopcock  puts  the  lock  in  communica- 
tion with  the  outer  air.  The  escape  of  the  compressed  air  produces 
an  increasing  pressure  and  a  complete  adhesion  between  the  plate 
and  the  angle  iron.  The  outside  rolling  door,  bordered  with  india- 
rubber,  which  the  interior  pressure  no  longer  holds  against  the  cyl- 
inder, is. opened.  The  bucket  is  turned  toward  the  opening  and  its 
contents  (400  liters)  discharged.  The  bucket  is  then  tipped  back, 
and  the  exterior  door  closed ;  by  a  reverse  movement  of  the  stopcock, 
the  communication  between  the  working  chamber  and  the  lock  is  re- 
established. The  compressed  air  rushes  into  the  lock.  The  equi- 
librium is  again  established  on  both  sides  of  the  moving  plate,  and 
nothing  stops  the  descent  of  the  bucket  into  the  working  chamber. 
The  elevator  is  raised  by  a  portable  engine  and  cable,  when  the  local 
conditions  allow  this  mode  of  transmission,  as  was  the  case  at  Rome. 
Elsewhere  the  motion  is  transmitted  from  a  Schmied  motor  fixed 
upon  the  platform  of  the  lock  and  worked  sometimes  by  compressed 
air,  and  sometimes  by  water  under  pressure. 
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This  little  light  lock,  very  easy  to  move,  allowed  the  rapid  removal 
of  very  considerable  quantities,  and  quite  large  blocks  without  re- 
quiring for  its  management  the  presence  of  a  single  man  in  the 
compressed  air.  It  was  not  arranged  for  the  passage  of  the  work- 
men who  went  in  easily  through  the  old  entrance,  the  lateral  locks 
for  removing  the  spoil  having  been  taken  away. 

The  new  excavation  lock,  employed  in  its  first  form  ten  years  ago, 
litis  been  very  much  improved,  and,  in  view  of  the  works  executed  at 
Bordeaux  and  Genoa,  it  is  placed  in  the  exhibition  (Machinery  Hall) 
with  its  latest  improvements  adopted  in  1888. 

The  chain  drum  is  driven  by  means  of  two  friction  wheels  by  a 
SclAiid  water  motor  taking  its  supply  directly  from  the  city  reser- 
voir situated  100  meters  above  the  sea. 

The  two  caissons  served  not  only  to  introduce  the  b^toii,  but  also 
to  lay  the  masonry  and  the  revetment  in  brick  and  cut  stone  of  small 
dimensions.  When  the  hewn  stones  were  of  too  great  dimensions  to 
be  carried  in  through  the  locks  they  were  lowered  outside  by  means 
of  a  floating  crane,  the  caisson,  which  had  to  be  removed  for  this 
operation,  was  replaced,  and  the  workmen  found  in  the  working 
chamber  the  stones  to  be  set  up. 

(246)  Great  floating  caisson. — The  great  floating  caisson  shown 
in  Fig.  157  is  intended  for  raising  the  fragments  of  rocks  made  by 
the  explosion  of  the  mines  just  described,  and  for  laying  the  b^tou 
flooring.  It  is  38  meters  long  and  32  meters  wide,  that  is,  1,216  me- 
ters of  surface.  These  dimensions  were  required  on  account  of 
those  of  the  flooring.  The  widest  of  the  two  floors  is  36  meters,  that 
is,  2  meters  less  than  the  length  of  the  caisson. 

The  caisson,  which  is  now  floating  in  the  port  of  Genoa,  consists 
of  three  essential  parts: 

First.  The  working  chamber,  2  meters  high,  surrounded  by  two 
tight  plate-iron  envelopes,  one  vertical,  forming  the  exterior  walls, 
the  other  inclined,  covering  the  interior  faces  of  the  braces  from  the 
roof  to  the  cutter. 

Second.  The  equilibrium  chamber,  which  rises  above  the  first  to  a 
height  of  3  meters.  It  is  completely  enveloped  with  plate,  iron  and 
traversed  by  shafts  giving  access  to  the  working  chamber. 

Third.  The  iron  reservoirs  or  regulating  pits,  which  rest  upon  the 
equilibrium  chamber  without  communicating  with  it,  and  which 
are  open  at  their  upper  parts  above  the  level  of  the  sea.  These  pits 
are  four  in  number.  Two  of  them  extend  the  whole  length  of  the 
caisson  parallel  to  its  walls  and  1  meter  from  the  latter.  They  are 
3  meters  wide  and  8.60  meters  high.  The  two  others,  at  right  angles 
to  the  first,  are  placed  symmetrically  with  resi)ect  to  the  shorter  axis 
of  the  caisson.  They  are  also  8.60  meters  high,  and  their  width  is 
3.50  meters.    These  four  pits  are  connected,  and  the  rectangular 
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Fia.  157.— Great  floating  caisson  used  in  laying  the  flooring  of  dock  No.  2;  transrers^*  section 

0.70  meter;  C,  Shaft  for  the  b^ton,  0.43  mt>u*r  i 
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central  portion  formed  by  their  interior  walls  communicates  by  a 
pipe  with  the  sea.  The  walls  and  braces  of  the  four  pits  form  the 
framework  to  support  the  service  bridges  and  stagings  which  lead 
to  the  different  air  locks,  and  carry  the  tracks,  cranes,  etc.,  required 
for  the  handling  of  the  excavations  and  the  materials. 

Arrangements  have  been  made  for  filling  the  equilibrium  cham- 
ber with  water  or  compressed  air,  as  may  be  necessary,  and  for 
changing,  at  will,  the  level  of  the  water  in  the  regulating  pits,  which 
may  even  be  completely  emptied  by  means  of  pumps.  The  appara- 
tus is  thus  maintained  in  equilibrium  under  all  circumstances  (Figs. 
158-161).  The  caisson  unloaded  draws  2.55  meters,  making  the  ceil- 
ing of  the  working  chamber  0.55  meter  below  the  level  of  the  sea. 
It  is  brought  into  the  condition  of  stability  required  for  working,  by 
placing  enough  iron  ballast  between  the  braces  and  over  the  ceiling, 
to  make  it  sink  5.10  meters,  which  allows  the  ceiling  of  the  upper 
chamber  to  be  10  centimeters  out  of  water.  The  immersion  will 
go  on  increasing  as  water  enters  the  equilibrium  chamber  and  into 
the  ^regulating  pits,  unless  compressed  air  is  introduced  into  the 
working  chamber. 

If  one  equilibrium  chamber  is  filled  with  water,  and  if  the  central 
tank  is  maintained  in  communication  with  the  sea  by  the  pipe,  of 
which  we  have  heretofore  spoken,  the  cutter  may  be  lowered  to  the 
reference  (—8)  even  if  compressed  air  is  introduced  into  he  working 
chamber.  We  may  then,  if  the  working  chamber  remains  filled 
with  air,  lower  the  cutter  to  the  reference  —9,  by  allowing  the  water 
to  rise  1.15  meters  in  the  regulating  pits;  and  to  the  reference  —11.50 
meters  if  the  water  level  in  these  pits  is  brought  to  2.50  meters  below 
the  sea,  etc. 

To  raise  the  caisson  rapidly  it  is  sufficient  to  pass  compressed  air 
from  the  working  chamber  into  the  equilibrium  chamber  and  to 
diminish  thus  the  load  of  water  in  the  latter,  taking  care  always  tO' 
open  the  discharging  orifices  made  in  the  walls  of  the  pits  so  as  to 
lower  the  level  of  the  water  which  they  contain,  as  the  caisson  rises. 
But  this  process,  which  prevents  access  to  the  working  chamber,  is 
only  applicable  if  we  wish  to  obtain  a  rapid  rise.  If,  on  the  con- 
trary, it  is  required  to  raise  the  caisson  while  the  work  is  going  on 
in  the  chamber  we  must  empty  first  the  regulating  pits  by  means  of 
pumps  and  then  begin  by  forcing  out  the  water  contained  in  the- 
equilibrium  chamber  by  means  of  compressed  air. 

To  facilitate  these  different  operations  several  great  pipes,  fur- 
nished with  stoppers,  have  been  arranged  in  the  equilibrium  cham- 
ber above  the  braces.  These  allow  the  inttoduetion  of  sea  water  or 
provi^Je  for  its  expulsion  by  compressed  air.  The  air  from  the 
working  chamber  is  passed  into-  the  equilibrium  chamber  through  a- 
valve  in  a  pipe  which  passes  at  the  height  of  the  service  bridge- 
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Fio.  168.— Without  ballast. 


Fio.  159. -With  ballast. 
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Fios.  140  and  181.— Caissons  at  work. 
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roadway.  Another  pipe  allows  air  to  be  sent  directly  from  the  com- 
pressors into  the  equilibrium  chamber.  The  regulating  pits  are  put 
in  communication  with  each  other  and  with  the  sea  by  pipes  0.45 
meter  in  diameter  furnished  with  cocks  operated  on  the  service 
bridge. 

The  weight  of  ballast  and  the  dimensions  of  the  pits  depend  on  the 
depth  at  which  the  work  goes  on  with  a  stable  caisson.  At  Genoa 
the  arrangements  were  made  for  a  depth  of  from  8  to  14.50  meters. 

To  be  able  to  remove  without  too  much  difficulty  the  fragments  of 
rock  caught  under  the  cutter  a  file  of  screw-jacks  is  arranged  in  the 
working  chamber  upon  which,  when  necessary,  the  weight  of  the 
caisson  may  rest.  These  jacks  rest  on  two  open  beams  fixed  under 
the  ceiling,  parallel  to  the  longitudinal  walls  which  they  must  lift, 
and  at  4  meters  distance  from  them. 

The  rock  fragments  are  taken  out  by  six  excavation  locks.  The 
b^ton  is  spread  along  the  whole  length  of  the  flooring  in  superposed 
layers  of  0.50  meter  thickness.  Little  brick  walls  are  built  as  this 
goes  on  along  the  longitudinal  borders  of  the  mass,  which  prevent 
the  b^ton  from  running  over.  In  the  transverse  direction,  on  the 
contrary,  the  bdton  is  left  to  take  its  natural  slope.  The  walls  would 
be  useless  there,  besides  breaking  the  homogeneity  of  the  mass. 

(247)  Method  of  laying  the  flooring. --When  theh^ton  has  been  spread 
over  a  thickness  of  50  centimeters  the  caisson  is  vertically  raised  and 
a  new  layer  placed  above  the  preceding.  When  a  first  mass  1.50  me- 
ters thick  has  been  thus  deposited  in  three  superposed  layers,  the 
apparatus  is  moved  the  whole  of  its  width  in  the  longitudinal  direc- 
tion of  the  flooring,  and  grounded  so  that  the  longitudinal  cutter 
shall  come  to  rest  at  the  foot  of  the  cross  slope  of  the  first  mass  at  S, 
(see  Fig.  162).  A  layer  of  50  centimeters  is  then  deposited,  the  cais- 
son is  then  raised,  and,  by  a  slight  longitudinal  displacement  in  the 
contrary  direction  from  the  preceding,  the  cutter  is  brought  to  touch 
the  slope  of  the  first  mass,  no  longer  at  its  foot,  but  50  centimeters 
above  it  (at  the  point  2).  A  second  layer  is  then  spread  upon  the 
first,  taking  care  to  fill  up,  above  the  cutter,  the  little  triangular  prism 
50  centimeters  high  formed  by  the  two  transverse  slopes,  between 
which  the  cutter  is  placed  in  its  preceding  position.  The  caisson  is 
again  raised  50  centimeters  high,  moved  lengthwise,  a  third  layer  is 
spread,  and  at  the  same  time  the  second  little  prism  is  filled  up. 

We  have  thus  a  second  mass  1.50  meters  thick  joined  to  the  first, 
and  the  caisson  is  then  mpved  to  commence  a  third  in  the  same  man- 
ner. When  the  layer  of  1.50  meters  extends  continuously  the  whole 
length  of  the  flooring  the  same  operations  are  gone  through  with,  by 
successive  displacements  upon  this  bed,  as  were  previously  made  on 
the  rocky  bottom.  But  care  must  be  taken  that  the  new  positions 
of  the  caisson  should  not  be  directly  over  the  preceding,  in  order  to 
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have  a  series  of  little  triangular  transverse  prisms  to  be  filled  up 
under  the  cutter,  etc.  We  thus  obtain  a  homogeneous  and  perfectly 
tight  flooring. 


Fio.  168.— Method  of  laying  the  flooring  of  a  basin.  The  numerals  1,  2,  8, 1*,  2*,  3>,  indicate  the  dif- 
ferent positions  of  the  cutting  edge  of  the  caisson;  thj  letters  S|,  Ss,  Ss;  S^r,  S*t,  represent  the  triangu- 
lar prisms  of  b^ton  placed  under  water,  corresponding  to  the  respective  positions  of  the  cutting  edge 
2,  8;  1»,  2',  8». 

In  order  not  to  allow  the  caisson  to  be  floating  during  these  opera- 
tions it  is  supported  upon  two  rows  of  jacks  resting  upon  iron  plates 
placed  on  the  layer  of  b^ton  previously  spread. 

(248)  Supply  of  compressed  air,  etc, — The  air-compressors,  which 
supply  the  pneumatic  apparatus  above  described,  are  placed  on  the 

Port  op  Genoa.  Quai  des  Graces.  Quay  wall  ln  arcades. 


Fio.  168.— Longitudinal  section  of  one  of  the  centers. 

land,  in  a  shop,  by  the  side  of  the  four  150  horse  power  engines  which 
drive  them.  The  supply  pipes  which  lead  to  each  caisson  are  placed 
on  rafts.  These  pipes  are  made  of  sheet  iron,  with  india  rubl)er 
joints,  so  as  to  prevent  rupture  from  their  constant  working  due  to 
the  motion  of  the  waves. 
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The  free  air  spaces  are  lighted  by  Gramme  arc  lights,  and  the  cais- 
sons by  incandescent  lamps.  The  boilers  are  placed  in  the  same 
shop  as  the  compressors. 

A  system  of  electric  bells  puts  the  caissons  in  communication 
with  the  engine  shops,  and  informs  the  engineer  of  the  quantity  of 
air  requisite,  by  which  he  regulates  the  working  of  the  compressors. 

(249)  Centers  of  the  arches  for  the  Quai  <Jes  Graces. — The  spring- 
ing line  of  the  arches  between  the  piers  of  the  Quai  des  Graces  is  at 


Fio.  104.— IXetails  of  the  iron  centers.  Radius  of  the  upper  plate,  R|  =  16.475  meters ;  radius  of  the 

lower  plate,  Rs=  14.175  meters. 

the  reference  —0.20,  and  the  construction  of  these  arches  required  the 
use  of  quite  solid  centers,  as  the  rise  is  reduced  to  1.40  meters  for  a 
span  of  12  meters.  It  was,  therefore,  very  difficult  to  find  a  type  of 
center  which  could  be  set  up  above  the  level  of  the  water.  In  order 
to  find  a  support  it  would  have  been  necessary  to  go  down  6  meters 
below  this  level. 

The  contractor  therefore  decided  to  construct  a  special  center 
adopted  for  these  exceptional  conditions.    It  is  formed  (Fig.  103) 
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of  curved  beams  of  13.90  meters  span,  having  their  lower  plates 
curved  exactly  to  the  form  of  the  extrados  of  the  arch  to  be  con- 
structed, and  they  had  to  be  arranged  so  as  to  coincide  with  this 
curve  when  placed.  The  lattice  beams  are  arranged  so  that  long 
bolts  could  be  placed  in  line  with  the  verticals,  directed  along  the 
plain  joints  of  the  arch  (Fig.  164),  and  having  their  heads  borne  by 
the  upper  plate  on  the  beams.  The  nuts,  screwed  to  the  bases  of 
these  bolts,  carried  pairs  of  channel  iron  beams,  laid  along  the  gener- 
atrixes  of  the  intrados  of  the  arch  so  as  to  support  the  plates  serving 
as  bolsters.  Upon  these  plates,  suspended  instead  of  supported,  the 
arches  were  constructed.  To  remove  the  center,  the  bolts  were  taken 
away  after  unscrewing  the  nuts.  The  system  of  channel  iron  beams 
and  intrados  plates  were  then  placed  upon  a  raft,  by  which  they  were 
taken  away  to  be  set  up  again ;  at  the  same  time  the  lattice  beams 
were  removed  by  a  floating  crane  and  again  placed  between  the 
piers,  which  had  to  be  united  with  a  new  arch. 

Experience  has  shown  this  new  arrangement  of  centers  to  have 
given,  in  all  respects,  satisfactory  results. 

Chapter  XXVIII. — Foundation  of  the  jetties  at  La  Pallice, 

THE  PORT  OF  ROCHELLE. 

(250)  The  foundations  of  the  two  jetties  in  the  outer  harbor  of  La 
Pallice  (Fig.  165)  had  to  be  laid  below  the  level  of  the  lowest  tide. 


Fio.  166  —Port  of  Rochelle.  Plan  of  the  outer  harbor  of  La  Pallice. 


The  specifications  required  them  to  be  made  of  great  blocks  of  ma- 
sonry, 20  meters  long  by  8  broad,  separated  by  an  interval  of  2  me- 
ters and  carried  up  to  the  level  of  1.50  meters ;  the  choice  of  methods 
for  carrying  out  the  work  was  left  entirely  to  the  contractors. 

Above  this  series  of  blocks  arose  the  body  of  the  jetty,  which  was 
carried  over  the  spaces  between  the  blocks  by  little  segmental  arches 
of  3  meters  span. 

The  constructors,  MM.  Zschokke  and  Terrier,  made  use  of  mov- 
able caissons  for  the  foundation  of  these  blocks;  the  spaces  between 
the  l)locks,  which  it  was  afterwards  decided  to  fill  up,  was  accom- 
plished by  a  special  aj^paratus  which  will  hereafter  be  described. 
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(251)  Process  adopted  for  the  construction  of  the  blocks, — As  the 
blocks  had  to  be  built  on  the  coast,  without  shelter  against  the  sea, 
and  especially  against  the  southwest  gales,  the  contractors  could  not 
employ  the  usual  system  of  caissons,  and  build  upon  the  interior 
flooring  of  the  caisson,  which  the  sea  would  have  carried  away  and 
destroyed.  They  therefore  made  use  of  the  movable  caissons  which 
they  had  successfully  employed  at  St.  Malo;  by  their  use  they  were 
able  to  lay  the  foundations  dry  at  sea,  without  leaving  a  particle  of 
iron  in  the  masonry;  they  were  able  to  lay  twenty-four  monolithic 
submarine  blocks  with  160  meters  of  surface,  amounting  to  1,150 
cubic  meters  each. 

(252)  Description  of  the  caissons  and  air  locks. — Two  similar  iron 
caissons  were  built  by  MM.  Baudet  &  Donon,  22  meters  long  by  10 
meters  wide,  with  two  superposed  compartments  (Figs.  166  and  167). 


Port  or  Rochkllb.  Ouibr  Harbor  or  La  Paujcb.  Caissons. 


Fio.  166.— Caisson  raised  from  the  block. 


The  lower  compartment  was  the  working  chamber,  1.80  meters  high, 
and  the  upper  one  the  equilibrium  chamber,  2  meters  high^  and  com- 
pletely tight ;  a  platform  was  placed  on  the  latter  which  carried  a 
scaffolding  7  meters  high,  supporting  a  second  platform  16  by  4  me- 
ters. Four  locks  and  shafts  led  from  the  platform  to  the  working 
chamber.  Two  of  these  passages  carried  the  ordinary  air  locks,  and 
two  others  served  for  the  discharge  of  the  excavations  and  the  intro- 
duction of  the  cut  stone. 

At  Rochelle  the  caisson  worked  easily  at  several  hundred  meters 
from  the  shore,  and  the  waves  during  the  tempests  passed  over  the 
scaflFolding.  The  winches  of  the  locks  could  not,  therefore,  be  driven 
by  portable  engines  and  cables,  hence  Schmid  motors  were  used, 
supplied  by  the  compressors  set  up  on  shore.  The  caissons  weighed 
H.  Ex.  410— VOL  III  47 
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110  tons  each.  They  carried  between  the  braces  and  on  the  lower 
platform  a  permanent  load  of  220  tons  of  masonry.  They  were  set 
np  on  the  shore,  moved  down  on  rollers  at  low  tide  to  the  bottom  of 
an  inclined  plane,  launched  at  the  next  high  tide,  and  towed  near 
to  the  grounding  place.  The  draught  of  water,  with  the  equilibrium 
chamber  filled  with  air  and  the  working  chamber  filled  with  water, 
was  then  3.30  meters.  The  grounding  was  an  operation  always  deli- 
cate and  sometimes  dangerous.  It  was  necessary  to  go  down  exactly 
upon  the  location  of  the  block  to  be  constructed,  against  the  waves, 
and  especially  against  strong  currents.  It  was  anchored  to  six  fixed 
points,  one  of  which  was  furnished  by  the  jetty  behind,  and  five  others 
by  buoys  strongly  anchored.  The  anchoring  lines  passed  over  the 
grooves  of  pulleys  fixed  above  the  upper  platform  and  terminated 
at  winches  placed  on  the  platform.  By  hauling  and  letting  go  with 
these  winches  the  position  of  the  caisson,  and  its  alignment  were 
regulated. 

The  height  of  the  water  above  the  bottom  at  low  tide  was,  for 
the  first  blocks,  below  the  draught  of  the  floating  caisson.  It  was 
sufficient  then  to  let  it  go  down  with  the  tide.  When  it  struck  upon 
the  bottom  the  valves  were  opened,  giving  access  to  the  water  in  the 
equilibrium  chamber,  and  the  surcharge  prevented  the  caisson  from 
rising  with  the  tide. 

The  depth  increasing  as  the  work  advanced,  the  low  water  did  not 
bring  the  cutter  to  touch  the  bottom.  In  this  case  the  valves  were 
opened  when  the  caisson  was  lowered,  and  the  entry  of  the  water 
into  the  equilibrium  chamber  produced  the  grounding. 

The  load  was  then  more  than  sufficient  to  fix  the  caisson  on  the 
bottom,  but  a  new  load  was  necessary  to  balance  the  under  pressure 
of  400  tons,  produced  by  the  introduction  of  compressed  air  in  the 
working  chamber,  and  to  assure  the  stability  of  the  apparatus.  This 
surcharge  of  about  220  tons  was  given  by  cast-iron  ballast  which 
was  stowed  upon  the  upper  platform. 

(253)  Work  in  the  caisson. — The  first  care  of  the  workmen  going 
into  the  working  chamber  was  to  put  the  caisson  on  a  level  by  dig- 
ging at  first  under  the  highest  portions  of  the  cutting  edge. 

They  then  proceeded  to  remove  the  upper  layers  of  the  bottom 
just  to  the  limestone  bed  which  was  judged  proper  to  serve  as  the 
foundation  of  the  block. 

The  operation  of  raising  the  caisson  during  the  laying  of  . 
masonry  was  done  with  the  aid  of  twenty-four  great  screw-'  ^ 
with  steel  rods  1.80  meters  long  and  0.10  meter  in  diameter 
and  168).    These  rods  passed  through  "brass  nuts  set  up  on  the 
bases  of  reversed  plate-iron  cones,  the  larger  bases  being 
to  the  ceiling  of  the  working  chamber.    The  rods  were  ' 
allel  to  the  wall  and  1.50  meters  from  it.    The  lower 
minated  in  the  form  of  a  hemisphere,  carried  in  a  holl 
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form  in  a  cast-iron  plate  resting  on  the  masonry,  which  thus  avoided 
all  rigid  connection  between  the  suspending  pieces  of  the  rod  and 
the  plate. 

(254)  When  the  masonry  was  commenced  the  twenty-four  jacks, 
having  been  raised  to  the  end  of  their  course,  had  their  plates  0.80 
meter  above  the  ground.  A  layer  of  masonry  0.80  meter  thick  could 
then  be  laid.  They  then  took  the  support  on  this  layer  to  raise  the 
caisson.  As  there  was  to  be  overcome  in  this  first  operation  not 
only  the  weight  of  the  apparatus,  but  the  friction  of  its  walls  in  the 
ground,  they  worked  at  the  same  time  as  the  screw-jacks,  six  hy- 
draulic jacks  of  30  tons  each.  The  caisson  being  thus  raised  0.40  me- 
ter they  kept  as  points  of  support  one  jack  out  of  two,  that  is  twelve 
in  all,  and  took  away  the  other  twelve  jacks  to  build  0.40  meter  of 
height  under  their  plates  (Figs.  167  and  168).    They  then  carried  the 


□ 


FiQ.  167.— Transverse  section.  Fia.  108.— Longitudinal  section. 

Caisson  resting  on  jacks. 


caisson  upon  these  twelve  jacks,  raised  it,  and  then  placed  the  twelve 
others  to  lay  thd  masonry  under.  They  had  thus,  around  one  block, 
and  just  to  the  walls,  a  continuous  belt  of  masonry  1  meter  thick  and 
0.40  meter  high.  By  a  double  working  of  the  jacks  identical  with 
the  preceding,  they  raised  the  caisson  again  0.40  meter  and  carried 
the  height  of  the  surrounding  belt  to  0.80  meter  (Figs.  167  and  168). 
They  then  filled  with  masonry  the  portions  within  the  belt,  which 
completed  the  second  course  of  80  centimeters.  They  proceeded  in 
the  same  manner  until  the  block  rose  to  the  reference  1.50  meters. 

(255)  High  waves  interrupted  the  work  sometimes  for  several 
weeks,  during  which  the  caisson,  exposed  to  the  tempests,  had  to 
rest  upon  its  twenty-four  jacks.  First,  they  limited  themselves  to 
removing  the  under  pressure  and  allowing  the  water  to  come  into 
the  working  chamber,  and  placed  a  number  of  struts  between  the 
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walls  of  the  caisson  and  the  partly  finished  block.  Experience  hav- 
ing shown  that  these  precautions  were  insufficient,  they  built  upon 
the  block  four  great  pillars  of  masonry  reaching  up  to  the  ceiling, 
upon  which  the  caisson  rested  during  the  interruptions  of  the  work. 

They  worked  night  and  day  in  the  caissons  (except  during  the  in- 
cessant stoppages  caused  by  heavy  seas).  An  average  of  eight  hours 
out  of  the  twenty-four  was  used  for  laying  the  masonry,  the  sixteen 
others  to  raise  the  caisson  and  to  carry  the  stone  into  the  working 
chamber.  Fifteen  masons  worked  in  the  caisson,  with  thirty  labor- 
ers, laying  50  cubic  meters  of  masonry  per  day.  These  hands  did 
not  include  those  employed  on  the  service  bridge  for  carrying  mate- 
rials and  for  the  preparation  of  the  mortar  on  shore.  The  caissons 
were  raised  by  sixty  men,  forty -eight  to  work  the  twenty-four  jacks, 
and  twelve  for  the  six  hydraulic  jacks.  It  took  on  an  average  one 
and  three-quarter  hours  to  raise  the  caisson  0.40  meter. 

(256)  Displacement  of  the  caisson. — When  a  block  was  finished 
they  waited  to  the  next  high  tide  to  disengage  the  caisson. 

The  reference  of  the  top  of  the  block  being  1. 50  meters  and  that 
of  the  high  tide  5.40  meters,  with  a  draught  of  water  of  3.30  meters, 
there  was  a  margin  of  about  0.60  meter  for  the  grounding. 

The  operation  of  displacement  consisted  in  withdrawing  the  cast- 
iron  ballast,  which  was  deposited  upon  the  boat,  in  replacing  the  six 
anchorages  at  low  tide,  and  in  driving  out  the  water  from  the  equi- 
librium chamber  and  allowing  the  caisson  to  rise  with  the  tide.  At 
the  moment  of  high  tide  they  pulled  with  the  winches  upon  the 
anchorage  chains  toward  the  open  space,  and  they  let  go  on  the  op- 
posite side  until  the  caisson  was  brought  over  its  new  anchorage. 
They  then  repeated  the  operations  already  described  for  immersion. 

(257)  The  difficulty  of  this  operation  arose  because  the  caisson  had 
to  float  nine  hours,  often  in  the  night,  from  the  moment  when  it  lost 
its  support  upon  the  finished  block  to  the  moment  when  the  follow- 
ing low  tide  allowed  it  to  be  grounded  anew.  If  a  tempest  arose 
when  the  caisson  did  not  cover  the  block  they  could,  although  not 
without  risk,  precipitate  its  immersion,  but  the  danger  would  be 
very  much  greater  if  a  sudden  change  of  weather,  as  was  often  the 
case  in  these  regions,  had  overtaken  the  caisson  floating  at  the  mo- 
ment when  one  could  not  disengage  it  from  the  block  nor  ground  it 
again  upon  it,  hence  they  did  not  move  the  caisson  except  when  the 
weather  appeared  to  be  favorable  and  the  tide  sufficiently  high.  It 
was  not  possible  always  to  fulfill  this  double  condition,  except  by 
waiting  five  or  six  weeks,  during  which  the  materials  were  imuse<l 
and  the  workmen  idle. 

These  operations  of  incontestible  boldness  were  repeated  twenty- 
four  times. 

(258)  Access  to  the  caisson  was  from  the  jetty,  which  was  built  as 
the  first  blocks  were  laid,  and  by  a  service  bridge  constructed  upon 
the  last  blocks  not  yet  finished. 


Digitized  by  Google 


CIVIL  ENGINEERING,  ETC. 


741 


This  service  bridge  rested  on  an  iron  framework  having  its  up- 
rights of  channel  iron  fixed  in  the  masonry.  It  was  constructed  as 
light  as  possible,  so  as  to  not  offer  much  resistance  to  the  waves,  but 
at  the  same  time  solid  enough  to  give  passage  to  the  cars  loaded  with 
materials  for  the  work.  Over  this  bridge  passed  the  electric  wires 
for  lighting,  the  two  air  pipes  which  supplied  the  working  chamber, 
and  the  air  for  driving  the  little  motors  of  the  excavation  locks. 

The  level  of  this  service  bridge  was  constant,  while  the  platform 
surrounding  the  locks  varied  according  to  the  height  of  the  caisson 
on  the  block.  When  the  platform  was  sensibly  higher  than  the 
service  bridge  the  two  were  joined  by  a  safety  planking,  carrying 
rails  upon  which  the  little  cars  were  raised  by  means  of  a  winch 
driven  by  one  of  the  little  compressed-air  motors  of  the  locks  (Fig. 
165). 

(259)  Removal  of  the  submarine  rocks  of  the  outer  harbor  of  La 
PobUice, — After  an  ineffectual  attempt  to  make  use  of  the  great  cais- 
son for  the  purpose  of  removing  the  rocks  of  the  outer  harbor,' the 
contractors  proposed  to  close  the  entrance  to  this  harbor  by  sinking 
four  new  blocks,  also  to  close  all  the' spaces  between  the  blocks 
already  sunk,  and  thus  establish  an  immense  cofferdam  within 
which  120,000  meters  of  rock  could  be  removed  by  the  ordinary  pro- 
cesses. These  four  blocks '  were  accordingly  sunk,  and  the  wall 
above  them  raised  to  the  reference  +  10  meters,  i.  e.,  15  meters  above 
the  foundation. 

(260)  The  junction  of  the  blocks. — The  principal  difficulty  of  the 
work  consisted  in  closing  under  water  the  openings  which  had  been 
left  between  the  blocks,  which  the  debris  rolled  in  by  the  sea  had 
already  in  part  obstructed.  These  openings  were  of  a  plain  rectan- 
gular section  in  the  straight  portions  of  the  jetties.  Their  width 
varied  from  2  to  3  meters,  according  to  the  position  which  had  been 
given  to  the  caissons  in  grounding  them.  In  the  curved  portions 
of  the  northern  jetty  the  foundation  blocks,  constructed  along  a 
polygonal  plan,  left  between  them  trapezoidal  spaces.  The  condi- 
tions of  tightness,  which  it  was  absolutely  necessary  to  satisfy,  did 
not  allow  the  b^ton  to  be  run  in  under  water,  which  would  have 
never  reached  the  solid  foundation,  and  which,  besides,  would  not 
have  set  against  the  sides  of  the  block  already  covered  with  marine 
vegetation.  The  little  sides  of  the  openings  could  not  be  closed  by 
panels  to  make  an  inclosure  open  at  the  top  which  could  be  pumped 
out.  The  panels  would  not  have  reached  the  bottom  through  the 
deposits  which  covered  it,  and  the  little  open  inclosure  would  have 
been  constantly  broken  in  upon.  Again,  the  irregularity  in  form  of 
these  spaces,  the  force  of  the  current  which  passed  through  them, 
and  the  entire  absence  of  all  shelter  from  the  sea  were  sufficient  mo- 
tives to  prevent  the  employment  of  a  movable  caisson,  which  M. 
Zschokke  had  previously  employed  with  complete  success  for  the 


Digitized  by  Google 


742 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


junction  of  the  St.  Malo  locks  in  the  Seine.  A  new  process  must 
be  found  which  would  resist  the  sea,  and  allow  the  openings  to  be 
filled  with  masonry,  laid  dry,  after  the  spaces  between  the  blocks 
had  been  cleaned  out. 

(261)  The  contractors  proposed  the  following  arrangement,  which 
was  approved  by  the  engineers.  They  converted  each  opening  into 
a  little  caisson  formed  by  the  two  walls  of  the  block  to  be  united,  by 
the  arch  originally  provided  between  these  blocks,  and  by  two  lat- 
eral iron  panels  (Fig.  169). 

At  the  reference  of  the  springing  line  of  the  arch  (+  2  meters) 
the  mass  of  the  jetties  was  behind  the  faces  of  the  blocks.  It  was 
necessary  in  order  to  have  a  complete  ceiling  to  prolong  the  arches 


Mkthod  of  diOsiNa  the  space  between  the  blockb.—Puttino  zk  the  pakki^. 


Fio.  160.— Front  elevation. 


until  they  were  vertically  over  these  walls,  and  to  load  them  3  me- 
ters high  with  the  quantity  of  masonry  necessary  to  resist  the  under 
pressure.  They  made  a  vertical  cylindrical  opening  in  the  arch 
0.70  meter  in  diameter,  by  prolonging  which  they  embedded,  above 
the  extrados,  a  plate-iron  collar  and  angle  irons  serving  for  a  passage 
of  a  shaft  0.70  meter  in  diameter  (Fig.  169).  They  raised  the  jetty 
to  the  reference  +  8,  leaving  the  interior  of  the  ma«s  above  the 
apei*ture  for  the  lock  placed  upon  its  shaft. 

Two  strong  beams  placed  at  the  same  reference,  +8,  across  the 
masonry,  carried  two  winches,  each  placed  perpendicularly  to  the 
two  wall  faces  (Fig.  170).  These  winches  served  to  handle  the  iron 
panels  which  completed  the  working  chamber.  The  panels  were 
formed  of  horizontal  elements  of  plate  iron  with  India-rubber  bands 
between  them,  and  angle  irons  0.40  and  0.50  meter  high,  which 
could  be  put  together  anywhere  by  bolts  (Fig.  172).  These  elements 
were  curved  at  their  extremities,  which  rested  upon  the  lohgitudinal 
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walls  of  the  two  blocks.  The  upper  element  was  also  curved  upon 
its  longitudinal  upper  face  so  as  to  completely  close  upon  the  ma- 
sonry wall  above  the  arch.  The  angle  irons  of  the  elements  were 
pierced  with  holes  for  the  attachment  of  tie-rods  with  turn-buckles 
(Fig.  170),  which  served  to  bring  together  and  tighten  the  panels 


Walls  undcr  the  pakklb.— Mkthod  or  holdiko  the  panxu. 


Fio.  170.— Longitudinal  section. 


upon  the  two  opposite  faces.  Two  panels  were  made  for  each  arch ; 
they  were  placed  face  to  face,  with  a  number  of  elements  determined 
by  the  vertical  distance  between  the  intrados  of  the  arch  and  the 
surface  of  the  layer  of  the  detritus  which  obstructed  the  bottom  of 
the  opening.    The  panel  thus  prepared  was  suspended  by  tackles 


Fia.  171.— Transverse  section.  Fia.  172.— Longitudinal  section. 

from  the  two  winches,  lowered  at  low  tide,  and  maintained,  at  first, 
at  the  height  necessary  for  the  angle  irons  and  their  lower  elements  to 
be  placed  a  little  below  the  intrados  of  the  arch,  and  a  little  above 
the  low-tide  level.    Men  went  into  the  opening  and  placed  the  two 
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tie-rods  of  the  lower  angle  iron  without  tightening  them  too  much. 
Then  the  two  panels  were  lengthened  by  the  height  of  the  next  ele- 
ment. The  second  set  of  angle  irons  was  put  on  under  the  intrados, 
and  two  new  tie-rods  were  placed.  They  proceeded  in  the  same 
manner  until  the  lower  angle  iron  and  the  panels  touched  bottom, 
and  they  had  already  a  resistance  sufl5cient  to  withstand  the  cur- 
rents and  the  rising  tide  or  even  the  waves  if  the  sea  became  rough. 
At  the  following  tide  they  tightened  the  tie-rods  of  the  upper  ele- 
ments and  made  with  clay,  quick  setting  cement,  and  hemp,  a  tight 
joint  between  the  parts  of  the  first  element  and  the  faces  of  the 
blocks ;  they  drove  out  the  water  by  introducing  compressed  air  un- 
der the  arch,  and  then,  working  in  the  compressed  air,  they  put  on 
the  lower  elements  and  luted  the  joints. 

(262)  They  thus  arrived  at  the  bottom  of  the  panel;  then  they  came 
to  a  mass  of  stones  and  debris  coming  from  the  construction  of  the 
blocks.  They  united  this  ddbris  together  below  the  panel  by  sacks 
of  quick-setting  cement,  and  then  began  to  clean  out  the  space,  at  the 
same  time  holding  the  debris  under  the  panel,  and  on  the  outside,  by 
little  walls  made  with  cement  (Fig.  171).  These  little  walls  thus 
formed  the  prolongations  of  the  panels  and  allowed  the  men  to 
descend  to  the  foundations  of  the  block,  and  to  begin  laying  the  ma- 
sonry there. 

As  the  masonry  rose,  the  tie-rods  which  were  met  were  replaced 
by  short  iron  rods,  curved  and  embedded  in  the  masonry,  and  con- 
nected to  the  flanges  of  the  panels  by  a  hook  driven  upward  so  as 
to  be  able  to  be  pushed  down  and  thus  release  the  panel. 

When  they  arrived  at  the  reference  1  meter  they  stopped,  all  the 
hooks  were  pushed  down  by  bars,  the  upper  tie-rods  taken  oflp,  and 
the  panels,  becoming  free,  could  be  used  in  another  place. 

The  rest  of  the  space  under  the  arch  was  finished  in  the  open  air 
at  low  tide. 

The  construction  of  these  great  blocks  began  in  May,  1884,  and 
terminated  in  June,  1888.  During  this  time  the  two  caissons  con- 
structed twenty-four  blocks. 

The  depth  at  which  the  blocks  were  laid  varied  from  the  reference, 
—0.76  to  —5.35  meters,  and  their  heights  from  the  reference,  1.50, 
2.21  to  6.25  meters. 

The  total  cubic  mass  was  18,000  cubic  meters;  it  was  paid  for  at 
the  rate  of  70.-49  francs  per  cubic  meter,  the  excavated  rock  and 
cement  being  provided  by  the  Government. 
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Chapter  XXIX,— The  new  Steel  bridge  at  Rouen  oit  the 

Seine. 

(263)  The  new  bridge  at  Rouen  was  constructed  to  replace  a  sus- 
pension toll  bridge  built  in  1836. 

The  bridge  (Figs.  173-176)  consists  of  steel  arcs  resting  on  ma- 
sonry piers  and  abutments.  It  is  unsymmetric,  a  condition  which 
was  imposed  by  the  peculiar  circumstances  of  its  situation.  It  is 
formed  of  three  spans  of  40,  48.80,  and  54.60  meters,  with  rises  of 
2.50,  3.70,  and  4.87  meters,  besides  a  straight  portion  of  16.80  me- 
ters span  with  an  intermediate  support  on  columns.  The  complete 
length  of  the  work  is  176.30  meters.  The  width  of  the  bridge  be- 
tween parapets  is  20  meters — 14  for  the  roadway  and  6  for  the  two 
sidewalks.  The  quays  on  the  two  banks  are  not  parallel ;  they  are 
at  an  angle  of  4°  5';  the  two  spans  of  the  bridge  are  therefore  slightly 
skew.  The  foundations  were  made  by  means  of  compressed  air, 
except  those  for  the  rear  abutment  on  the  left,  which  was  founded 
on  piles.  The  steel  arcs  are  nine  in  each  span — five  under  the  road- 
way, two  under  the  sidewalks  near  the  edges,  and  two  at  the  sides. 
The  seven  intermediate  arcs  have  plates  0.60  meter  wide ;  the  thick- 
ness of  these  plates  is  0.033  meter  for  the  five  arcs  under  the  road- 
way and  0.022  meter  for  the  two  intermediate  arcs.  The  border  arcs 
have  plates  0.30  meter  wide  and  0.022  meter  thick.  The  heights  of 
the  arches  are  as  follows : 


At  the 
crown. 

At  the 
springing 
lines. 

Span— 

40.00  

Meters. 

o.m 

0.58S 

o.m 

Meters. 
0.668 
0.808 
1.008 

48.  eo  

54.00  

The  arches  alone  are  of  steel.  The  spandrels  and  upper  roadway 
are  of  iron.  The  spandrels  are  formed  of  uprights,  braced  crosswise 
only,  and  not  longitudinally  ;  their  spacing  varies  from  2.57  to  2.67 
meters,  according  to  the  span.  The  upper  roadway  is  formed  of 
longitudinal  bearers  resting  on  the  uprights  of  the  spandrels,  and 
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united  by  crossbeams  supporting  brick  arches  0.11  meter  thick,  hav- 
ing a  span  varying  from  1.13  to  1.18  meters.  The  arches  under  the 
roadway  are  of  solid  brick ;  those  under  the  sidewalks  of  hollow 
brick.    Toward  the  keystone  the  longitudinal  bearers  disappear,  and 


the  cross  girders  rest  directly  upon  the  arches,  which  gives  to  the 
work  an  appearance  of  great  lightness.  Two  expansion  joints  are 
arranged  for  each  bearer.    The  span  on  the  right  is  formed  of  eight 
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steel  beams  0.346  meter  high,  with  widths  of  plate  of  0.40  meter  for 
the  intermediate  beams,  and  of  0.25  meter  for  the  end  ones.  These 
beams  are  united  by  iron  cross  girders  supporting  the  arches  of  the 
roadway  and  sidewalks.  The  arches  were  built  on  centers  resting  on 
piles.  The  same  center  served  for  the  three  spans.  It  consisted  of 
nine  trusses  from  2.70  to  2.20  meters  apart. 


FiQ.  175.— Upstream  elevation  of  pier  No.  2. 

(264)  Cost— The  cost  of  the  bridge  proper  was  2,900,000  francs. 
The  excavations,  made  by  means  of  compressed  air,  cost  12.15  francs 
per  cubic  meter;  the  masonry  53. 50  francs  per  cubic  meter.  The  prices 
•per  kilogram  of  the  metals  were  as  follows:  Steel,  0.57  franc; 
iron,  0.45  franc;  ornamental  cast  iron,  0.34  franc;  ordinary  cast 
iron,  0.24  franc. 
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The  plans  for  the  bridge  were  prepared  by  M.  Junker,  engineer, 
and  M.  Lavoinne,  chief  engineer.  It  was  erected  under  the  super- 
intendence of  M.  Mengin,  chief  engineer,  and  Cadart,  assistant. 
M.  De  Dartein,  professor  of  architecture  in  the  Polytechnic  School 
and  in  that  of  Roads  and  Bridges,  made  the  architectural  and  deco- 
rative designs  for  the  work. 

Chapter  XXX. — Reconstruction  op  the  roadway  op  the 

SUSPENSION  BRIDGE  AT  ToNNAY-ChARENTE — ALTERNATELY 
TWISTED  CABLE. 

(265)  The  road  from  Bordeaux  to  St.  Malo  crosses  the  Charente 
above  the  port  of  Tonnay-Charente,  6  kilometers  above  Rochefort. 
At  this  point  the  mean  width  of  the  river  is  80  meters.  On  the  right 
bank  is  a  hill,  on  which  the  town  is  built.  On  the  left  bank  is  an 
extensive  alluvial  plain  nearly  horizontal,  situated  slightly  above 
high  tide. 

The  toll  bridge,  constructed  in  lfe42,  consisted  of  three  spans,  united 
upon  the  left  bank  with  a  masonry  viaduct  passing  over  by  a  con- 
tinuous declivity  of  0.05  per  meter,  the  difference  of  level  between 
the  roadway  of  the  bridge  and  the  plain.  Ships,  which  come  up  to 
Charente,  have  a  free  space  of  22  meters  above  high  water  imder  the 
central  span. 

The  foundations  were  established  on  the  rock  on  the  right  side  and. 
upon  piles  for  the  two  piers.  As  to  the  abutment  on  the  left,  and 
the  viaduct  of  approach,  it  was  founded  simply  on  the  natural  soil  by 
means  of  a  masonry  platform  resting  on  a  layer  of  sand  1  meter 
thick.  Considerable  settling  took  place  during  the  work,  but  after- 
ward a  state  of  equilibrium  was  established  and  no  motion  was 
observed  in  the  masonry. 

(266)  In  1883  it  was  decided,  in  consequence  of  the  rupture  of  the 
suspension  bridge  while  it  was  being  tested,  to  reconstruct  it,  under 
conditions  much  better,  both  as  to  the  stability  and  the  preservation 
of  the  work.    (Fig.  176). 

The  total  opening  between  the  two  abutments  is  206  meters,  divided 
into  three  parts;  two  end  spans  of  58  meters,  and  a  central  one 
of  90.  The  necessity  of  resting  no  load  upon  the  left  bank  viaduct, 
founded  as  we  have  said  very  lightly,  induced  the  engineer  to  carry 
the  whole  load  on  the  piers  taking  the  points  of  support  on  these 
piers  and  bringing  the  lowest  point  of  the  parabola  on  a  level  with 
the  viaduct  so  that  the  traction  of  the  cables  should  be  nearly  hori- 
zontal without  any  vertical  component.  The  three  span  roadway  is 
held  at  each  end: 

First.  From  the  axis  of  the  piers  to  13.66  meters  on  each  side  by 
five  oblique  cables  called  rigid. 

Second.  By  five  cables  with  parabolic  curvature  to  which  the 
suspension  rods  are  attached  carrying  the  roadway.    These  last  cables 


Digitized  by  Google 


CIVIL  ENGINEERING,  ETC. 


749 


have  only  to  sustain  62.70  meters  of  the  cable  in  the  central  spans  and 
44.35  meters  at  each  of  the  side  spans.    Their  deflection  is  5  meters  in 


the  central  span,  7.79  meters  for  the  span  on  the  left  bank,  and  7.17 
meters  for  the  span  on  the  right. 
The  piers  supporting  this  structure,  not  having  the  dimensions 
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sufl5cient  to  form  abutment  piers,  can  be  exposed  only  to  compressive 
stress.  For  this  purpose  the  difference  of  tension,  resulting  from  the 
different  positions  of  the  proof  load,  is  met  by  cables  or  retaining 
guys,  four  on  each  side  per  span,  joining  the  tops  of  the  piers  and 
anchored  at  the  base  of  the  abutments. 

(2G7)  In  order  that  the  jjiers  shall  undergo  no  overturning  effort 
there  is  arranged  at  the  top  of  each  an  expansion  truck  rolling 
within  certain  limits  upon  an  iron  plate.  This  truck  carries  the  steel 
pin  0.1  GO  meter  in  diameter  which  serves  to  unite  the  susi>ension 
cables  and  the  guys.  It  carries  besides  two  pins  0.09  meter  for  the 
oblique  cables. 

The  towers  are  of  iron.  At  their  upper  part  they  are  solidly  united 
by  an  arched  roadway  with  ribbed  plate  iron  flooring  and  a  parapet, 
so  that  the  trucks  and  suspension  joints  may  be  easily  inspected. 
The  suspension  rods  are  united  to  the  cable  so  that  they  may  be  taken 
off  and  replaced  easily  without  interrupting  the  traffic. 


Fio.  177.— Method  of  attaching  the  Fio.  178.— Method  of  attaching  the 

cables.  suspension  rods. 

For  this  purpose  the  head  of  each  suspension  rod,  instead  of  being 
carried  above  the  cable  according  to  the  old  custom,  is  suspended 
below  by  five  little  stirrups  (Fig.  178). 

(268)  By  the  aid  of  this  simple  arrangement  the  removal  of  these 
cables  offers  no  difficulty.  When  the  screws  of  all  the  little  stir- 
rups are  taken  away  the  cable  hangs  freely,  subjected  only  to  the 
tension  of  its  own  weight.  It  is  only  required  to  unscrew  the  great 
stirrup,  which  at  each  extremity  holds  the  cable  passing  through 
holes  arranged  for  this  purpose  in  the  cast-iron  back  j)iece,  where  it 
is  wedged  through  a  conical  hole  (Fig.  177).  The  same  series  of 
operations  reversed  allows  the  cable  to  be  replaced. 

The  guys  are  furnished  also  at  tlieir  extremities  with  mild  steel 
stirrups ;  this  permits  them  to  be  changed  and  allows  the  tension  to 
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be  regulated.  All  the  cables  and  guys  are  attached  to  the  top  of 
the  piers  as  has  been  indicated. 

Each  suspension  cable  is  attached  by  means  of  a  back  piece  and 
two  steel  straps  to  a  rectangular  bar,  one  end  being  inserted  in  a  hole 
made  in  the  masonry  on  one  side,  and  the  other  resting  against  an 
iron  bar  embedded  in  the  pit  walls.  Facilities  for  the  removal  of 
the  cable  are  thus  provided.  As  an  extra  precaution,  there  is  a  sec- 
ond anchorage  formed  of  two  bars  embedded  in  the  masonry  and 
united  to  the  first  system  by  rods  with  plates  and  nuts. 

On  account  of  its  situation  the  bridge  is  particularly  exposed  to 
the  wind.  Without  entering  into  the  details  of  its  construction,  we 
may  say  that  the  roadway  was  made  very  rigid,  and  that  wind 
bracing  was  used,  consisting  of  a  system  of  diagonal  flat  bars  placed 
in  the  plane  of  the  upper  crossbeams ;  also  by  sets  of  guys  attached 
to  the  crossbeams  and  anchored  on  the  shore. 

(269)  The  cable. — All  the  cables  except  the  suspension  rods  are  of 
twisted  wire  arranged  in  concentric  layers  and  twisted  alternately 
in  opposite  directions  (Fig.  179). 


Fia.  179.— M.  Arnodln^s  alternately  twisted  cable,  one-third  of  the  natural  size. 


Consequently  all  the  wires  in  the  same  cable,  except  the  central 
one,  have  the  same  length,  and  \^hen  the  cable  is  stretched  all  the  i 
wires  are  equally  elongated.  This  is  a  property  which  belongs  only 
to  cables  with  straight  wires,  and  to  those  which  are  alternately 
twisted.  The  tensions  of  the  different  wires  produced  by  the  elon- 
gation of  cables  twisted  in  the  ordinary  way,  as  in  American  cables 
have  very  different  values.  These  cables  manufactured  by  M.  Ar- 
nodin  may  be  called  alternately  twisted  cables. 

The  alternately  twisted  cables  have  a  very  much  greater  flexibility, 
which  will  be  easily  understood  when  we  consider  that  the  points  of 
contact  are  fewer,  and  consequently  the  adhesion  much  less.  The 
ratio  of  the  hollow  to  the  full  portions  is  much  greater  than  in  the 
simply  twisted  cable;  it  varies  from  0.15  to  0.30,  according  to  the 
number  of  wires.  Before  the  cable  is  manufactured  the  wires  are 
passed  through  a  bath  of  inoxidizable  composition ;  then,  as  each 
layer  or  crown  is  added,  the  cable  passes  anew  through  this  bath,  so 
that  all  the  wires  and  all  the  layers  are  covered,  and  the  interior  spaces 
between  tangent  circumferences  are  filled  with  this  composition. 
4  (370)  The  vertical  suspension  rods  are  the  only  ones  which  have 
parallel  wires,  in  order  not  to  complicate  their  attachment  to  the 
transverse  beams  and  the  parabolic  cables. 

The  old  roadway  weighed  1,354  kilograms  per  running  meter,  and 
would  only  allow  the  passage  of  two  5-ton  carriages  at  a  time. 
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The  new  superstructure  weighs  1,368  kilograms  per  running  meter, 
and  will  permit  two  carriages  of  7  tons  to  rest  on  the  same  cross 
beam.  Hence,  without  altering  sensibly  the  weight  of  the  super- 
structure, which  was  a  necessary  condition  on  account  of  the  state 
of  the  piers,  they  were  able  to  obtain  a  much  greater  strength  and 
stiffness  in  the  new  structure. 

(271)  Cost — Suspension  superstructure,  etc.,  264,976.70  francs; 
administration  expenses,  demolition  of  the  old  superstructure, 
masonry,  etc.,  34,826.42  francs;  total,  299,803.12  francs. 

The  reconstruction  of  the  superstructure  was  planned  and  carried 
out  by  M.  Arnodin,  under  the  supervision  of  M.  Potel,  chief  engineer 
and  Caparon,  assistant. 

I  am  indebted  to  Mr.  Arnodin  for  information  and  drawings. 

Chapter  XXXI, — The  lifting  bridge  at  La  Villettk,  Paris. 

(272)  The  port  of  Villette  consists  of  two  basins  of  unequal  lengths 
(70  and  30  meters),  separated  by  Crim^e  street,  which  has  a  daily 
traffic  amounting  to  four  thousand  vehicles.    A  channel  60  meters 


LnnifG  BimxiK  at  La.  Villrtx,  Paris. 


Fig.  180.— Elevation. 


long  and  11  meters  wide  connects  these  basins.  This  channel  was 
widened  to  15  meters,  and  a  lifting  bridge  (Figs.  180  and  181)  was 
erected  over  it.    This  bridge  weighs  85  tons ;  it  is  balanced  by 
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four  counterpoises,  one  at  each  corner,  descending  into  a  dry  masonry 
pit.  The  visible  portion  of  the  mechanism  consists  only  of  chains 
and  guide  pulleys  with  their  supports,  which  are  decorative  cast-iron 
columns.  The  bridge  being  balanced,  the  only  efforts  to  be  overcome, 
both  in  ascent  and  descent,  are  those  due  to  the  friction  and  rigidity 
of  the  moving  parts,  which  are  estimated  at  about  5,000  kilograms. 
The  moving  mechanism  consists  of  two  cylinders  placed  under  the 
abutments  of  the  bridge,  having  their  piston  heads  permanently  at- 
tached to  the  superstructure.  The  necessary  synchronism  of  motion 
in  the  pistons  is  accomplished  by  a  shaft,  with  beveled  wheels  at 
each  extremity,  which  in  turn  drives  two  transverse  shafts  provided 
with  spur  wheels  gearing  into  racks  placed  on  each  upright  post 
(Fig.  182). 


Fig.  181.— Transverse  sectioD.' 


In  order  that  the  pressures  under  the  pistons  shall  be  exactly  equal, 
two  conduits  are  placed  in  the  superstructure,  which  communicate 
with  the  interior  of  the  piston  rod,  and  empty,  one  above,  and  the 
other  below  the  piston  (Fig.  183). 

The  lower  surface  of  the  piston  is  double  the  annular  upper  sur- 
face. When  the  pressure  acts  upon  both  faces  the  bridge  rises; 
when  the  pressure  acts  only  on  the  upper  face,  the  lower  being  con- 
nected with  the  exhaust,  the  bridge  descends;  hence  the  whole  valve 
work  is  reduced  to  a  three-way  cock  (Fig.  184),  connecting  the  bot- 
tom of  the  cylinder  with  the  admission  or  the  exhaust. 
H.  Ex.  410— VOL  III  18 
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Fio.  188.— System  of  guiding  the  bridge. 


Fio.  188.— Details  of  a  press  and 
the  superstructure. 
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To  facilitate  repairs,  and  to  make  up  for  a  certain  amount  of  play, 
the  cylinders  are  suspended  on  trunnions,  so  as  to  oscillate  length- 
wise of  the  bridge. 

The  pistons  being  hinged  to  the  superstructure  the  latter  might 
move  about  the  trunnions  were  it  not  maintained  in  its  upright  po- 
sition by  guides.  These  guides  consist  of  four  tenons  projecting 
from  the  ends  of  the  beams  into  channels  made  for  that  purpose  in 
the  iron  columns  (Fig.  182).  These  tenons  are  united  two  and  two 
at  each  end  of  the  bridge  by  a  very  rigid  piece  to  which  the  lifting 
chains  are  attached. 


Fio.  184.— Three-way  oock  for  the  lifting  bridge  at  La  Villette. 

(273)  The  roadway. — The  stringers  and  crossbeams  carry  a 
wrought-iron  paneling  upon  which  is  laid  a  mixture  of  sawdust  and 
wooden  splinters  mixed  with  hot  tar,  and  upon  this  mass,  properly 
curved,  a  wooden  pavement  0.10  meter  high  is  placed''(Fig.  183). 

The  intermediate  mixture  weighs  about  1,000  kilograms  and  costs, 
when  placed,  100  francs  per  cubic  meter. 

Resistance  and  elasticity. — A  trial  panel  with  an  intermediate  thick- 
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ness  of  only  0.015  meter  resisted  satisfactorily  a  Wow  of  8  tons  fall- 
ing from  a  height  of  0.30  meter,  there  heing  no  permanent  change  of 
form  or  rupture  of  the  filling. 

The  bridge  is  frequently  operated  by  a  child.  Its  complete  lift  is 
4.60  meters,  and  the  time  of  lifting  50  or  60  seconds. 

The  cost  was  140,000  francs,  not  including  the  masonry. 

The  bridge  was  built  by  M.  L.  Le  Chatelier,  engineer,  under  the 
direction  of  M.  Humblot,  chief  engineer. 

I  am  indebted  to  M.  Chatelier's  article  for  the  drawings  and  in- 
formation contained  in  this  chapter.* 

A  working  model  of  this  bridge  was  shown  in  the  pavilion  of  the 
city  of  Paris. 

Chapter  XXXII.— The  Qarabit  Viaduct. 

(274)  History. — M.  Boyer,  the  engineer  in  charge  of  the  prelimi- 
nary survey  for  locating  the  railroad  between  Marvejols  and  Neus- 
sargues,  found  that  he  could  avoid  constructing  the  road  on  the  side 
of  a  very  broken  range  of  hills,  and  thus  save  a  distance  of  20  kilom- 
eters, by  crossing  the  Truyfere  at  Garabit  cut,  where  the  valley  nar- 
rows, being  bordered  on  each  side  by  elevated  planes. 

The  adoption  of  this  line  necessitated  the  construction  of  an  im- 
mense viaduct  120  meters  above  the  river. 

Under  these  circumstances  M.  Boyer  applied  to  M.  Eiffel  asking 
him  to  prepare  the  preliminary  plans  and  estimates  for  such  a  via- 
duct, similar  to  the  one  built  across  the  Douro,  at  Oporto,  eighteen 
months  before. 

The  reply  of  M.  Eiffel  showed  that  such  an  exceptional  structure 
could  be  erected,  which  would  be  entirely  satisfactory  both  as  to  its 
stability  and  its  cost ;  and  that  M.  Boyer  could  thus  adopt  the  new 
line  on  the  plateau,  cross  the  valley  by  a  viaduct  122  meters  above 
the  stream,  and  still  make  a  saving  of  three  millions  of  francs  over 
the  road  as  originally  projected,  and  at  the  same  time  have  a  much 
better  working  line. 

Under  these  circumstances  the  project  for  the  viaduct  furnished 
by  M.  Eiffel  was  approved,  and  he  was  authorized  to  construct  it 
under  the  supervision  of  MM.  Bauby  and  Lefranc,  chief  engineers, 
and  MM.  Boyer  and  Lamotte,  assistant  engineers. 

(275)  Description, — The  Garabit  viaduct  is  built  over  the  Eiver 
Truyfere  at  Qarabit,  for  the  railroad  from  Marvejols  to  Neussargues. 
It  crosses  a  deep  valley  and  passes  over  an  undulating  plateau  (Pig. 
185).  It  carries  a  single  line  of  rails.  The  iron  portion  has  a  total 
length  of  448.30  meters,  which  is  prolonged  at  its  extremeties  by 
masonry  viaducts  forming  abutments.  The  rails  are  at  a  reference 
of  835.50  meters — that  is  to  say,  122. 20  meters  above  the  deepest  part 
of  the  valley.   ^  

*  Annales  des  Ponte  et  Chaussees,  Sixth  Series,  Vol.  11. 
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The  iron  viaduct  (Fig.  1 85)  is  composed  of  straight  girders  resting 
upon  masonry  abutments  at  the  ends,  and  upon  intermediate  wrought- 
iron  piers  on  each  side  of  the  valley,  and  upon  struts  standing  upon 
an  iron  arch  of  165  meters  span.  We  shall  now  give  a  description  of 
these  parts: 

(276)  The  horizontal  superstructure  is  not  continuous  for  its  whole 
length,  it  is  interrupted  at  the  two  struts  upon  the  arch,  and  con- 
sist, properly  speaking,  of  three  consecutive  portions. 

First.  That  on  the  Marvejols  side,  which  extends  from  the  Mar- 
vejols  abutnient  to  the  first  strut  on  the  arch. 

Second.  The  central  portion,  which  is  included  between  the  two 
struts. 

Third.  The  Neussargues  portion,  which  extends  from  the  second 
strut  of  the  arch  to  the  Neussargues  abutment. 

The  portion  on  the  Marvejols  side  consists  of  five  spans,  as  follows: 
Two  end  spans  of  51.80  meters  divided  into  fourteen  panels  of  3.70 
meters  each,  giving  a  total  length  of  103.60  meters;  three  interme- 
diate spans  of  55.50  meters,  giving  166.50  meters ;  finally  a  flush  panel 
resting  on  the  abutment  having  a  width  of  0.24  meter;  total,  270.34 
meters. 

The  central  portion  consists  of  three  equal  spans  of  24.64  meters, 
divided  into  six  panels  of  4.106  meters,  and  giving  total  length  of 
73.92  meters.  Finally  the  girder  on  the  Neussargues  side  has  two 
equal  spans  of  51.80  meters  forming  fourteen  panels  of  3.70  meters, 
giving  a  total  length  of  103.60  meters,  to  which  must  be  added  the 
full  panel  upon  the  Neussargues  abutment,  0.24  meter,  making  a 
total  of  103.84  meters. 

The  two  end  portions  are  fixed  upon  the  great  iron  piers  which  form 
the  abutments  of  the  arch.  They  are  able  to  expand  freely  on  each 
side;  and  to  allow  for  the  motion  produced  by  the  variations  of  tem- 
perature there  exists  upon  the  abutments  a  play  of  0.25  meter  for 
the  Marvejols  portion,  and  0.10  meter  for  the  Neussargues  portion 
between  its  ends  and  the  stone  guard,  and  a  play  of  0.10  meter 
between  its  extremity  and  the  central  portion  on  the  struts. 

The  central  girder  is  fixed  at  the  two  middle  points,  and  rests 
freely  on  the  struts. 

(277)  The  roadway  (Fig.  189)  is  placed  1.66  meters  below  the  flange 
of  the  longitu&inal  girder,  which  thus  forms  a  parapet  of  great 
stiffness. 

The  girders  are  5.16  meters  high  and  5  meters  apart.  The  upper 
and  lower  members  have  the  form  of  a  T>  are  united  by  a  simple 
lattice  and  hy  vertical  struts. 

Each  of  the  members  consists  of  a  vertical  web  600x15  and  two 

horizontal  angle  irons  ^^^^2^^^  ^ uniform  flange  500 x  10.  Sup- 
plementary plates  are  added  wherever  the  calculations  require  it,  as 
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shown  on  the  drawings.  The  lattice  bars  are  T-shaped,  and  consist 
of  a  flange  and  two  angle  irons,  and,  in  the  central  girder,  simply  of 
a  web  and  two  angle  irons.    The  uprights  have  a  double  T  section 

80  X  80 

formed  by  two  angle  irons  — jq—   and  a  web  8  millimeters  thick. 

Above  the  supports,  these  uprights  are  replaced  by  a  strong  flush 
panel  to  guarantee  the  transmission  of  the  efforts  coming  from  the 
lattice  bars.    (The  dimensions  are  usually  given  in  millimeters). 

The  transverse  girders  are  attached  to  the  longitudinal  girders  at 
the  uprights  of  the  panels.    They  have  the  form  of  a  double  T  ^cn- 

70  X  70 

sisting  of  a  web  700  x  8  and  four  angle  irons,  — —  .    This  trans- 
verse girder  is  supported  in  the  middle  by  two  struts,  each  formed  of 
80  X  80 

two  angle  irons    j^-  put  together.    These  struts  are  attached  to 

the  feet  of  the  uprights.    They  are  united  at  their  lower  parts  by  a 

80  X  80 

tie  rod  formed  of  two  angle  irons  "Jq""  •  Finally,  two  bars  simi- 
lar to  the  struts,  which  they  cross  at  their  middle  point,  are  attached 
to  the  uprights  below  the  transverse  girder  and  to  the  center  of  the 
tiu  rod,  thus  forming,  with  the  uprights,  the  transverse  girder,  the 
tie  rods  and  the  struts,  a  very  stiff  bracing  (Figs.  189,  B  and  C). 

The  cross-girders  are  united  to  each  other  by  five  rows  of  longi- 
tudinal bearers.    They  consist,  in  the  lateral  girders,  of  a  web 

90  X  90 

550 X  7  and  four  angle  irons         -,  but  in  the  central  girder,  where 

the  span  of  the  cross-girders  is  greater,  the  angle  irons  are 

the  web  being  the  same. 

These  bearers  carry  the  metallic  flooring,  which  is  composed  of 
iron  plates  0.240x120  and  suflSciently  strong  to  support  the  weight 
of  a  locomotive  in  case  of  derailment;  also,  the  principal  girders  form 
a  parapet  strong  enough  to  prevent  the  fall  of  the  derailed  engine. 
Besides  this  advantage,  the  flooring,  which  is  almost  continuous, 
presents  a  second,  viz,  that  of  forming  an  almost  perfect  wind- 
bracing  to  the  girder  at  the  level  of  the  roadway. 

A  lower  wind-bracing,  consisting  of  a  single  lattice  in  which  each 

70x70 

bar  is  formed  of  two  angle  irons  — g      givfes  the  two  girders  the 

greatest  solidity  to  resist  horizontal  displacement.  The  girders  rest 
upon  hinged  supports,  some  movable  and  others  fixed.  Each  sup- 
port consists  of  an  upper  part  of  wrought-iron  which  is  fixed  under 
the  flanges  of  the  girders  and  which  carries  a  slot  in  which  is  lodged 
a  wedge  to  regulate  the  level  of  the  superstructure.  This  wedge  rests 
on  a  lower  piece  of  cast-iron  having  a  slot  so  arranged  as  to  gear  with 
that  of  the  upper  piece  and  prevent  lateral  motion.    The  lower 
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Oarabit  Viaduct.  Central  Portion. 


Fig.  186.  EleyatioiL 


Fig.  A.  Sections  k  1,  m  n,  op.  q  r.  s  t.  u  r. 


Fio.  187.  Wind  bracing  of  the  eztrados  between       Fio.  188.  Wind  bracing  on  the  intradoe  between 
the  bottom  of  the  arch  and  the  first  strut.  the  two  struts. 
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piece  lias  different  forms  according  as  the  support  is  fixed  or  mova- 
ble. In  tlie  case  of  the  movable  support,  this  piece  has  a  less  height 
and  rests  on  cast-iron  rollers.  These  latter  have  the  form  of  seg- 
ments which  may  be  increased  in  number  by  bringing  them  nearer 
together.  They  rest  upon  a  cast-iron  plate.  The  use  of  hinged  sup- 
ports has  the  advantage  that  the  vertical  reaction  of  the  supports 
always  passes  through  its  axis,  a  condition  of  absolute  necessity  for 
iron  piers  of  great  height. 

(278)  Tlie  arch, — The  great  arch  has  a  chord  165  meters  long;  its 
rise  is  51.853  meters,  and  its  height  at  the  crown  10  meters.  It 
consists  of  two  lattice-work  principals  placed  symmetrically  with 
respect  to  the  middle  plane  of  the  arch,  but  in  oblique  planes  thereto. 
The  planes  of  these  principals,  which  are  20  meters  apart  at  the 
origin,  approach  each  other  toward  the  crown,  where  the  distance 
of  separation  is  only  6.28  meters,  measured  at  the  extrados;  hence 
the  inward  slope  per  meter  is  0.11008  with  respect  to  the  vertical. 
This  arrangement  gives  great  stability  to  the  arch,  enabling  it  to 
resist  the  most  violent  winds.  The  principal  ribs  are  cruciform  in 
section;  the  mean  fiber  is  a  parabola.  It  has  a  gi'eat  height  at  the 
crown,  and  terminates  in  a  point  at  each  springing  line  where  it 
rests  on  the  abutments  by  a  knee  joint.  This  form  obviates  the  use 
of  spandrels,  the  stresses  of  which  are  difficult  to  ascertain  by  cal- 
culation,  and  may  vary  considerably  by  expansions  or  the  displace- 
ment of  the  rolling  load,  while  their  unusual  dimensions  would 
require  an  enormous  amount  of  iron. 

The  rigidity  which  this  form  gives  to  the  principals  enables  them 
to  resist,  independently  of  all  the  accessory  pieces,  changes  of  form 
resulting  from  the  unequal  distribution  of  the. loads;  and  it  has, 
besides,  the  advantage  of  avoiding  all  uncertainty  as  to  the  point 
in  which  the  resultant  of  the  forces  strikes  the  abutment,  since  it 
can  only  be  the  point  of  contact  of  the  pivot  with  the  cushion  stone, 
which  remains  the  same  whatever  may  be  the  alteration  in  form  of 
the  arch. 

The  intrados  and  extrados  members  of  each  arched  girder  are 
connected  by  a  lattice  and  by  vertical  struts,  except  in  the  panel  next 
the  springing  lines,  which  is  flush  (PI.  IX). 

These  members,  with  their  open  interior  faces  (Fig.  186),  consist 
of  two  webs  0.60  meters  high,  strengthened  by  two  angle  ironis,  and 
riveted  to  the  flanges  by  four  angle  irons.  The  flanges  themselves 
are  formed  of  a  variable  number  of  plates  0.65  meter  wide. 

The  verticals  and  trellis  work  are  of  angle  irons  and  flat  bars 
(Fig.  A). 

The  principals  are  united  by  horizontal  braces,  each  formed  of  four 
angle  irons  (70  millimeters)  united  by  a  plate  iron  trellis,  except  at 
the  base,  where  there  is  a  full  web  properly  strengthened.  Again, 
in  the  plane  of  each  of  these  braces  is  a  vertical  wind  bracing,  each 
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bar  having  the  section  u'  v',  Fig.  C,  united  by  a  trellis  of  flat  bars, 
except  at  the  lower  panel  which  is  flush.  Finally  the  connection  of 
the  two  arcs  is  completed,  both  at  the  intrados  and  the  extrados,  by 
bracing  (Figs.  187  and  188),  each  brace  consisting  of  a  square  box 
trellis  formed  of  four  angle  irons  with  a  double  lattice  of  iron  plate 
bars  on  their  faces  (PI.  IX). 

(279)  The  iron  piers  are  in  the  form  of  the  f rustrum  of  a  pyramid, 
their  edges  or  standards  being  girders  properly  braced  (Fig.  186). 

In  the  Douro  bridge,  built  by  the  same  constructor,  the  standards 
were  box  girders.    In  this  case,  for  the  faces  of  piers  at  right  angles 


Fio.  189.  Side  elevation. 


Fif?.  C.  Cross  sections 
o'  p',  8' t,  u'  V,  q  r,  X'  y'. 


Fig.  B.  End  elevation. 


to  the  roadway,  which  resist  the  force  of  the  wind,  the  standards 
have  a  U  shape,  in  which  horizontal  and  diagonal  braces  are  in- 
serted, having  the  form  of  box  trellis  girders  (PI.  IX). 

This  arrangement  allows  easy  access  and  is  capable  of  resisting 
compression  as  well  as  tension. 

(280)  Principal  dimensions, — The  piers  (Fig.  189)  are  of  the  fol- 
lowing heights,  counting  from  the  viaduct  on  the  Marvejols  side, 
measured  from  the  masonry  foundation,  viz,  24.51,  36.46,  51.20,  60.73, 
and  60.73  meters. 

The  batter  in  the  piers  1,  2,  3  is  0.08272  per  meter ;  in  Nos.  4  and 
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6  it  is  0.11088  in  the  plane  of  the  great  face.  The  transverse  batters 
are  0.0386  and  0.0388,  respectively. 

The  piers  are  divided  into  panels  10  meters  high,  measured  along 
the  axis  of  the  standard.  Each  pier  terminates  in  a  coping,  which 
receives  the  supports  of  the  superstructure.  The  piers,  as  weir  as 
the  arch,  are  anchored  in  the  masonry,  as  shown  in  Fig.  186. 

In  each  pier  a  spiral  staircase  is  placed,  so  that  every  part  may  be 
inspected. 

(281)  Stresses. — The  plans  for  the  masonry  work  were  wholly  pre- 
pared by  the  Government  engineers. 

The  calculation  of  the  stresses  in  the  ironwork  were  made  by  M. 
Eiffel,  and  verified  by  M.  Boyer  by  other  methods  and  found  correct. 

The  stress  was  to  be  limited  to  6  kilograms  per  square  millimeter 
under  the  combined  action  of  the  loads  and  the  wind. 

The  surcharge  was  to  consist  of  a  locomotive  weighing  75  tons 
drawing  a  train  of  cars  weighing  15  tons  each. 

The  effect  of  the  wind  was  supposed  to  be  150  kilograms  per  square 
meter  while  the  trains  were  running,  and  270  while  they  were  not, 
at  which  time  the  traffic  would  be  suspended. 

In  the  calculation,  the  wind  was  supposed  to  act  uniformly  on  the 
side  towards  it,  and  to  act  solely  on  the  trellis  bars  on  the  opposite  side. 
To  this  there  was  added  its  effect  on  the  train,  which,  as  the  train  is 
partly  protected  by  the  upper  members  of  the  girder,  was  estimated 
as  acting  on  1.6  square  meters  per  running  meter.  This  figure,  1.6, 
was  adopted  by  M.  Nordling  in  calculation  of  the  great  viaducts  on  the 
Orleans  Railroad  system,  which  were  also  constructed  by  M.  Eiffel. 

The  effects  produced  by  the  load  and  wind  are  such  that  the  mem- 
bers of  the  arch  may  be  regarded  as  bearing  2  kilograms  per  square 
millimeter  under  the  ordinary  load,  2  kilograms  per  square  millime- 
ter from  the  effect  of  the  surcharge  alone,  and  2  kilograms  per  square 
millimeter  from  the  effect  of  the  wind,  so  that  the  section  of  the 
members  is  one-half  greater  than  it  would  be  if  the  effect  of  the 
wind  had  been  neglected. 

The  influence  of  temperature  is  very  slight  when  added  to  the 
loads.  The  maximum  pressure  at  the  crown  of  the  arch  under  a 
variation  of  30  degrees  is  only  0.63  kilogram  per  square  millimeter. 

(282)  Erection  of  the  ironwork, — At  the  commencement  of  the 
work  the  country  aroimd  the  viaduct  was  a  complete  desert.  It  was 
necessary  to  begin  by  building  offices  and  lodgings  for  the  overseer, 
and  for  the  engineers  when  they  visited  the  grounds,  storehouses 
for  the  materials,  repair  shops,  lodgings  for  the  workmen,  stables 
for  the  horses,  and  also  a  school  for  the  children  of  the  workmen. 
On  account  of  the  difficulty  of  access  M.  Eiffel  erected  a  service 
bridge  on  a  level  with  the  foundation  of  the  chief  pier,  33  meters 
above  the  stream.  The  head  of  this  bridge  was  united  with  the  na- 
tional highway  by  a  road  built  on  the  side  of  the  ravine.   On  this 
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road  a  storehouse  was  erected  for  the  iron,  with  traveling  cranes  for 
unloading  the  wagons  which  brought  it  from  Neussargues  station. 

The  platform  of  the  bridge  supported  two  lines  of  railroad,  by 
which  the  materials  were  brought.  All  the  foundations  were  laid 
on  very  resisting  schist. 

The  masonry  constructions  presented  no  difficulty.    While  the  iron 

Oarabit  Viaduct.  Erection  ov  tbe  iron  arch. 


piers  were  in  process  of  erection  two  portions  of  the  sui)erstrTicture 
of  the  bridge  were  set  up  on  the  right  and  left  banks.  When  all 
was  ready  these  portions  were  pushed  forward  so  as  to  overhang  the 
central  piers  by  a  distance  of  22.20  meters  over  the  arched  space. 
The  end  of  each  portion  of  the  superstructure  was  made  fast  by 
twenty-eight  steel  cables  to  the  masonry  abutments  of  the  accessory 
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viaducts,  and  then  preparations  were  made  for  raising  the  arch  by- 
building  two  principal  scaffoldings  in  front  of  the  two  foundations 
of  the  abutment  piers  up  as  high  as  the  pivots. 

The  upper  parts  of  the  scaffoldings  were  curved  so  as  to  form  a 
center  for  the  members  of  the  intrados  of  panels  1  and  2,  which  were 
arched;  then  the  outer  extremity  of  this  arch  was  held  by  twenty 
steel  cables  made  fast  to  the  overhanging  superstructure  (Fig.  190), 


and  then  they  proceeded  to  erect  the  overhanging  arch  by  attaching 
new  pieces  to  those  already  riveted  in  place. 

When  the  overhanging  portion  erected  balanced  that  of  the  lower 
part,  which  occurred  at  the  fifth  panel,  a  new  set  of  cables  uniting 
vertical  strut  5  with  the  upper  superstructure  was  put  in,  and  the 
work  was  continued  to  strut  9  (Fig.  191). 

Again,  twenty-four  cables  starting  from  struts  8  and  9  were  made 
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fast  to  the  superstructure,  and  the  work  so  progressed  until  the 
crown  was  reached  (see  Plate  X).  The  erection  went  on  simulta- 
neously on  each  side. 

(283)  Methods  of  raising  the  pieces. — The  pieces  were  raised  in  two 
different  ways;  the  heavy  pieces  were  brought  by  cars  on  the  service 
bridge  exactly  under  their  intended  position.  Rolling  shears,  placed 
on  that  portion  of  the  arch  already  built,  supported  powerful  winches 
which  raised  these  heavy  pieces  (Fig.  190). 

For  the  light  pieces,  there  were  erected  above  the  central  piers 
two  wooden  stagings  10  meters  high,  which  held  a  steel-wire  cable 
tramway  spanning  the  distance  of  177  meters  between  the  piers.  The 
cable  carried  two  cages,  one  for  each  side  (Fig.  191). 

The  cables  were  made  with  great  care  with  a  hemp  core  surrounded 
with  eight  strands,  each  of  nineteen  wires  of  0.0024  meter  in  diameter. 
It  withstood  a  tensile  stress  of  125  kilograms  per  square  millimeter, 
and  each  wire  could  be  bent  double  eight  times  before  breaking. 

The  diameter  of  the  cable  was  0.043  meter,  and  the  weight,  6.5 
kilograms  per  running  meter.  The  rupture  of  one  cable  would  have 
required  an  effort  of  85  tons,  and  during  the  erection  no  cable  had 
to  bear  a  load  exceeding  15  tons. 

(284)  Proofs. — The  proof  load  was  made  up  of  a  train  formed  by 
a  locomotive  weighing  75  tons,  drawing  cars  of  15  tons.  The  de- 
flection observed  in  spans  loaded  separately  was  from  0.016  to  0.019 
meter. 

The  arch  loaded  along  its  whole  length  by  a  train  of  405  tons  had 
a  deflection  of  0.008  meter.  The  same  train  occupying,  successively, 
half  the  length  of  the  arch  gave  a  deflection  of  0.010  meter. 

In  the  proofs  for  rolling  load,  the  maximum  deflection  in  the  spans 
was  from  0.015  to  0.018  meter,  and  that  of  the  arch  at  the  crown 
0.012  meter.  The  horizontal  displacement  of  the  superstructure 
during  the  passage  of  a  train  was  from  6  to  8  millimeters.  After 
eaoh  proof  the  parts  of  the  structure  resumed  their  exact  primitive 
position. 

(285)  General  information. 

Weight  of  the  metal  employed  kilograms . .  3, 826, 414 

Amount  of  masomry  cubic  meters. .  20,409' 

Cost: 

For  the  ironwork  francs..  2,850,000 

For  the  masonry   do..  .  850,000 

Total   do   3,200,000 

The  works  were  begun  in  January,  1880,  and  terminated  in  Novem- 
ber, 1884. 

M.  Eiffel  was  assisted  by  MM.  Emile  Nouguier,  Maurice  Koechlin, 
M.  Compagnon,  and  M.  J.  B.  Gobert. 

I  am  indebted  to  the  Eiffel  Co.  for  valuable  information,  plans, 
and  drawings  of  this  most  interesting  work. 
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Chapter  XXXIII.— Qour-Noir  Viaduct. 

(286)  The  Gour-Noir  Viaduct  is  situated  on  the  railroad  from 
Limoges  to  Brive  near  Uzerche,  4  kilometers  beyond  this  last  locality, 
where  it  crosses  the  river  Vezfere  at  an  angle  of  about  60  degrees. 

This  river  winds  through  a  deep  and  very  precipitous  valley;  sud- 
den freshets  are  frequent,  and  the  direction  of  the  current  varies  with 
the  freshets.  For  this  reason  it  was  preferred  to  cross  the  river  with 
an  arch  of  great  span,  and  as  there  was  excellent  building  material 
in  the  vicinity  this  arch  was  projected  with  a  span  of  60  meters. 
The  work  (Fig.  193)  is  built  for  two  tracks  and  has  a  width  of  8 
meters  between  the  parapets.  Its  total  length  is  108.46  meters. 
The  radius  of  the  intrados  is  36  meters,  that  of  the  extrados  44 
meters;  the  rise  is  16.10  meters.  The  thickness  of  the  arch  at  the 
keystone  is  1.70  meters,  at  the  springing  lines  4.20  meters.  The 
spandrels  are  open  with  six  small  arches  with  a  span  of  4.30  meters 
each.  The  wing  walls  are  flush  in  elevation,  but  their  filling  is  hol- 
lowed out  in  the  interior  by  hidden  arches  of  6  meters  span..  Com- 
munication between  these  arches  is  made  by  openings  1.50  and  1.56 
meters  in  diameter  and  with  the  outside  by  a  manhole  0.80  meter 
in  diameter.  Between  the  spandrels  and  the  wing  walls  are  the 
buttresses,  2.86  meters  wide  at  the  top,  which  allows  the  establish- 
ment of  refuges  rendered  necessary  by  the  length  of  the  work.  In 
the  part  between  the  buttresses  there  is  a  parapet  of  open-work 
limestone,  the  only  part  of  the  work  not  of  granite.  To  aug- 
ment the  stability  different  batters  were  given  to  different  parts  of 
the  construction.  The  mean  pressure  at  the  keystone  is  16.60  kilo- 
grams per  square  centimeter,  and  the  maximum  pressure  is  33.20 
•  kilograms.  On  the  ground  under  the  foundation  the  pressure  does 
not  exceed  9.80  kilograms. 

The  centers  are  made  by  seven  trusses,  1.56  meters  apart,  each 
formed  of  a  lattice  beam  4.40  meters  high,  on  which  rests  a  system 
of  pieces  in  the  direction  of  the  radii  and  having  a  fan-shaped  ap- 
pearance. The  rigidity  of  this  fan  is  insured  by  two  courses  of  bri- 
dle pieces.  Each  truss  rests  upon  the  lower  support  by  means  of 
interposed  sand  boxes.  The  lower  supports,  that  is  to  say,  all  the 
parts  below  the  sand  boxes,  are  eleven  in  number,  each  one  consist- 
ing of  nine  piles. 

From  the  nature  of  the  river  bed  it  was  impossible  to  shoe  the 
piles  and  drive  them  in  the  ordinary  manner ;  the  piles  were  placed, 
and  held  by  cement,  in  holes,  some  of  which  were  bored  out,  and 
others  hollowed  out  by  stonecutters  using  steel  drills  under  the 
shelter  of  cofferdams. 

Cost— The  cost  of  the  viaduct  was  235,202  francs.  The  projects 
were  made  and  the  works  executed  under  the  direction  of  M.  Doniol, 
inspector-general.  The  engineers  were  M.  Daigremont,  chief  engi- 
neer, and  M.  Draux,  assistant. 
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Chapter  XXXIV.— Viaduct  over  the  river  Tardbs. 

(287)  The  viaduct  on  the  railway  from  MontluQon  to  Eygurande 
crosses  the  Tardes  near  Evaux,  and  has  an  iron  superstructure  rest- 
ing on  masonry  supports.  It  consists  of  three  spans,  the  middle  one 
100.05  meters,  the  two  others  are  each  69.45  meters  (Figs.  193  and  194). 

The  piers  at  the  top  are  4.50  by  8  meters.  These  dimensions  in- 
crease from  the  top  to  tlie  bottom.  The  pier  on  the  left  side  is  59.95 
meters  high,  that  on  the  right  48.02  meters.  The  abutments  are 
14.50  by  9.40  meters,  with  a  hollow  interior. 

The  roadway  consists  of  two  great  girders  8.30  meters  high,  with 
double  lattice  faces  distant  5.50  meters  from  center  to  center.  The 
tra<;k  is  placed  above.  The  tops  of  the  girders  are  0.80  meter  wide 
and  form  a  sidewalk  above  tlxe  latter.  The  distance  between  the 
parapets  is  6.30  meters.  The  two  girders  are  united  by  two  courses 
of  horizontal  wind  braces,  one  below  and  the  other  above,  and  by 
vertical  struts.  The  rails  are  supported  by  wooden  stringers  resting 
upon  stringers  of  iron  united  totlue  cross  girders  spaced  2.55  meters. 
The  roadway  is  curved  with  a  radius  of  250  meters  at  the  entrance 
and  exit  of  the  superstructure.  A  parabolic  arc  was  intercalated 
between  each  curve  and  the  right  line  portion  of  the  middle  structure. 
The  rails  are  91.33  meters  above  the  valley. 

The  piers  are  founded  on  compact  granite  rock  and  the  abutments 
upon  hard  tuffa. 

(288)  Cos/.— The  total  expense  was  1,400,000  francs,  that  is,  107 
francs  per  superficial  meter  of  the  vertical  projection.  The  pressure 
upon  the  masonry  piers,  including  their  own  weight  and  that  of  the 
superstructure,  with  the  proof  loads,  was  7  kilograms  per  square 
centimeter.  It  reached  the  figure  of  9  kilograms  by  taking  account 
of  the  moment  of  the  wind  against  the  roadway  during  the  passage 
of  a  train  extending  along  the  whole  length. 

The  greatest  stresses  to  which  the  iron  is  subjected  under  the  dif- 
ferent proof  loads  and  the  effect  of  the  wind  are  the  following:  6  kilo- 
grams per  square  millimeter  for  the  members  of  the  girders,  the 
cross-beams,  and  the  sleepers  under  the  rails  ;  5  kilograms  per  square 
millimeter  for  the  lattice,  the  horizontal  wind  braces,  and  the  vertical 
struts ;  and  4  kilograms  per  square  millimeter  for  the  rivets. 

Besides,  the  members  of  tlie  lattice  girders  as  well  as  the  wind 
braces  were  strengthened,  so  that  during  the  operation  of  launching 
the  stress  did  not  exceed  at  any  point  8  kilograms  per  square  milli- 
meter. 

The  work  was  planned  and  carried  out  under  the  direction  of  M. 
Daigremont,  chief  engineer,  and  N.  Guillaume,  assistant. 
The  contractor  was  M.  Eiffel. 
H.  Ex.  410— VOL  III  49 
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Chapter  XXXV. — Consolidation  op  the  side  slopes  at 

La  Plante. 

(289)  The  railroad  from  H6pital-du-Grobois  to  Lods  passes  be- 
hind the  town  of  Ornans  in  a  deep  cut  through  caving  gravel. 
The  cut  was  almost  completely  opened,  when  on  account  of  the  win- 
ter rains  of  1882-'83  they  perceived  a  rising  of  the  roadway  amount- 
ing to  2  meters  in  height,  combined  with  a  general  advancement  of 
the  upper  slope  without  any  change  in  its  form.  At  the  same  time 
the  bridge  which  crossed  the  cut  (Fig.  195)  was  exposed  to  such  a 
thrust  that  its  keystone  rose  0.21  meter  and  the  upper  abutment 
advanced  0.G4:  meter,  notwithstanding  a  strong  bracing  rapidly 
made  to  stay  it  against  the  lower  abutment.  Finally,  openings  in 
the  hill  at  a  distance  of  90  meters  from  the  crest  of  the  cutting  were 
observed,  covering  a  space  of  about  3.30  hectars  of  ground.  A  num- 
ber of  borings  showed  that  the  mass  of  gravel  in  which  the  cutting 
was  opened  rested  upon  stratified  marl,  but  at  the  separation  there 
was  a  thin  layer  of  plastic  clay  very  wet  by  the  abundant  exudation. 
The  cutting  having  taken  away  the  thrust  of  the  hill,  the  latter 
slipped  bodily  upon  the  soapy  layer  of  compressed  clay,  raising  the 
soil  of  the  roadway  which  was  stopped  by  the  opposite  slope.  To 
prevent  this  slipping  the  following  means  were  employed:  It  was 
thought  best  to  first  divide  the  mass  in  motion  into  sections  by  the 
aid  of  fixed  pillars.  These  pillars  were  made  by  great  dry  stone 
spurs  of  2  meters  thick,  having  a  length  proportioned  to  the  im- 
j>ortance  of  the  mass  in  motion.  These  spurs  rested  on  the  side  of 
the  cutting  upon  great  masses  of  masonry  5  meters  thick  and 
3  meters  wide,  themselves  buttressed  against  the  lower  wall  of  the 
cut  by  means  of  a  reversed  arch  placed  under  the  roadway.  Al- 
though these  constructions  presented  a  great  resistance  against  the 
motion,  it  was  also  advantageous  to  drain  the  water  of  exudation  be- 
forehand, and  to  thus  dry  the  mass  immediately  in  front  of  the  cut. 
These  points  being  settled,  it  was  only  necessary  to  oppose  the  mo- 
tions of  the  intermediate  masses  placed  between  two  consecutive 
spurs  and  partially  drained  by  them.  For  that  purpose  a  revetment 
was  built  formed  of  arches  of  7-meter  span,  the  axis  having  an 
inclination  of  one-third  to  the  vertical.  These  arches  were  1  meter 
thick  at  the  crown.  They  were  supported  by  a  rear  wall  having 
a  uniform  thickness  of  3  meters.  Finally,  to  catch  all  the  exuda- 
tions which  escaped  from  the  spurs,  these  arches  were  covered  with 
dry  stone  and  all  the  water  was  collected  in  a  drain  which  went  from 
one  end  of  the  walls  to  the  other.  This  last  work  had  such  dimen- 
sions that  it  could  be  inspected  easily,  and  the  satisfactory  condition 
of  the  drainage  could  be  told  at  each  instant,  by  means  of  manholes. 
On  account  of  the  longitudinal  undulations  of  the  stratified  marls 
on  which  the  wall  is  founded,  the  rear  wall  of  this  last,  which  con- 
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tains  the  culvert,  is  more  or  less  imbedded  in  this  subjacent  layer; 
but  at  no  point  did  the  plane  of  slipping  pass  above  the  top  of  the 
arch  in  order  to  avoid  crushing  this  work.  It  is  understood  that  in 
the  portions  built  into  the  stratified  marl  the  thickness  of  the  wall 
foundation  is  reduced  as  much  as  possible  to  allow  the  construction 
of  the  culvert.  The  drainage  system  worked  perfectly,  the  amount 
of  water  caught  amounted  sometimes  to  350  liters  per  minute,  and 
went  down  to  10  liters  in  the  season  of  great  droughts. 

These  different  works  were  not  carried  out  without  great  difficulty, 
and  from  the  first  great  masses  were  obliged  to  be  moved  to  erect  in 
the  middle  of  the  slope  a  banquette  of  meters. 

Since  March,  1885,  when  the  works  were  finished,  the  motion  has 
entirely  ceased. 

The  length  of  the  cut  consolidated  is  416.77  meters;  the  surface  in 
motion  was  about  3.30  hectares,  and  its  mass  attained  150,000  cubic 
jneters.  The  total  cost  of  consolidation  amounted  to  391,770.46 
francs,  which  made  the  cost  per  running  meter  of  the  consolidation, 
940  francs. 

The  work  was  planned  and  carried  out  under  the  direction  of 
Inspector-General  Cabarrus  by  M.  Chatel,  chief  engineer,  and  Bar- 
rand,  assistant. 

Chapter  XXXVI.— Tunnel  through  Cabres  Pass  on  the  Rail- 
road FROM  Crest  to  Aspres  les  Veynes. 

(290)  The  prolongation  of  the  Livron  and  Crest  Railroad  to  Aspres 
les  Veynes  contains,  at  Cabres  Pass,  a  tunnel  3,770  meters  long.  This 
important  work  is  laid  out  in  a  right  line  3,306.14  meters  from  the 
crest  head;  then  it  is  jjrolonged  with  a  curve  of  800  meters  radius 
for  303.44  meters,  and  terminates  in  a  right  line  70.42  meters  long. 
It  rises  in  an  incline  of  0.020  for  14  meters,  of  0.015  for  472  meters, 
and  of  0.009  for  2,358.77  meters  to  attain  its  summit  at  the  altitude 
of  884.086  meters,  whence  it  descends  toward  the  station  at  Baume 
by  a  declivity  of  0.003  for  a  distance  of  925.23  meters.  The  Cabres 
Tunnel  has  been  planned  with  two  tracks,  although  the  line  has 
only  one ;  this  arrangement  was  made  to  facilitate  ventilation,  which 
a  single-track  section  would  not  have  been  enough  to  guarantee ;  it 
allows  trains  to  cross,  and  diminishes  the  danger  of  a  derailment  in 
the  middle  of  such  a  long  tunnel. 

The  tunnel  is  to  be  completely  lined  with  masonry,  varying  from 
0.50  to  0.80  meter,  according  to  the  nature  of  the  strata.  A  flooring 
will  extend  through  the  whole  length,  and  a  central  drain  to  collect 
the  water.  Refuge  niches  are  established  at  distances  of  50  meters 
in  each  wall,  and  a  storage  chamber  is  placed  also  at  the  middle  of 
the  tunnel. 

The  most  important  point  of  beginning  is  the  crest  head;  on 
this  side  two  55  horse  power  steam  engines  are  placed,  which  drive 
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the  air  compressors  to  work  the  rock  drills,  the  ventilators,  and  a 
gramme  dynamo  furnishing  the  electric  lighting,  for  a  part  of  the 
gallery  and  the  works  adjacent  to  the  tunnel,  during  the  night.  The 
work  of  the  drills  produced  a  mean  advancement  of  from  5  to  7  me- 
ters per  day.  Sometimes  this  advancement  was  stopped  on  account 
of  explosive  gas  which  was  given  off  in  great  quantities  and  rendered 


Fig.  196.— Half  sections  of  the  Cabres  Pass  Tunnel. 


Fig.  197.— Center  used  In  Cabres  Pass  TunneL 


an  exceptional  ventilation  indispensable.  In  view  of  preventing  the 
danger,  ventilation  by  suction  was  substituted  for  forced  ventilation. 
Precautions  were  taken  by  the  use  of  safety  lamps,  the  explosion  of 
the  mines  by  electricity,  the  periodical  examination  of  the  air,  etc. 
The  suction  produced  by  a  conduit  0.50  meter  in  diameter  and  2,000 
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meters  long  having  ceased  to  be  sufficient,  a  vertical  shaft  was  sunk 
1,920  meters  from  the  crest  head.  A  natural  current  then  established 
itself  and  carried  away  the  explosive  gas.  If  necessary,  an  exhaust- 
ing fan  might  be  placed  at  the  upper  orifice  to  aid  the  natural  draft. 
This  tunnel  was  driven  in  the  layers  of  marl  belonging  to  the  Ox- 
fordian  strata,  which  swells  and  rises  by  contact  with  air,  and 
requires  a  strong  revetment.  The  contractors  used  for  centers  iron 
arcs,  which  had  the  advantage  (Fig.  197)  of  occupying  very  small 
space. 

(291)  Cost. — The  cost  is  estimated  as  follows: 


That  is,  1,700  francs  per  running  meter. 

The  works  are  executed  by  M.  Pesselon,  engineer,  under  the  direc* 
tion  of  M.  Berthet,  chief  engineer. 

Chapter  XXXVII.— Cubzac  Bridge  over  the  Dordogne. 

(292)  The  railroad  from  Cavignac  to  Bordeaux  crosses  the  Dor- 
dogne valley  at  913  meters  below  the  bridge  constructed  at  Cubzac 
for  the  national  roadway  No.  10.  The  free  height  under  the  road- 
way was  determined  by  the  condition  of  putting  no  obstacle  to  the 
free  passage  of  vessels  going  up  to  Libourne.  This  condition,  to- 
gether with  the  configuration  of  the  ground,  required  the  construe- 
tion  of  great  works  extending  over  a  length  of  more  than  2  kilo- 
meters, consisting  of : 

First.  An  iron  viaduct  on  the  right  bank  with  a  slope  of  0.008  for 
a  length  of  294.58  meters.    (Pig.  198  and  199). 

Second.  An  iron  bridge  of  561.60  meters  over  the  Dordogne,  in  a 
straight  line  with  the  first. 

Third.  Upon  the  left  bank,  which  was  flat  and  low,  at  2  meters  be- 
low the  level  of  the  highest  waters,  an  iron  viaduct  599.23  meters 
long,  continued  by  a  masonry  viaduct  579.23  meters  long.  These  two 
last  works  are  on  a  curve  1,500  meters  radius,  and  have  a  slope  of 
one  centimeter  per  meter.  The  viaduct  of  the  right  bank  rests  on 
masonry  piers.  It  is  formed  of  six  spans  of  44.98  meters  each,  with 
an  upper  roadway.  The  principal  beams  are  diagonally  braced  with 
vertical  uprights.    The  panels  are  3. 46  meters  span. 

The  Dordogne  bridge  rests  on  iron  piers  and  includes  eight  spans^ 
the  two  end  ones  being  of  60,  and  the  six  intermediate  73.60  meters 
long.  Its  principal  beams  have  a  double  lattice  web  of  3.20  meters 
opening  without  uprights.  The  roadway  is  26  meters  above  low  wa- 
ter. The  iron  viaduct  on  the  left  side  rests  on  masonry  piers  like 
those  on  the  opposite  bank.    Its  general  aspect  is  the  same,  but  on 


Francs. 


Driving  the  tunnel 
Masonry  


8,770,000 
2,639,000 


Total 


6,400,000 
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account  of  the  curvature,  its  thirteen  spans  of  44.98  meters  are  inde- 
pendent. 

The  masonry  viaduct  consists  of  40  arches  of  12-meters  span.  It 


has  a  width  of  8.46  meters  at  the  springing  lines,  with  an  exterior 
"batter  of  0.03  meter  per  meter  carried  to  0.05  meter  for  the  but- 
tresses. 
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(!^93)  The  Dordogne  bridge  rests  on  two  abutment  piers  and  on 
seven  river  piers.  The  calcareous  marl  rock  on  which  its  founda- 
tions rest  in  perfect  security  is  17.50  meters  below  low  water.  Com- 
pressed air  was  used  in  making  the  foundations ;  the  caissons  of  the 


Fio.  IW.— Elevation  of  a  pier  of 
the  viaduct  of  approach  left 
bank). 


•  o  i 

Fia.  aOO.— Elevation  of  an  abutment  of  theCubzac  bridge 
over  the  river  Dodogne. 


abutments  are  rectangular  with  rounded  angles.  They  were  17.60 
meters  long  by  9.80  meters  wide.    (Fig.  200). 

The  height  of  the  working  chamber  was  2  meters ;  its  plate-iron 
ceiling,  6  millimeters  thick,  was  sustained  by  lattice  beams  0.97  me- 
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ter  high,  united  to  the  caisson  walls  by  vertical  gnssets  terminated 
by  struts,  thus  consolidating  the  iron  plates.  Heavy  angle-iron 
beams,  placed  around  the  periphery,  which  were  in  turn  strength- 
ened by  outside  plates  22  by  2  centimeters,  stiffened  the  cutting  edge. 
The  sinking  was  accomplished  by  gradually  lowering  the  air  pres- 
sure when  the  pits  had  attained  the  required  depth. 


Fia.  201.— Elevation  of  an  iron  pier  of  the  Cubzac  bridge. 

All  the  piers  rested  on  limestone  except  the  fourth  (the  deepest), 
which  descended  29.20  meters  below  high-water  level  into  a  layer  of 
compact  gravel.  Under  the  pressure  of  three  atmospheres,  attaiiieil 
in  the  caisson  in  summer,  the  work  became  extremely  diflBcult  and 
even  dangerous  ;  the  lateral  pressures  were  so  intense  that  the  pier. 
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notwithstanding  its  weight,  remained  in  equilibrium  and  conld  not 
descend  more  than  3  or  4  centimeters,  even  by  suddenly  lowering 
the  air  pressure.  It  was  not  therefore  possible  to  go  down  4  meters 
further  to  the  rock  under  the  gravel  bank. 

The  iron  pier  supports  (Fig.  201)  are  anchored  in  the  masonry  by 
means  of  eight  iron  tie  rods  0.10  meter  in  diameter,  and  four  of  0.05 
meters,  bolted  under  a  flooring  of  iron  beams.  The  iron  framework 
consists  of  six  standards  united  by  struts  and  braces  and  surmounted 
by  a  coping  on  which  are  placed  the  supports  of  the  superstructure. 
The  bridge  is  anchored  upon  the  central  pier  and  provided  on  the 
other  piers  with  steel  expansion  trucks.  The  principal  girders  are 
braced  at  their  upper  parts  by  lattice  girders  0.58  pieter  in  height  ; 
at  their  lower  part  by  plate  iron  girders  carrying  the  stringers. 

The  horizontal  wind  bracing  is  obtained,  below,  by  the  plate-iron 
flooring  riveted  to  the  stringers  and  the  cross  girders;  above,  by  lat- 
tice bracing. 

(294)  The  Immching  was  effected  by  means  of  rollers  moved  by 
levers,  on  each  of  the  piers :  but,  on  account  of  the  great  length  of 
the  bridge,  this  operation  was  divided  into  two  parts,  forming  two 
fields  of  erection,  one  on  the  right  bank  and  the  other  on  the  left. 
The  same  staging  served  for  both  halves  of  the  roadway.  The 
erection  took  place  as  the  launching  went  forward,  and  the  junction 
of  the  two  halves  was  made  on  the  central  pier. 

The  weight  of  each  half  of  the  superstructure  was  1,700  tons,  and 
its  length  280  meters.  The  peculiarities  worthy  of  notice  in  this 
operation  are : 

The  application  of  supporting  rollers  with  double  oscillation,  di- 
viding equally  the  load  on  two  rollers  placed  under  the  two  webs  of 
the  double  beams. 

The  launching  levers  were  moved  by  means  of  a  steam  engine  set 
up  on  the  superstructure  for  the  last  spans. 

Buffers,  riveted  upon  the  heads  of  the  beams  on  the  piers,  were 
used  to  prevent  the  fall  of  the  superstructure  in  launching,  on  ac- 
count of  lateral  displacement  which  might  be  occasioned  by  tho 
winds  or  any  other  cause. 

The  first  two  spans  were  launched  by  hand  power.  The  launch- 
ing of  the  second  required  120  men ;  the  third  and  fourth  would 
have  required  at  least  from  250  to  300  men.  With  the  employment 
of  such  a  great  number  of  hands,  separated  from  each  other  by  a 
distance  of  75  meters,  the  operation  could  not  have  been  made  with 
perfect  uniformity,  and  the  total  effort  would  have  been  far  from 
corresponding  to  the  sum  of  the  partial  efforts.  To  obviate  this  dif- 
ficulty the  contractors  substituted  for  the  hand  levers  a  system  o{ 
traction  by  a  steam  engine  arranged  so  as  to  drive  simultaneously 
all  the  levers  requisite  for  the  operation. 
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(295)  Apparatus  with  a  universal  jointy  for  launching  by  steam.— 
This  system  consists  of  an  iron  frame  resting  at  its  central  part  on 
3,  steel  axle.*  This  axle  allows  the  frame  to  oscillate,  like  a  balance 
beam,  lengthwise  of  the  bridge.  The  frame  itself  carries  at  each  end 
Another  frame,  oscillating  transversely  and  carrying  independent 
rollers. 

The  lower  axle  of  the  principal  frame  allows  the  system  to  tip 
longitudinally,  and  thus  guarantees  the  constant  contact  of  the  two 
rollers  on  the  same  end  with  the  bottom  of  the  bridge. 

The  transverse  axles  allow  the  transverse  frame  to  tip  in  the  case 
of  a  difference  of  level  between  the  two  members  of  the  same  gir- 
der, and  thus  equalize  upon  the  four  rollers  the  load  supported  by 
the  apparatus. 

The  rollers  are  0.50  meter  in  diameter.  Each  apparatus  is  calcu- 
lated to  support  240  tons,  that  is,  60  on  each  roller. 

A  rachet  wheel  is  keyed  to  the  shaft  of  each  outer  roller,  and  the 
rollers  are  moved  by  long  levers  turning  freely  on  the  shafts  and 
carrying  pawls.  These  levers  are  united  transversely  by  braces,  and 
longitudinally  by  jointed  connecting  rods  to  which  bars  and  chains 
•are  attached.  Each  chain  passes  over  a  chain  pulley  at  the  over- 
hanging end  of  the  bridge,  and  thence  to  the  transverse  shaft  driven 
by  the  engine,  whence  it  is  wound  on  a  drum  placed  in  the  rear. 

A  friction  coupling  is  placed  on  the  motor  shaft,  to  interrupt  the 
forward  motion  of  the  levers  and  to  regulate  their  return,  which  is 
done  automatically  by  the  action  of  counterpoises. 

Each  of  these  counterpoises  is  formed  of  two  weights  suspended  a 
•certain  distance  from  each  other,  so  that  both  act  at  the  beginning  of 
the  returning  movement;  then,  as  the  levers  approach  the  vertical 
position,  the  resistance  diminishing,  the  first  counterpoise  rests  upon 
a  platform,  leaving  the  second  to  act  alone  until  in  its  turn  it  ceases 
to  act;  the  levers  then  having  passed  the  vertical  position,  their  own 
weight  suffices  to  bring  them  back.  A  cord  around  a  second  drum, 
keyed  to  the  same  shaft  as  the  first,  holds  a  counterpoise,  and  thus 
tightens  the  chain  after  each  oscillation  of  the  levers. 

This  system  of  launching  by  steam  was  perfectly  satisfactory, 
giving  a  regular  and  gentle  forward  movement  to  a  mass  weighing 
1,700  tons,  at  the  rate  of  6  inches  per  hour. 

Cost — The  total  cost  of  these  works  amounted  to  9,040,000  francs. 

The  plans  were  made  and  the  work  carried  out  by  MM.  Prompt 
and  Girard,  engineers. 

The  ironwork  was  constructed  and  the  superstructure  of  the  bridge 
launched  by  MM.  Lebrun,  Dayde'  and  Pilld 

*  A  horizontal  bar  rounded  on  the  top. 
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Chapter  XXVIII.— The  Crueize  Viaduct. 

(296)  The  Crueize  Viaduct  is  situated  on  the  line  from  Marvejol^ 
and  Neussargues  at  the  point  where  it  crosses  the  river  Crueize,  9 
kilometers  from  Marvejols  station.  It  consists  of  six  arches  of  25 
meters  span  and  has  a  total  length  of  218.80  meters.  The  maximum 
height  of  the  rails  above  the  lowest  point  of  the  valley  is  63.30 
meters.  It  is  founded  on  gneiss.  It  has  two  tracks,  and  its  width 
is  8  meters  between  the  parapets.  At  the  right  of  the  buttresses  of 
the  piers  this  width  is  10  meters.  The  arches  of  the  intrados  consist 
of  two  quarters  of  circles  having,  respectively,  12.915  and  12.085 
meters  radii.  This  arrangement  has  for  its  object  to  give  a  slight 
slope,  at  the  same  time  maintaining  the  level  of  the  springing  lines 
of  the  two  adjacent  arches.  This  mode  of  obtaining  the  slope  has 
the  advantage  of  bringing  the  resultant  of  the  pressures  toward  the 
center  of  the  pier. 

The  arches  are  1.30  meters  in  thickness  at  the  crown  and  2.60 
meters  at  the  joints  of  rupture.  The  spandrils  are  lightened  by  three 
longitudinal  archways  of  1.20  meters  span.  The  piers  have  on  all 
sides  a  batter  decreasing  gradually  from  the  base  to  the  top.  This- 
equalizes  the  pressure  upon  the  different  courses,  and  leaves  the- 
edges  continuous. 

At  the  same  time,  to  facilitate  the  laying  of  the  edge  stones,  a 
Series  of  right  lines  5  meters  long,  forming  an  inscribed  polygon  in 
the  theoretical  curve,  is  substituted  for  the  curve  itself,  the  curve 
corresponding  to  a  constant  pressure  upon  the  different  courses. 
This  substitution  is  not  observable  in  the  work  itself. 

The  buttresses  are  placed  against  the  piers  and  rise  just  to  the  top. 
They  are  2  meters  wide  at  the  springing  and  project  at  the  spandrel 
1  meter  at  the  level  of  the  plinth.  The  maximum  depth  of  the 
foundation  is  10  meters  and  the  mean  depth  6.50  meters.  The  mean 
pressures  per  square  centimeter  of  the  different  sections  of  the  piers 
are  from  8.20  to  10  kilograms.  The  use  of  cut  stone  is  limited  to 
the  coping. 

The  centers  were  sustained  by  a  double  row  of  rails  passing 
through  the  masonry  piers.  The  first  support,  carrying  the  foot  of 
the  rafters,  consisted  of  the  two  rails  ;  the  second,  placed  4  meters 
below,  was  formed  of  a  single  rail  upon  which  rested,  by  an  inter- 
vening plate,  the  braces  sustaining  the  principal  rafters.  The  cen- 
ters for  raising  were  placed  on  the  upper  flooring  of  the  service 
bridge  used  in  erecting  the  piers. 

The  total  cost  was  1,289, 893. -43  francs,  whch  gives  per  square 
meter  of  vertical  projection  in  sight,  the  foundations  not  included, 
165.80  francs. 

The  engineers  were  M.  Bauby,  engineer  in  chief,  and  M.  Boyer,. 
assistant. 
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Chapter  XXXIX.— Construction  of  the  Castelet,  the  An- 
toinette, AND  THE  LaVEUR  BrIDOES. 

(297)  These  bridges  have  single  arches  of  41.20,  50,  and  61.50  meters 
of  span,  respectively ;  the  first  erected  over  the  Ari^ge  at  Castelet,  the 
second  over  the  Agout  near  Vielmur,  the  third  at  Laveur. 

The  adoption  of  a  great  arch,  authorized  for  the  three  bridges  by 
the  incompressibility  of  the  foundation,  was  justified  at  Castelet  (Fig. 
202)  by  the  inclination  of  the  line  to  the  river  and  the  violence  of 
the  rapids  between  the  rocks,  in  a  bed  encumbered  with  blocks  and 
with  an  indefinite  depth. 

At  Vielmur,  50  meters,  by  the  depth  of  the  river  foundation,  8 
meters,  which  made  it  economical  to  build  a  great  arch,  founded 
directly  on  the  rock  (Fig.  203). 

Finally  at  Laveur,  61.50  meters,  where  the  foundations  were  facil- 
itated by  the  vicinity  of  a  fine  bridge  of  the  eighteenth  century  (Fig. 
204). 


Fio.        Elevation  of  the  Castelet  bridge. 


The  parapets,  spandrels,  and  head  bands  have  a  batter  of  one- 
thirtieth  for  Castelet  bridge  and  one  twenty-fifth  for  the  others. 
This  has  the  advantage  of  decreasing  the  stress  on  the  joints  of 
rupture  and  of  offering  greater  transverse  resistance. 

In  the  spandrel  of  the  great  arch  are  smaller  full-centered  arches, 
of  4.50  meters  span  for  the  Laveur,  and  of  4  meters  for  the  others. 
This  arrangement,  pleasing  in  appearance  when  the  openings  are 
properly  chosen,  has  succeeded  perfectly,  notwithstanding  the  theo- 
retical objection  arising  from  the  danger  of  distributing  the  loads 
in  isolated  zones,  and  the  practical  objection  of  the  tendency  to  fis- 
sures produced  near  the  springing  lines. 

At  Castelet  and  Antoinette  the  open  viaducts  continue  to  the  ex- 
treme abutments;  at  Laveur  they  rest  against  two  strong  pilasters, 
which  cast  heavy  shadows  and  stand  out  prominently  from  the 
neighboring  portions  of  the  work.  This  separation  has  been  accen- 
tuated by  lowering  the  level  of  the.  parapet  above  the  8-meter 
arches,  and  stopping  the  architrave  and  coping  of  the  great  arch  at 
the  pilasters. 
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The  extreme  abutments  are  reduced  by  containing  hollow  wells. 
The  principal  dimensions  of  the  great  arches  are  as  follows: 


Span  

Rise  

RadJus  of  the  intrados  above  uatiiral  srroiuid  

Thickness  of  keystone  

At  springing  lines  

At  joint  80«  with  the  horizon  

Width: 

Between  the  parapets  

At  the  keystone  

At  the  joint  80°    

At  the  foundation  . . .  r  

Ratio  between  the  solid  and  hollow  portions  above  ground. 


Masonry . 


Total  cost  . 


Castelet. 

 - 

Antoinette. 

Laveur. 

Meters. 



Meterg, 

Meters. 

50 

61.50 

u 

15.90 

27.50 

•88.30 

tai 

tsi.ao 

1.85 

1.50 

1.65 

8.88S 

8.86 

2.81 

5.65 

4.50 

4.50 

6.876 

4.986 

4.80 

7.016 



6.048 

7.909 

6.98 

7-an> 

8.96 

2. 18 

1.95 

Cu.  metera. 

Cu.  meters,  Cu.  meters. 

1,547.28 

2,40a 

6.618.67 

Franca. 

Francs. 

FYanfS. 

807,000 

284,000 

485,000 

♦  On  186«  85'  15.' 


tOn99«>48'M" 


t  On  148«>  6'  54" 


(298)  Centers — Bolsters  and  Sheathing. — A  sheathing  .025  met^r 
thick,  on  which  is  drawn  the  position  of  all  the  voussoirs,  is  nailed 
upon  the  bolsters  10  by  14,  spaced  from  the  key  to  the  springing 
line,  from  25  to  50  centimeters  for  the  Castelet;  from  30  to  45  centi- 
meters for.  the  Antoinette,  and  from  21  to  45  centimeters  for  the  La- 
veur bridge. 

Trusses. — Each  center  consists  of  five  trusses,  the  end  ones  being- 
slightly  heavier;  each  truss  consists  of  two  stories  resting  one  on  the 
other  by  means  of  nine  files  of  sand  boxes. 

The  back  pieces  are  triple  in  the  Castelet  (Fig.  205),  double  in  the 
Antoinette  (Fig.  206),  and  single  in  the  Laveur  bridge  (Fig.  207). 
Theyare  supported  by  radial  struts  (except  in  the  Antoinette  bridge, 
where  the  river  sup2)orts  could  not  be  numerous,  the  alternate  struts 
are  radial,  and  the  intermediate  ones  are  rejjlaced  by  two)  equally 
inclined  to  the  soffit,  forming  a  fan-shaped  frame. 

At  the  Castelet  and  Antoinette  bridges  the  fan  (back  pieces,  struts, 
and  the  beam)  rest  directly  on  the  sand  boxes.  At  the  Laveur  bridge, 
on  account  of  theheiglit,  another  story  has  been  introduced,  consist- 
ing of  vertical  king-posts  and  diagonal-struts,  forming  a  series  of 
triangles  whose  vertices  support  the  sticks  of  the  fan. 

(299)  Portion  below  the  sand  boxes.— At  Castelet  (Fig.  205)  the 
upper  portion  is  supported  by  two  double  rafters  inclined  to  the  liori- 
zon  by  the  angles  43°,  19'',  and  O""  formed  of  pieces  held  by  straps* 
and  also  by  an  iron  tie  rod.  The  lower  rafters  rest  freely  on  sheets 
of  lead  laid  upon  oak  sleepers  built  into  a  masonry  apron. 
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At  Laveur  (Fig.  207)  the  center  rests  on  nine  supports,  three  of 
which  are  double,  united  by  bridle  pieces  forming  seven  files  of  piles, 
two  of  which  serve  as  wave  breakers  and  wind  braces. 

At  Antoinette  (Fig.  206)  there  are  only  four  supports,  for,  both 
of  the  centers  resting  on  piles,  the  rocky  bottom  would  not  permit 
of  their  being  driven  in  the  usuaV  way.  Holes  from  1.50  to  2  meters 
in  depth  were  made  in  the  bottom,  slightly  exceeding  the  diameter 
of  the  pile.  The  pile  was  cut  off  flat  and  protected  by  sheet  iron 
against  crushing.  The  holes  were  cleared  by  divers,  the  piles 
lowered  and  held  by  cement,  and  when  necessary  by  wooden  wedges. 

This  system,  which  was  necessary  on  account  of  the  nature  of  the 
bottom,  was  much  more  expensive  than  ordinary  piling,  but  it  was 
justified  by  the  very  slight  settlement  observed  in  the  arch. 

(300)  Construction  of  the  arch — Castelet — The  arch  was  constructed 
of  two  rings  (Fig.  207  A).  The  thickness  of  the  first  ring  was,  from 
60  to  40  degrees  (maximum),  1  meter ;  from  40  to  20  degrees  (mean), 
0.75  meter;  from  20  degrees  to  the  keystone  (minimum),  0.50  meter. 
Upon  the  heads  only  a  single  row  of  voussoirs  was  placed.  The 
first  ring  was  divided  into  six  portions  by  wooden  frames  of  two 

Laveur  Bridgb.— Suppobts  fob  the  youssoibb  of  thk  orkat  ▲bch  durino  kbectiok. 


kinds  (Figs.  208  and  209),  thus  forming  six  great  monolith  vous- 
soirs, the  joints  of  which  were  not  keyed  until  the  ring  had  been 
completed. 

The  keyed  joints  were  firmly  calked  with  powdered  mortar.  The 
second  ring  was  made  in  four  portions,  and  there  were  for  the  two 
rings  eight  keyings. 

The  arch  was  constructed  in  forty-two  days  of  effective  work. 
The  settlements  were,  on  the  center,  53  millimeters ;  on  removing 
the  center,  sixty  days  aft^r  the  second  ring  had  been  keyed,  2.0^ 
millimeters. 

(301)  For  the  Laveur  bridge  (Fig.  207  A). — The  first  ring  was 
divided  into  fourteen  portions  or  monoliths ;  the  second  into  six,  and 
the  third  into  four,  having  in  all  twenty-three  keyings.  The  arch 
was  constructed  in  eighty-two  days  of  effective  work.    The  settle- 


FiG.  308.— Support  for  the  first  ring. 


Fio.  S09.— Support  for  the  second  and  third  rings. 
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ments  oa  the  center  were,  on  the  downstream  head  16.76  millime- 
ters, on  the  upstream  head  20.07  millimeters,  and  after  striking  the 
center,  one  hundred  and  thirty  days  from  the  time  the  third  ring 
was  keyed,  0.62  millimeter. 

(302)  For  the  Antoinette  bridge, — In  the  first  ring  there  were 
twelve  monoliths ;  inthesecondeight,  and  in  the  third  four;  twenty- 
three  keyings  for  the  three  rings. 

The  arch  was  constructed  in  forty-four  and  one-half  days  of  effect- 
ive work.  The  settlements  were,  on  the  center  0.13  meter,  after 
striking  the  center,  a  few  days  after  keying  the  third  ring,  0.6  milli- 
meter. 

I  am  indebted  to  M.  S^journ^e's  article  (Annales  des  Fonts  et 
Chauss^es,  sixth  series,  vol.  12)  for  the  drawing  of  the  centers,  fig- 
ures 205-209,  and  information  respecting  the  erection  of  the  three 
bridges. 

Chapter  XL.— The  CArbt  Bridge. 

(303)  The  C^ret  bridge  is  situated  near  a  city  of  the  same  name 
on  the  Tech.  It  consists  of  a  great  arch  of  45  meters  span  connect- 
ing two  viaducts.    (Fig.  210). 

The  adoption  of  a  great  arch,  made  possible  by  the  solid  ground 
on  the  banks,  was  justified  by  the  necessity  of  avoiding  the  difficult 
and  expensive  foundations  in  the  bed  of  a  deep  river  exposed  to 
heavy  freshets. 

The  spandrels  of  the  great  arch  are  hollow,  consisting  of  a  viaduct 
of  full  centered  arches  of  3  meters  span,  carried  along  to  two  strong 
pilasters  which  form  prominent  features  of  the  bridge.  They  are 
still  further  marked  by  having  a  stone  parapet  above  the  great  arch, 
while  that  above  and  beyond  the  pilasters  is  of  cast  iron. 

The  spandrels  and  head  band  of  the  arch  have  a  batter  of  tV« 
The  arch  and  pilasters  rest  on  a  projecting  base  capped  with  cut 
stone. 

The  width  of  the  bridge  between  the  parapets  is  4.62  meters,  and 
the  thickness  of  the  great  arch  at  the  crown  1.40  meters. 

The  head  band  is  of  hewn  stones  of  large  dimensions;  the  thick- 
ness of  the  voussoirs  of  the  arch  is  about  0.42  meter. 

The  stones  of  the  head  band  and  those  of  the  soffit  are  in  rustic 
work,  projecting  0. 10  meter  from  the  spandrel.  The  head  bands  of 
the  little  arches  are  roughly  dressed  and  flush  with  the  spandrel 
face. 

The  soffit  is  entirely  of  knotted  ashlar,  of  the  same  width  as  the 
voussoirs  of  the  head  band,  i,  e.,  from  0.60  to  0.90  meter  in  depth 
and  0.60  meter  long.    This  is  one  of  the  characteristics  of  the  arch. 

There  is  a  hydraulic  mortar  capping  0.10  meter  thick  over  the 
extrados,  which  is  also  covered  with  one  of  asphalt,  with  gargoyles 
for  drainage. 
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The  filling  consists  of  a  layer  of  sand  0.10  meter  thick  covered 
with  gravel. 

The  plinth,  0.40  meter  thick,  projecting  0.45  meter  from  the  face 
of  the  spandrels,  is  sustained  by  a  series  of  modillions  which  requires 
an  appreciable  reduction  in  the  width  of  the  work  under  the  plinth. 

Similarly  the  thickness  of  the  parapet  has  been  reduced  to  a  mini- 
mum 0.20  meter  above  the  grand  arch. 

At  intervals,  pilasters  reenf  orce  the  parapet.  The  stone  is  granite; 
the  greatest  pressure  is,  at  the  keystone,  27  kilograms  per  square 
centimeter.   On  the  foundation  it  is  14.20  kilograms. 

(304)  Centers.— The  center  of  the  great  arch  consisted  of  four 
trusses  1.35  meters  apart,  formed  of  a  fixed  portion  below  the  sand 
boxes,  and  a  movable  one  above  them.  The  fixed  portion  consisted 
of  seven  uprights  supporting  the  sill,  on  which  the  boxes  rested,  and 
braced  together  with  bridle  pieces  lengthwise  and  crosswise.  Three 
of  these  uprights  rested  on  framework  supported  by  piles  driven  into 
the  bed  of  the  river.  The  pressures  of  the  three  others  were  borne 
by  shores  set  at  45  degrees  with  the  same  support. 

The  movable  portion  consisted  of  a  series  of  back  pieces  resting 
on  the  uprights  placed  at  the  right  of  the  sand  boxes.  Struts  like 
the  sticks  of  a  fan  resisted  the  flexure  of  the  back  pieces;  a  hori- 
zontal sill  united  the  feet  of  all  the  uprights  and  rested  on  the  sand 
boxes.  The  bolsters  were  on  the  back  pieces  and  a  sheathing  0.025 
meter  thick  covered  them. 

The  fourth  back  piece  from  the  keystone  placed  below  the  general 
level  of  the  sand  boxes  was  supported  by  a  secondary  movable  truss 
resting  on  two  sand  boxes  corresponding  to  the  angle  o7°  30'  from 
the  point  where  the  voussoirs  began  to  rest  on  the  center. 

The  sand  boxes  rested  on  the  sill  by  means  of  stringers.  These 
boxes  were  protected  from  humidity  by  means  of  a  pine  box  filled 
with  plaster,  the  upper  layer  of  which  had  been  set. 

The  uprights  of  the  movable  truss  were  bolted  to  the  back  pieces 
by  means  of  iron  gussets  0.003  meter  thick. 

The  center  contained  362  cubic  meters  of  wood;  the  iron  weighed 
5,482  kilograms.    The  cost  was  41,635  francs. 

The  great  arch  was  built  in  its  entire  thickness  up  to  the  angle  67 
degrees  from  the  keystone. 

The  first  nine  courses  which  did  not  rest  on  the  center,  were  built 
with  a  templet,  or  form,  upon  which  the  position  of  each  course  was 
marked. 

Above  the  angle  of  60  degrees  the  arch  was  erected  in  double 
rings,  each  in  four  blocks.  The  lowest  block  rested  on  three  courses, 
having  their  joints  filled  with  sheets  of  lead  0.02  meter  thick  and 
having  a  space  of  0.10  meter  between  the  edges  of  the  sheets  and 
those  of  the  stones. 

The  upper  block  was  supported  by  joists  uniting  the  tricuigular 
frames  bolted  upon  the  back  pieces. 
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The  four  blocks  were  built  simultaneously.  The  key  block  was 
loaded  to  22  degrees  as  soon  as  the  block  starting  from  60  degrees 
had  attained  45  degrees. 


They  keyed  the  joints  at  60  degrees,  taking  out  as  much  as  pos- 
sible of  the  lead.    The  empty  joints  were  filled  with  cement  mortar 
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nearly  dry,  and  driven  in  with  mallets;  the  thickness,  on  account  of 
the  pressure,  being  reduced  from  0.02  to  0.01  meter.  • 

The  second  ring  was  also  constructed  in  four  blocks  limited  by  the 
same  angles  as  the  first. 

The  center  was  struck  two  months  after  the  second  ring  had  been 
keyed. 

There  was  no  apparent  motion  of  the  arch. 
Cost — The  cost  was  712^775.49  francs. 

The  plans  were  made  by  M.  Velzey ,  under  the  direction  of  M.  Tastre, 
chief  engineer. 

Chapter  XLI.— The  crossing  of  the  Garonne  at  Marmande.— 
The  use  of  masonry  caissons. 

(305)  The  railroad  from  Marmande  to  Casteljaloux  crosses  the 
frequently  submerged  plain  of  the  Garonne,  for  a  length  of  4,500 
meters,  which  was  covered  in  the  flood  of  June,  1875,  to  a  depth  of 
from  2  to  4.50  meters.    The  plan  (Fig.  211)  shows  the  principal  bed 


Fio.  211.— Plan  of  the  submersible  plain  of  the  G^aronne  near  Marmande. 


of  the  Garonne  with  the  dikes.  The  dike  on  the  left  hand,  which 
afiPects  particularly  the  railroad,  gives  way  ordinarily  at  A  and  at  R 
The  breach  at  B  does  not  give  rise  to  strong  currents,  for  the  mass 
of  water  which  fills  the  space  above  the  railroad  between  the  G^a- 
ronne  and  the  lateral  canal  forms  a  buffer.  On  the  contrary,  the 
breach  at  A  occasions  strong  currents  which  fall  directly  on  the 
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railroad.  Great  openings  have  been  made  for  the  disposal  of  this 
portion,  amounting  in  all  to  5,080  cubic  meters  ;  the  maximum  dis- 
charge (freshet,  1875)  was  estimated  at  10,000  cubic  meters  per  second. 


In  order  to  leave  more  free  space  under  these  works,  for  floating 
bodies,  and  to  present  to  the  flowing  water,  washing  the  side  slopes, 
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a  greater  obstacle,  the  level  of  the  rails  has  been  raised  in  the  part 
most  exposed  to  the  strong  current,  the  force  of  the  current  dimin- 
ishing from  the  Garonne  to  the  canal.  The  profile  lengthwise  is  a 
series  of  piers  united  by  slopes  of  0.004  meters.  The  soil  consists  of 
10  meters  of  alluvial  deposit  covering  a  very  heavy  compact  clay 
marl  (upper  tertiary).  The  foundations  of  all  the  important  works 
are  built  1  meter  at  least  into  the  marl;  the  Garonne  bridge  is  built 
in  4  meters.  Masonry  work  was  built  under  the  three  highest  piers 
of  the  longitudinal  section,  at  slight  expense.  Iron  was  used  under 
the  lowest  pier.  The  Garonne  bridge  consists  of  four  ^-meter  ellip- 
tic arches  of  5  meters  rise ;  five  elliptic  arches  of  56  me1>ers  span  and 
10  meters  rise,  sixteen  20-meter  elliptic  arches  of  5  meters  rise.  The 
two  viaducts  at  the  end  have  arches  of  26  meters  span  and  6.25  me- 
ters of  rise,  one  of  four,  and  the  other  of  six  arches.    (Fig.  212). 

The  two  elliptic  isolated  arches  are  of  20  meters  span  and  5  meters 
rise.  The  two  iron  superstructures  are  33  meters  span.  The  foun- 
dations of  the  36-meter  arches  were  made  by  the  uso  of  compressed 
air,  with  iron  caissons.  The  foundations  of  the  20-meter  arches  were 
made  by  the  same  system,  part  with  ordinary  iron  working  cham- 
bers, and  part  with  masonry  working  chambers  mounted  on  curbs. 
An  abutment  was  founded  upon  a  curb  of  a  rectangular  form,  this 
form  never  having  previously  been  employed.  The  curb  was  joined 
to  the  masonry  by  iron  tie-rods  4.50  meters  long  imbedded  in  the 
masonry.  For  filling,  bdton  has  given  the  best  results;  in  every 
case  the  filling  is  terminated  by  pouring  in  cement. 

(306)  The  foundations  of  twenty  such  works  were  made  by  means 
of  masonry  working  chambers,  but  of  a  form  slightly  different  from 
those  previously  employed.    (Figs.  213-219). 

First,  the  bases  of  all  the  foundations  were  elliptical.  (Fig.  215). 
The  base  was  somewhat  strengthened. 

Second,  the  angle  irons  of  the  brackets  were  arranged  with  exte- 
rior wings,  and  the  curbs  were  filled  with  brick  masonry  which  gave 
them  a  great  solidity.    (Fig.  216). 

Third,  the  working  chamber  of  an  ogival  form  consists  of  cement 
masonry  1  meter  thick.  The  method  of  making  these  twenty  foun- 
dations was  as  follows : 

A  pier  of  about  6  meters  in  height  was  constructed,  including  the 
exterior  mastics,  leaving  the  masonry  and  mastics  to  set  for  a  month 
at  least  before  sinking.    (Fig.  217). 

They  then  proceeded  to  sink  this  first  part.  (Fig.  218).  When 
this  was  at  the  bottom  they  constructed  the  rest  of  the  masonry 
and  waited  a  month  again  to  make  sure  of  the  setting.  They  then 
began  with  compressed  air.  (Fig.  219).  Only  a  single  severe  acci- 
dent was  the  sudden  fall  of  1.70  meters  of  the  foundation  in  going 
through  a  layer  of  movable  gravel.  To  prevent  the  recurrence  of  a 
similar  fall  during  the  period  of  work,  they  made,  when  traversing 
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dangerous  layers,  sudden  changes  of  pressure  every  six  hours.  All 
the  arches  were  constructed  in  rings,  leaving  the  joint  of  rupture  on 
the  center  (as  these  centers  were  very  strong  they  did  not  key  the 
joints  of  rupture  until  after  the  second  ring  had  been  finished). 


MaBONBT  0AI880N8  UBIO  IN  CONSTRUCTIKa  TBB  FOUNDATIONS  OF  THK  TIADUOTS  BUHVT  TO  CBOflS  THX 
SUBMEUSmUB  PLAIN  OF  THB  QJLRONNS. 


Fig.  218.— Wer  during  the  procees  of  sinking.  Pro.  219.— Pier  completely  sunlf. 


The  centers  of  the  20-meter  arches  were  struck  twenty  days  after 
they  were  keyed.    Those  of  36  meters,  forty  days  after. 

(307)  The  cost  of  the  substructure  for  the  crossing  of  the  Ga- 
ronne plain  amounts  to  3,895,950.21  francs  for  a  length  of  4,338  me- 
ters, i.      898,000  francs  per  kilometer. 

The  inspectors-general  were  MM.  Croizette-Desnoyers,  Vemis,  De 
la  Tournerie,  and  Renoust  des  Orgeries;  the  chief  engineers,  MM. 
Faraguet,  Chardard,  Pugens,  and  Pettit ;  the  engineers,  Bernadeau, 
S^journ^,  and  Quibert. 
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Chapter  XLII.— Oloron  Bridge  upon  the  Gave  d'Oloron 
Railway  from  Pau  to  Oloron. 

(308)  The  bed  of  the  Gave  d'Oloron,  at  the  point  where  it  is  crossed 
by  the  railroad  from  .Pan  to  Oloron,  is  confined  between  two  banks 
from  15  to  18  meters  high  and  has  a  width  which  varies  from  25  me- 
ters at  low  water  to  52  meters  in  freshets.  Freshets  attain  the 
height  of  5.49  meters,  with  a  velocity  of  4.50  meters  per  second.  The 
bottom  of  the  bed  is  formed  of  schistose  rocks  mixed  with  banks 
of  marl  under  a  thin  layer  of  sand  and  gravel.  The  difficulty  of 
crossing  the  town  of  Oloron  in  a  cut  of  123,000  cubic  meters,  and  of 
establishing  a  station  of  8  hectares  of  surface  at  the  end  of  the  bridge, 
required  that  the  rails  should  be  placed  23.04  meters  above  low 
water.  The  marble  quarries  in  the  vicinity  offered  excellent  ma- 
terials for  the  construction.  These  considerations  led  to  the  cross- 
ing of  the  river  with  a  single  arch  of  40  meters  span,  which  allowed 
the  foundation  of  the  supports  to  be  made  almost  without  a  coffer- 
dam, in  an  impermeable  soil.  The  total  length,  including  the  abut- 
ments, is  88. 70  meters.  The  width  between  the  parapets  is  10  meters. 
The  two  abutments  of  the  great  arch  are  opened  by  full  centered 
arches  of  9.20  meters  span.    (Fig.  220). 

The  head  bands  of  the  great  arch  have  the  same  dimensions  as  the 
arch  itself,  1.30  meters  at  the  keystone  and  2.60  meters  at  the  joints 
at  30  degrees.  The  extrados  curve  is  the  arc  of  a  circle  determined 
by  these  three  points.    Its  radius  is  24. 15  meters. 

The  arch  rests  against  two  strong  cut-stone  pilasters,  tangent  to 
the  intrados  curve  near  the  springing  line.  These  pilasters  project 
0.30  meter  from  the  surface  of  the  spandrels  under  the  plinth  and 
have  a  batter  of  0.05  per  meter.  The  spandrels,  on  the  contrary,  are 
vertical  and  made  of  masonry,  like  the  intrados  and  the  surfaces  of 
the  abutments. 

To  reenforce  slightly  the  arch  at  the  joint  of  rupture  the  extrados 
is  limited  by  a  tangent  to  the  arc  of  a  circle  above  defijied,  drawn  at 
the  extremity  of  the  joint  at  45  degrees. 

The  mean  pressure  on  the  keystone  is  11.31  kilograms  per  square 
centimeter.  The  mean  pressure  on  the  joint  of  rupture  is  12.46  kilo- 
grams. A  longitudinal  arch  of  1.50  meters,  with  two  arches  of  1.65 
meters  opening,  sustained  by  pillars  0.90  meter  wide  at  the  springing 
lines,  are  placed  above  the  spandrel  of  the  arch.  The  maximum 
height  of  these  pillars  is  9.01  meters,  and  their  thickness  at  the  base 
1.20  meters.  They  are  united  between  them  by  two  stories  of  arches 
0.50  meter  wide.  The  end  abutments  are  15.30  meters  high  on  the 
right  bank  and  11.50  meters  on  the  left. 

The  center  of  the  great  arch  was  built  on  two  temporary  masonry 
piers  2  meters  thick,  25  meters  apart,  and  upon  two  wooden  piers 
placed  against  the  abutment.    The  rapidity  of  the  current  and  the 
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rocky  bottom  would  have  rendered  the  establishment  of  intermedi- 
ate points  of  support  difficult  and  costly. 


The  center  consisted  of  five  stiff  trusses,  1.84  meters  apart,  and 
two  head  trusses  situated  at  a  distance  from  the  first  of  1.17  meters. 
Tliis  arrangement  was  required  by  the  necessity  of  immediately  con- 
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structing  the  portion  of  the  arch  next  to  the  head  band,  on  account 
of  the  upper  voussoirs  being  single  stones  1.30  meters  long,  while 
the  body  of  the  arch  for  a  length  of  8.30  meters  was  made  in  two 
rings,  each  having  half  the  thickness  of  the  arch. 

The  center  rested  on  sixty  sand  boxes,  with  cast-iron  pistons. 
The  center  was  set  up  by  means  of  a  very  light  temporary  bridge 
upon  the  courses  below  the  great  bridle  pieces. 

Up  to  the  joints  of  30  degrees  the  arch  was  constructed  along  its 
whole  thickness,  then  the  center  was  loaded  with  a  weight  equal  to 
one-third  of  the  weight  of  the  first  ring,  which  had  a  thickness  of 
1.30  meters  at  the  30-degree  joints  and  0.65  meter  at  the  keystone. 
It  was  keyed  in  a  single  point  at  the  crown. 

The  second  ring  was  constructed  from  the  springing  line  and 
keyed  like  tl\e  first.  The  center  was  struck  fifty-nine  days  after  the 
second  ring  had  been  keyed.  The  settling  was  only  0.003  meter. 
The  settlement  on  the  center  had  been  0.03  meter. 

The  total  cost  was  467,793.46  francs,  that  is,  4,579.17  per  running 
meter. 

The  Oloron  bridge  was  projected  and  the  work  was  executed  under 
the  direction  of  MM.  Croizette-Desnoyers  and  Vernis,  general  in- 
spectors of  roads  and  bridges,  by  M.  Lemoyne,  chief  engineer,  and 
La  Riviere,  Maurer,  and  Biraben,  assistant  engineers. 

Chapter  XLIII.— The  Gravona  Bridge. 

(309)  The  Gravona  bridge  is  situated  on  the  railroad  from  Ajac- 
cio  to  Corte,  about  15  kilometers  from  Ajaccio.  The  river  Gravona^ 
which  takes  its  rise  in  the  high  mountains  in  the  center  of  the  island, 
is  frequently  exposed  to  freshets,  which  attain  in  this  place,  where 
the  bed  is  particularly  narrow,  a  maximum  height  of  9.53  meters. 
These  special  conditions  require  the  avoidance  of  any  obstacle  what- 
ever to  the  current,  and  that  the  river  shall  be  crossed  without  any 
support  in  its  bed.  The  abundance  of  granite  in  the  vicinity  allowed 
the  work  to  be  built  of  masonry.  It  consists  of  a  single  circular 
arch.  43. 53  meters  span,  1 6. 80  meters  rise,  and  22. 50  meters  radius.  It 
is  founded  on  the  compact  granite  which  comes  down  to  the  water's 
edge.  The  bridge  (Fig.  221)  has  a  single  track,  and  its  width  be- 
tween the  parapets  is  4.10  meters. 

The  arch  has  a  thickness  of  1.40  meters  at  the  keystone.  The  ra- 
dius of  the  extrados  is  27  meters,  and  it  has  at  the  joint  of  rupture  a 
thickness  of  2.80  meters.  It  is  covered  with  a  layer  of  hydraulic 
mortar  0.10  meter  thick. 

The  spandrels  are  in  a  vertical  plane ;  they  are  prolonged  back 
from  the  abutments  to  the  natural  soil  by  wing  walls  projecting  0.45 
meter  from  the  spandrel  and  having  an  exterior  batter  of  0.04  meter. 
The  interior  filling  in  this  work  between  the  spandrels  is  by  means 
of  stones  carefully  arranged  by  hand.    The  work  is  surmounted  by 
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a  plinth  0.40  meter  high  and  projecting  0.45  meter  from  the  span- 
drel wall.  This  plinth  is  formed  of  two  courses,  and  rests  upon  a 
series  of  brackets.  On  the  plinth  there  is  a  full  masonry  parapet. 
The  entire  work  is  constructed  of  granite  masonry  from  the  neigh- 


boring quarries.  The  arch  is  of  cut  stone  1.40  meters  thick  at  the 
keystone.  The  granite  material  used  in  the  arch  may  be  considered 
as  resisting  a  load  of  600  kilograms  per  square  centimeter.  The 
pressures  are:  at  the  key,  26. GO  kilograms;  at  the  joint  of  rupture, 
31.80  kilograms;  and  upon  the  foundation,  14  kilograms. 
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The  impossibility  of  establishing  with  security  points  of  support 
in  the  river  required  the  construction  of  a  special  kind  of  center- 
A  provisional  mass  of  masonry  was  therefore  raised  on  each  bank 
upon  which  was  established  the  center  supports,  having  a  maximum 
span  reduced  to  29.63  meters.  For  raising  the  center  a  suspension 
bridge  was  employed  made  of  two  cables,  whose  extremities  were 
made  fast  to  solid  frames  embedded  in  a  coffer  covered  with  riprap. 
The  transverse  girders  were  formed  of  beams  attached  to  the  chain 
by  ropes,  and  upon  these  beams  a  planking  supported  a  light  rail- 
road carrying  the  materials.  The  flooring  of  this  bridge  was  7  me- 
ters below  the  intrados  at  the  key.  The  arch  was  constructed  in  two 
successive  rings  from  the  joint  at  45  degrees,  corresponding  nearly 
with  the  angle  of  sliding.  The  termination  of  the  arch  was  effected 
on  the  1st  of  August,  1884. 

The  center  was  struck  almost  automatically  on  account  of  the 
progressive  contraction  of  the  wood  under  the  action  of  heat. 

The  apparent  elasticity  of  the  arch  at  the  moment  of  placing  the 
keystone  of  the  second  course  seemed  to  indicate  that  the  center 
already  had  slightly  settled  from  the  arch.  Thirty  days  after  the 
keying  the  center  had  settled  several  centimeters.  No  settling  took 
place  in  the  arch. 

The  cost  was  119,000  francs,  that  is,  83  francs  per  square  meter  of 
elevation. 

The  projects  were  prepared  and  the  works  executed  under  the 
direction  of  MM.  Delestrac  and  Buffet,  general  inspectors,  by  MM. 
Gay,  Dubois,  and  Margerid,  chief  engineers,  and  MM.  Descubes  and 
Fonan,  assistants. 
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Chapter  XLIV.— Specimens  or  iron  construction  in  Paris. 

(310)  The  great  retail  store  of  M.  Jaluzot^  called  Magazins  du 
Printemps,  destroyed  by  fire  in  1881,  has  been  rebuilt  by  M.  Sedilld, 
architect,  with  the  assistance  of  eminent  engineers,  both  for  the 
foundation  and  the  iron  framework. 

The  ground  has  an  area  of  3,000  square  meters,  and  it  was  re- 
quired to  make  an  available  floor  space  of  21,000  square  meters  and 
have  the  whole  well  lighted  from  the  top  and  sides. 

These  requirements  precluded  the  use  of  walls,  either  within  the 
building  or  on  the  outside. 

The  floorings  of  the  various  stories,  many  of  which  were  to  hold 
heavy  goods,  were  required  to  be  especially  strong,  and  the  loads  to 
be  placed  in  the  upper  portions  of  the  building  made  it  necessary  for 
the  architect  to  adopt  iron  as  the  material  for  the  construction  of 
the  pillars,  and  to  employ  stone  simply  for  decorative  purposes ;  for 
ordinary  hard  stone  supports  a  pressure  of  about  30  kilograms  per 
square  centimeter,  while  iron  will  support  from  600  to  800. 

Now,  the  load  on  some  of  the  pillars  from  7  to  8  meters  apart  was 
350,000  kilograms,  which  would  have  required  stone  pillars  more 
than  a  meter  square ;  hence  iron  pillars  were  adopted. 

Again,  the  establishment  of  heavy  piers  on  isolated  spots  required 
the  foundations  to  be  made  by  sinking  pits  in  various  parts  of  the 
ground ;  but  the  soil  consisted  of  fine  sand  mixed  with  water  and 
clay. 

(311)  Three  borings,  made  to  the  depth  of  35  meters,  96  meters, 
and  53  meters,  respectively,  produced  a  flow  of  2,400  cubic  meters  of 
water  per  day.  At  a  depth  of  2  meters  the  soil  was  sand  and  gravel 
which  showed  a  density  sufficient  to  support  a  load  of  from  6  to  8 
kilograms  per  square  centimeter. 

It  was  therefore  determined  to  sink  cylindrical  pits  from  2.50  or 
3  meters  in  diameter  to  the  depth  of  2  meters,  the  maximum  load 
being  360,000  kilograms  and  the  minimum  250,000. 

H.  Ex,  :410— VOL  lii  51  801 
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(312)  It  now  remained  to  determine  how  these  pits  should  be  sunk. 
It  would  be  dangerous  to  use  the  ordinary  cofferdams  from  which, 
the  water  is  pumped  out  and  bdton  run  in.  Such  a  process,  by  re- 
moving the  very  abundant  supply  of  surface  water,  would  cause 
the  settling  of  the  surface  sand,  would  break  up  the  soil,  and  en- 
danger the  foundations  of  the  surrounding  structures.   For  this 


Via.  222.— Transverse  section  of  the  apparatus  used  for  the  pneumatic  foundadons.  A,  B,  founda- 
tion caiBBon ;  a  plate-iron  cylinder.  0,  D,  E,  F,  movable  plate-iron  belL  G,  plate-iron  deck  on  whicli 
the  excavation  spoil  is  heaped  to  balance  the  under  pressure  within  the  caisson.  K,  entrance  for 
workmen,  and  opening  for  the  removal  of  the  excavation  spoil.  L,  air-lock  door  giving  access  to  tlie 
caisson.  M,  inlet  pipe  for  the  compressed  air.  N,  movable  pipe  for  the  introduction  of  the  b^too. 

reason  the  architect  adopted  the  method  of  sinking  them  by  com- 
pressed air,  and  employed  this  process  for  the  first  time  in  making 
foundations  in  the  city  of  Paris. 

(313)  M.  Zschokke,  who  has  made  a  specialty  of  river  and  harbor 
work  was  called  to  make  these  foundations,  whiqh  he  did  with  great 
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rapidity.  For  each  foundation  of  a  pier  a  cylindrical  caisson  AB 
(Fig.  222)  was  employed,  from  2.50  to  3  meters  in  diameter  and  2 
meters  high,  made  of  plate  iron  4  millimeters  thick,  strengthened 
above  with  two  circular  angle  irons  60  by  60,  and  at  the  lower  part, 
by  plate  iron,  200  by  10  millimeters,  forming  the  cutting  edge.  This 
caisson  was  to  pass  through  the  layer  of  water.  It  is  surmounted  by 
two  conical  f  rustrums,  EF  and  QH,  both  of  iron  and  united  by  an 
iron  bell,  CD,  which  is  bolted  to  the  upper  belt  of  the  caisson.  These 
two  upper  cones,  one  interior,  QH,  inclined  at  30  degrees,  the  other 
exterior,  EF,  at  60  degrees,  formed  the  air  lock  necessary  for  the 
process.  They  are  each  furnished  with  a  door  communicating  with 
the  interior  of  the  lock  at  K,  and  from  the  interior  of  the  lock  to  the 
interior  of  the  caisson  at  L.  Stopcocks  serve  to  equalize  the  pres- 
sure between  the  two  without  being  obliged  to  open  the  doors.  At 
the  upper  part  there  is  a  winch  to  raise  the  buckets. 

An  India  rubber  pipe  70  millimeters  in  diameter  which  passes 
through  the  two  cones  furnishes  the  compressed  air,  at  0.5  atmos- 
phere, from  an  air  compressor.  This  air  forces  back  the  water  and 
allows  the  workmen  to  work  freely  in  the  interior  of  the  caisson 
which  slowly  descends.  The  excavation  spoil  raised  in  the  caisson 
is  thrown  out  upon  QH,  and  thus  gives  the  caisson  an  increasing 
load  necessary  to  balance  the  under  pressure  of  the  compressed  air, 
beside  the  resistance  due  to  the  friction  of  the  ground  against  the 
iron  wall.  Before  running  in  the  b^ton  the  excavation  spoil  is 
thrown  oflF,  being  compensated  by  the  weight  of  the  apparatus.  The 
introduction  of  the  bdton  is  made  through  the  movable  tube  N,  fixed 
to  the  upper  part  of  the  cone  EF,  by  means  of  successive  lockages. 
As  it  is  introduced  it  is  well  rammed,  and  when  it  arrives  at  the  de- 
sired level  for  laying  the  stone  blocks  the  supply  of  compressed  air 
is  kept  up  for  several  hours,  to  prevent  the  water  from  rising,  and  to 
allow  the  hydraulic  mortar  time  to  set.  This  done,  it  only  remains 
to  take  away  the  double  cone  forming  the  air  lock,  and  to  remove  it 
to  another  caisson.  Twenty- four  hours  sufl&ce  to  make  the  complete 
foundation  of  a  pit  2.50  meters  in  diameter;  ten  hours  for  sinking 
and  excavating,  and  fourteen  hours  for  running  in  and  ramming 
the  b^ton. 

Finally,  to  avoid  the  heating  resulting  from  the  compression  of 
the  air,  a  continuous  jet  of  spray  was  introduced.  These  diflFerent 
operations  terminated,  the  cones  were  taken  away,  leaving  in  the 
foundation  the  metallic  caisson  which  enveloped  the  cylindrical  col- 
umn of  bdton  and  added  to  its  resistance. 

Thus  the  foundation  of  the  forty-six  iron  pillars  in  the  interior  of 
the  Printemps  were  laid.  In  like  manner  the  stone  pillars  of  the 
exterior  facades,  and  the  grand  vestibule  or  hall  were  made. 

The  loads  which  these  foundations  had  to  bear  varied  from  230  to 
350  tons.    For  this  reason,  at  certain  points  heavily  loaded,  the 
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diameter  of  the  foundation  was  made  3  meters  instead  of  2.50,  the 
diameter  adopted  for  most  of  the  other  caissons. 

(314)  Foundations  for  the  steam  engines. — The  fise  of  dynamo- 
electric  machines  for  lighting  the  new  edifice  requires  a  Corliss  st^m 
engine  of  500  horse  power,  and  it  was  necessary  to  take  special  pre- 
cautions in  making  the  foundations  for  it.  Accordingly,  the  archi- 
tect decided  on  the  construction  of  an  iron  caisson  12,75  meters  long, 
4  meters  wide,  2  meters  high,  and  0.006  meter  thick,  to  lay  the  foun- 
dations below  the  sheet  of  water  by  means  of  compressed  air.  This 
was  successfully  accomplished  and  filled  with  a  mass  of  b^ton  1.20 
meters  high.  On  this  mass  stones  of  enormous  size  were  placed  to 
receive  the  supports  for  the  four  principal  shafts. 

(315)  Iron  work, — What  was  required  in  the  new  store  was  space 
and  light.  By  increasing  the  number  of  stories  upon  the  ground  of 
3,000  meters,  an  area  of  21,000  meters  of  flooring  was  easily  obtained. 


TRAMSVBIISI  SaCTIONB  OF  THC 


r  -I  f 

r 


or  THS  Maoazin  du  Primtbicps. 

u.-Joo  ^ 


Fxo.  828.— Exterior.  L  Least  loaded. 


Fio.  2M.-Iiiterior.  n.  Least  kMded. 


"1  f 

u  - 

•  • 

Fio.  2S6.— Interior,  m.  Most  loaded. 

As  to  the  light,  it  had  to  be  obtained  through  the  sides,  and  through 
the  glazed  roof  of  the  central  nave.  Consequently  there  must  be  no 
interior  wall  and  no  exterior  wall  around  the  edifice,  but  simply 
isolated  iron  pillars  of  as  small  a  number  as  possible. 

(316)  The  contract  for  the  iron  work  of  this  important  construction 
was  given  to  Baudet,  Donon  &  Co.,  whose  reputation  and  great 
workshops  were  a  guarantee  of  rapid  construction.  To  determine 
the  resistance  of  these  pillars  the  section  of  which  was  fixed  at  50 
centimeters  on  each  side,  in  order  to  leave  the  necessary  spaces  for 
the  conduits,  it  was  necessary  to  take  account  of  the  exact  loads 
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which  the  pillars  would  have  to  support.  These  loads  are  of  two 
kinds,  the  dead  load  and  the  rolling  or  accidental  load. 

The  dead  load  is  composed  of  the  weight  of  all  the  parts  of  the 
construction  which  form  the  flooring.  The  multiplicity  of  stories  of 
small  heights  rendered  it  important  to  diminish  as  much  as  possible 
the  thickness  of  the  flooring.  The  architect  obtained  this  result  by 
using  for  floor  timbers  the  smallest  specimen  of  double  T-iron  girders 
in  use,  that  is  to  say,  T  of  80  millimeters,  with  a  span  not  exceeding 
2  meters.  The  tilling  was  formed  of  hollow  brick  laid  in  plaster  upon 
iron  beams  14  millimeters  thick.  For  the  calculations,  the  dead 
load  upon  the  flooring  was  estimated  at  280  kilograms  per  square 
meter;  the  accidental,  or  live  load,  at  520  kilograms. 

The  loads  on  the  different  floorings  being  thus  determined,  the 
sections  of  the  pillars  were  calculated  by  considering  them  as  built 
in  at  each  story,  on  account  of  the  beams  being  strongly  fastened  to 
their  brackets.    The  loads  may  be  thus  described: 

Kilograms. 

First.  Upper  flooring  of  the  cellar   1,200 

Second.  Of  the  ground  floor   800 

Third.  Mezzanine  story   800 

Fourth.  First  story   800 

Fifth.  Second  story   800 

Sixth.  Third  story   800 

Seventh.  Flooring  above  the  third  story   500 

Eighth.  Roof  truss   800 

Ninth.  Pillars,  etc   600 

Total  per  square  meter  6, 600 

(317)  These  pillars,  loaded  according  to  their  position,  may  be 
divided  into  three  classes: 

First.  Pillar  on  the  perimeter  (Pig.  223). 

Second.  Pillar  on  the  interior  least  loaded  (Fig  224). 

Third.  Pillar  on  the  interior  most  loaded  (Fig.  225). 

I.  Surface  to  be  carried,  7.80  by  3  J20  meters,  —  25  square  meters.    25  by  6,600  — 
165,000  kilograms. 

Web  450  by  12  square  milimeters. .  5,400 

4  plates  500  by  12  do  24,000 

4  Angle  irons,  100  and  100,  by  12  ...do   9,600 

4  Angle  irons,  80  and  80,  by  10  do   6,400 

Total   46,400 

Load  per  square  millimeter  =-  3.6  kilograms  to  resist  crushing. 

45400 

2S0000 

n.  For  an  interior  pillar  least  loaded  —  3.87  kilograms. 

m.  For  the  meet  heavily  loaded         •  —  3.85  kilograms. 

For  the  short  double  T  beams  R  (load  per  square  millimeter) «  6.3  kHograms. 
For  the  longest  beams  R  Qoad  per  square  millimeter)  —  6.7  kilograms. 
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Strength  of  the  pillars  to  resist  rupture  by  flexure  for  cases  I,  II, 
and  III,  calling  the  height  of  the  pillar  in  the  cellar  3  meters,  and 

its  width  0.5,  we  have  by  Love's  formula,  1.55+0.0005       Y=-  1.668; 


I.  R  —  8.6  by  1.568  —  5.75  kilogranis  per  square  millimeteh 
II.  R  —  8.87  by  1.568  —  6.07  kilograms  per  square  millimeter, 
ni.  R  — i  8.85  by  1.568  —  6.08  kilograms  per  square  millimeter. 

PI.  XI  shows  the  frame  work  in  construction,  and  exhibits  the 
form  and  arrangement  of  the  pillars  and  floor  beams. 

Acknowledgment. — I  wish  to  express  my  indebtedness  to  Messrs. 
Sedill^  and  Baudet  for  explanations  and  documents. 


(318)  The  investigations  of  M.  Eiflfel  upon  high  iron  piers  for 
railroad  viaducts  like  that  at  Qarabit,  led  him  to  consider  that  such 
piers  might  be  erected  to  a  height  very  much  greater  than  they  had 
yet  attained. 

The  principal  difficulty  hitherto  found  in  the  erection  of  high  iron 
piers  is,  that,  generally,  a  system  of  heavy  lattice  bracing  is  placed 
on  their  faces  to  resist  the  action  of  the  wind;  as  the  pier  is  in- 
creased in  height  the  base  also  increases,  and  this  lattice  bracing, 
on  account  of  its  great  length,  becomes  of  imaginary  rather  than 
real  utility. 

There  is,  therefore,  great  advantage  in  dispensing  entirely  with 
these  large  and  heavy  accessory  pieces,  and  giving  to  the  pier  such 
a  form  that  all  the  shearing  stresses  shall  be  concentrated  in  its 
edges,  these  being  reduced  to  four  great  columns  united  simply  by 
widely  separated  horizontal  bands. 

Imbued  with  these  ideas,  M.  Eiflfel  made  the  calculations  for  a 
great  pier  120  meters  high  and  40  broad  at  the  base. 

These  researches  finally  led  to  the  studies  for  a  tower  attaining  a 
height  of  300  meters. 

The  project  for  such  a  tower  was  carefully  prepared  by  MM.  ITou- 
guier  and  Koechlin,  engineers  of  the  Eiflfel  Company,  and  M.  Sau- 
vestre,  architect.  It  was  brought  before  the  French  Society  of  Civil 
Engineers  by  M.  Eiflfel,  and  thus  summarily  described. 

(319)  Description  of  the  proposed  tower. — The  frame  work  con- 
sists essentially  of  four  uprights,  forming  the  edges  of  a  pyramid 
with  curved  faces;  each  upright  has  a  square  section  decreasing 
from  the  base  to  the  top,  and  forms  a  curved  lattice  caisson  15  meters 
square  at  the  base  and  5  at  the  top. 

The  uprights  are  100  meters  apart  from  center  to  center  at  the 
base,  and  are  firmly  anchored  in  a  solid  mass  of  masonry. 

At  the  first  story,  70  meters  above  the  ground,  the  uprights  are 
united  by  a  gallery  15  meters  wide  running  from  pier  to  pier  around 
the  whole  construction,  and  having  an  area  of  4,200  square  meters. 


hence. 


Chapter  XLV.— The  Eiffel  Tower. 
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At  the  second  story  there  is  a  platform  30  meters  square.  At  top, 
a  cupola,  and  a  balcony  with  an  area  of  250  square  meters.  At  the 
lower  part  of  the  tower  an  imposing  arch  of  80  meters  span  and 
60  rise  is  placed  in  each  face,  which,  by  its  broad  open-work  head 
band  and  its  ornamented  and  variously  colored  spandrel,  forms  the 
principal  decorative  feature. 

(320)  Strength  and  stability  of  the  tower;  force  of  the  wind. — The 
force  or  pressure  of  the  wind  may  be  decomposed  as  follows  : 

Suppose  for  an  instant  that  we  have  in  one  face  of  a  pier  (Fig. 
226)  a  simple  lattice  forming  a  surface  resisting  the  shearing  stresses 
of  the  wind ;  let  the  horizontal  components  of  these  stresses  be  P', 
P",  P",  F'\ 

To  calculate  the  stress  in  the  three  pieces  cut  by  any  plane  M  N,  it 
is  sufficient  to  determine  the  resultant  P  of  all  the  exterior  forces 
acting  above  this  section,  and  to  decompose  this  resultant  into  three 
forces  passing  through  the  pieces  cut. 

If  the  form  of  this  system  is  such  that  for  each  horizonal  section 
M  N,  the  two  uprights  Oa  and  Ob  intersect  on  P,  the  effort  on  the 
lattice  bar  C  D  is  nothing,  and  it  may  be  dispensed  with.  The  ap- 
plication of  this  principle  constitutes  one  of  the  peculiarities  of  M. 
Eiffel's  system.  It  is  therefore  evident  that  the  direction  of  each 
element  of  the  uprights  follows  the  direction  of  a  curve  traced  upon 
the  chart  (Fig.  227),  and  in  reality  this  exterior  curve  of  the  tower 
is  no  other  than  the  curve  of  the  moments  of  flexure  due  to  the 
wind. 

(321)  Hypotheses  in  reference  to  the  pressure  of  the  wind. — The 
xmcertainty  of  the  effects  of  the  wind,  and  the  data  to  be  adopted 
both  as  to  the  intensity  and  the  amount  of  surface  struck,  requires 
the  adoption  of  particularly  prudent  hypotheses. 

With  regard  to  the  intensity  of  the  pressure  of  the  wind  two  sup- 
positions have  been  made.  The  first  assumed  the  wind  to  act  on  the 
tower  with  a  constant  pressure  of  300  kilograms  per  square  meter; 
the  second,  that  the  intensity  increased  uniformly  from  200  kilograms 
at  the  base  to  400  at  the  top. 

(322)  As  to  the  surface  struck,  it  was  assumed,  notwithstanding  its 
apparent  exaggeration,  that  the  upper  half  of  the  tower  should  be 
treated  as  if  the  lattice  work  were  replaced  by  closed  surfaces;  that 
upon  the  intermediate  part,  where  the  open  spaces  are  much  greater, 
each  anterior  face  should  be  reckoned  four  times  the  real  surface  of 
the  iron;  below  (the  gallery  of  the  first  story  and  the  upper  por- 
tions of  the  arches)  the  anterior  surfaces  should  be  counted  full ; 
finally,  at  the  base  of  the  tower,  the  uprights  should  be  counted  as 
full  and  struck  with  twice  the  force  of  the  wind. 

These  hypotheses  are  more  unfavorable  than  those  usually  adopted 
for  viaducts. 

With  these  surfaces  the  calculations  have  been  made  under  both 
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hypotheses  of  the  intensity  of  the  wind,  and  the  results  given  in  the 
annexed  chart  (Fig.  227)  show  that  the  two  funicular  polygons  thus 
obtained  are  nearly  identical.  In  the  hypotheses  of  the  uniform 
wind  of  300  kilograms  per  square  meter  upon  the  whole  tower,  the 
horizontal  effort  upon  the  whole  construction  is  3,284  tons,  and  its 
point  of  application  is  situated  92. 30  meters  above  the  masonry  base. 
The  overturning  moment  is  Mi=  3,284  X  92.30  =  303,150  ton-meters. 

(323)  As  to  the  moment  of  stability,  the  weight  of  the  construc- 
tion is  as  follows: 

Tons. 

Metal  4,800 

Rubble  flooring   1,650 

Sundries   50 

Total  6,500 

The  base  of  the  tower  being  100  meters,  the  moment  of  stability 

100 

M,  =  G,500  X  -Y^  =  325,000  ton-meters,  which  is  greater  than  M,. 

4i 

(324)  In  the  second  hypotheses,  i.  e.,  the  wind  varying  in  intensity 
from  200  to  400  kilograms  per  square  meter,  the  total  horizontal  effort 
is  only  2,874.4  tons,  but  its  point  of  application  rises  to  107  meters 
above  the  masonry  base.  The  overturning  moment  in  this  case  is 
Mj  =  2,874.4x  107  =  307,562  ton-meters.  This  is  very  nearly  the  same 
as  M.,  and  is  still  below  M.. 

(325)  Anchorage, — The  stability  is  still  further  augmented  by 
anchoring  each  of  the  four  standards  of  an  upright  to  the  massive 
base  by  means  of  iron  ties  embedded  in  a  mass  of  masonry  sufiKcient 
to  double  the  coefficient  of  safety.    (Figs.  232  and  233). 

(326)  Deflection. — If  we  take  Claudel's  designation  of  winds  given 
below,  the  calculated  deflection  will  be  as  follows  : 


Designation  of  the  wind. 

/ 

Velocity 
per  second. 

Pressure 
per  square 
meter. 

Deflection. 

Meten. 

KUm, 

Meten. 

10 

18.54 

0.068 

12 

19.60 

.055 

15 

80.47 

.086 

Gale  

90 

54.16 

.158 

24 

78.00 

.221 

(327)  Resistance  of  the  tower  against  the  wind. — First  case,  wind 
300  kilograms  pressure  from  base  to  top.  Second  case,  wind  increas- 
ing uniformly  from  200  at  the  base  to  400  at  the  top. 
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No.  of 
the  ele- 
ments. 


Top. 
1 
8 
3 
4 
5 
6 
7 
8 


Height  of 
the  ele- 
ments of 
surface. 


Meters. 
76.0 
64.6 
18.5 
11.6 
80.0 
7.0 
42.0 
41.6 


800.0 


Surface  of 
the  ele- 
ments. 


Sq.  meter. 

950 
1,064 

688 

891 
1,286 

860 
8,008 
8,861 


First  case  of  the  wind. 

Second  case  of  the  wind. 

Pressure 
per  square 
meter. 

Total 
pressure. 

I*res8ure 
per  square 
meter. 

Total 
pressure. 

Kilos. 

Kilos. 

Kilos. 

Kilos. 

800 

286,000 

876 

856,260 

800 

819,900 

828 

848,992 

174,900 

800 

174,900 

300 

117,800 

290 

118,890 

800 

870,800 

874 

388,664 

800 

106,000 

268 

92,880 

800 

900,900 

842 

726,726 

800 

1,008,900 

216 

728,616 

8,284,100 

8,874.417 

(328)  Determination  of  the  stresses  in  the  uprights. — The  prolon- 
gation of  the  section  A  B  meets  the  axis  at  O,  the  point  of  application 
of  the  resultant  of  the  forces  1,  2, 3,  4,  5.  We  may  therefore  decom- 
pose this  force  of  1,267,200  kilograms  in  the  direction  of  the  uprights, 

which  gives  for  each  of  them  a  stress  of  ^^^^^  kilograms. 

The  stress  in  the  lower  part  of  the  uprights  is  ^"^^^^^  kilograms, 

3000000 

The  stress  in  the  upper  part  of  the  uprights  is  — ^ —  kilograms. 

(329)  Calculation  of  the  section  of  the  base  of  the  uprights. — Total 
weight  on  the  foundations,  6,500,000*  kilograms.  Overturning  mo- 
ment, 303,150,120. 

Load  on  the  base  of  an  upright  from  its  own  weight — 

=  1,625,000  kilograms. 

Load  on  the  base  of  an  upright  due  to  the  effect  of  the  wind — 

303,150.120  ... 
^^^^^-^-  1,515,750. 

Total  loads,  3,140,750  kilograms. 

Section  of  a  standard  at  its  base,  80,148  square  millimeters. 
Section  of  an  upright  =  80,148  by  4  =  320,592  square  millimeters. 

Load  per  square  millimeter  =  ^^^^^  =  9.8  kilograms  per  square 

millimeter. 

M,  =  303,150,120  the  overturning  moment,  first  case. 
M,  =  307,562,619  the  overturning  moment,  second  case. 

CONSTRUCTION  OP  THE  EIFFEL  TOWER. 

(330)  The  idea  of  a  tower  300  meters  high  is  not  a  new  one.  In 
1833  the  celebrated  English  engineer  Trevithick  proposed  to  erect  a 

*Thi8  refers  to  the  first  project ;  the  weight  of  the  metal  in  the  actual  structure 
i8  7,800,000. 
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cast-iron  tower  1,000  feet  high,  100  feet  in  diameter  at  the  base,  and 
12  feet  at  the  top.    But  this  work  was  never  begun. 

On  the  occasion  of  the  Centennial  celebration  in  1876  Messrs. 
Clarke,  Reeves  &  Co.  proposed  to  construct  at  Philadelphia  a 
wrought-iron  tower  1,000  feet  high,  and  150  feet  at  the  base. 

In  1881  M.  S^illot  proposed  the  erection  of  a  tower  300  meters 
high  to  light  Paris  electrically,  but  this  plan  was  never  adopted. 

(331)  Situation, — It  was  finally  decided  that  the  tower  should  be 
built  on  the  Champs  de  Mars  in  front  of  the  Jena  bridge,  M.  Eiffel 
receiving  a  subsidy  of  1,500,000  francs  and  the  tower  to  revert  to 
the  city  of  Paris  after  a  lapse  of  twenty  years,  M.  Eiffel  and  his  rep- 
resentatives having  the  income  derived  from  the  tower  up  to  that 
date. 


Fio.  8Sa— General  pUn  of  the  foundations  of  the  Eiffel  tower. 

(332)  Foundations. — The  base  of  the  tower  consists  of  four  piers 
which  bear  the  names  of  the  four  cardinal  points,  the  two  next  the 
Seine  being  the  north  and  west,  the  others  being  east  and  south. 

It  was  absolutely  essential  that  the  piers  should  be  erected  on  firm 
ground  and  so  careful  soundings  were  made  to  determine  its  nature. 

(333)  Soundings, — A  great  number  of  borings  in  the  Champs  de 
Mars  showed  the  strata  to  be  arranged  as  shown  in  Fig.  229,  that 
is,  the  lower  layer  consists  of  a  bed  of  plastic  clay  resting  on  the 
chalk  formation  and  capable  of  supporting  3  to  4  kilograms  per 
square  centimeter. 

This  clay  bed  slopes  slightly  from  the  Ecole  Militaire  toward  the 
Seine,  and  underlies  a  bank  of  compact  sand  and  gravel,  a  good  ma- 
terial for  foundations. 
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Fig.  228  shows  the  general  plan  of  the  foundations.  For  the  two 
piers,  No.  2  and  3,  the  made  ground  was  7  meters  above  the  level  of 
the  Seine,  and  below  that  level  there  was  a  bed  of  gravel  6  meters 
thick  affording  favorable  conditions  for  an  excellent  foundation ;  the 
piers  were  accordingly  built  upon  a  layer  of  cement  concrete  2  me- 
ters thick.    (Fig.  232  and  Plate  XIII). 


Limestone. 

Fio.  229.— Longitudinal  section  of  the  Champ  de  Mars  through  the  axes  of  piers  1  and  2. 


(334)  Use  of  compressed  air. — The  other  two  piers,  Nos.  1  and  4,. 
were  differently  founded. 

The  bed  of  sand  and  gravel  occurred  at  the  level  22  (above  sea 
level),  that  is,  5  meters  below  the  level  of  the  Seine  (27),  and  it  was 
overlaid  by  soft  alluvial  deposits  from  the  river. 


Seine 
level. 


Fio.  280.— Longitudinal  and  transverse  sections  of  the  iron  caissons. 

In  order  to  make  sure,  a  preliminary  bell  or  caisson  1.50  meters 
in  diameter  (Fig.  222)  was  sunk  in  the  center  of  each  pier,  and  it 
was  ascertained  that,  below  the  sand  and  gravel,  sand,  ferruginous 
sandstone,  and  a  bank  of  chloride  of  calcium  were  found  at  the  bot- 
tom of  a  depression  washed  out  of  the  plastic  clay. 

There  was  no  diflSculty,  therefore,  in  making  the  foundations  by 
using  compressed  air  with  four  iron  caissons  15  meters  long  and  6 
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Eiffel  Tower. 


Fio.  231.— View  of  a  caisson  for  making  the  foundations  of  the  Eiffel  Tower  by  means  of  com- 
pressed air.   Section  showing  the  underground  work  and  the  shafts  for  the  men  and  the  materia'B. 
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meters  wide  for  each  pier,  and  sunk  5  meters  below  the  level  of  the 
river. 

Figs.  230  and  231  show  the  arrangement  and  dimensions  of  one 
of  these  caissons,  and  Plate  XII  shows  all  four  caissons  of  one  of  the 
piers,  in  the  process  of  sinking. 

(335)  Description  of  the  ironwork, — Each  of  the  four  uprights  of 
the  tower  is  a  huge  frame  15  meters  square  whose  edges  transmit 
the  pressure  to  the  ground  by  masses  of  masonry  placed  under 
each;  there  are  four  of  these  masses  for  each  pier.  The  top  of  each 
of  the  masses,  which  takes  the  thrust,  is  at  right  angles  to  the  direc- 
tion of  the  edges  of  the  upright;  the  mass  itself  is  pyramidal  in 
form,  having  its  vertical  face  in  front  and  its  oblique  face  behind. 
Its  dimensions  are  so  calculated  as  to  bring  the  resultant  of  the 
oblique  pressures  to  a  point  very  near  the  center  of  the  foundation. 

This  oblique  pressure  amounts  to  5G5  tons  without  that  of  the 
wind,  and  875  with  that  of  the  wind. 

(336)  Details  of  the  foundation. — Upon  the  bottom  of  piers  Nos. 
1  and  4,  L  6'.,  at  a  depth  of  14  meters,  the  vertical  pressure  is  3,320 
tons  with  the  wind ;  this,  spread  over  a  surface  of  90  square  meters, 
gives  a  load  of  3.7  kilograms  per  square  centimeter. 

Upon  piers  2  and  3  the  pressure  on  the  ground  at  a  depth  of  9  me- 
ters is  1,970  tons,  which,  spread  over  a  surface  of  60  square  meters, 
gives  a  pressure  of  3.3  kilograms  per  square  centimeter. 

The  masses  of  concrete  are  10  meters  long  by  6  meters  wide,  ar- 
ranged as  in  Fig.  232.  The  concrete  is  made  of  250  kilograms  of 
Boulogne  cement  for  each  cubic  meter  of  sand.  The  masonry  is  of 
Souppes  stone  set  in  the  sand  cement.  The  use  of  cement  was 
requisite  for  attaining  a  rapid  setting,  thus  avoiding  any  settling. 

At  the  center  of  each  mass  two  great  anchor  bolts  7.80  meters  long 
and  0.10  meter  in  diameter  are  imbedded,  which,  by  means  of  two 
iron  I  bars  and  anchorage  plates,  hold  on  to  the  principal  portion  of 
the  masonry  (Fig.  233). 

This  anchorage,  not  necessary  for  the  stability  of  the  tower,  which 
is  maintained  by  its  own  weight,  gives  an  excess  of  security  against 
overturning,  and,  moreover,  it  was  utilized  in  the  erection  of  the 
oblique  standards. 

The  masonry,  subjected  to  a  load  of  from  4  to  5  kilograms  per 
square  millimeter,  is  capped  by4;wo  courses  of  cut  stone  from  Chateau 
Landon,  having  a  resistance  of  1,235  kilograms  per  square  centime- 
ter. The  pressure  under  the  iron  shoes  is  not  more  than  30  kilo- 
grams per  square  centimeter,  hence  the  coeflScient  of  safety  is  40. 

It  may  be  seen  from  these  figures,  and  from  the  materials  selected, 
that  the  foundations  have  been  so  laid  that  there  can  be  no  doubt  as 
to  their  perfect  security. 

Besides  the  separate  foundations  for  each  standard  there  is  a  ma- 
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.sonry  base,  carrying  no  load,  but  designed  to  support  the  metal 
moldings  which  decorate  the  pedestal  of  the  uprights. 

The  walls  which  carry  this  pedestal  are  laid  on  arches  and  form  a 
.  square  26  meters  on  a  side,  the  whole  of  the  substructure  being  filleii 
with  earth  except  those  piers  in  which  chambers  are  reserved  for  the 
elevator  engines  and  boilers  (PL  XIII). 

(337)  The  two  lightning  conductors  for  each  pier  are  carried  down 
in  cast-iron  pipes  0.50  meter  in  diameter  and  18  meters  long,  which 


Fio.  282.— Plan,  and  section  along  A  B,  of  pier  Na  1. 

are  sunk  below  the  water-bearing  stratum  and  are  in  direct  com- 
munication with  the  ironwork  of  the  tower. 

(338)  T}ie  hydraulic  jack  of  800  tons, — Before  describing  the  erec- 
tion of  the  tower  it  may  not  be  out  of  place  to  give  an  account  of 
the  powerful  hydraulic  jack  used  to  adjust  the  heavy  standards. 

To  be  perfectly  sure  that  the  four  supports  of  the  tower  shall  he 
in  exactly  the  same  horizontal  plane,  a  space  has  been  provided  un- 
der each  of  the  shoes  of  a  standard  in  which  a  hydraulic  jack  of  SOO 
tons  power  could  be  placed  so  as  to  raise  or  lower  any  upright  in  the 
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structure  for  the  insertion  of  steel  strips  or  wedges  between  the  bed- 
plate and  the  shoe.  Figure  237  shows  the  jack  in  section,  and  fig- 
ure 238  taken  from  La  Nature,  shows  it  in  operation.    The  cyl- 


Fio.  288.— Anchorage  of  the  foimdations.  Details :  showing  one  of  the  cylindrical  base  plates  8.16 
by  .86  meters  (weighing  5J  tons)  for  supporting  the  cylindrical  flanged  shoe,  0.912  meter  in  diameter 
bolted  to  the  standard.  An  800-ton  hydraulic  jack  is  placed  in  the  hollow  space  below  the  shoe,  for 
raising  and  supporting  the  standard  (see  p.  821).  Steel  strips  or  wedges  are  inserted  between  the  up- 
per rim  of  the  base  plate  and  the  flange  of  the  shoe,  to  keep  the  standard  at  the  proper  height. 

inder  is  of  wrought  iron  95  millimeters  thick  and  the  piston  is  430 
millimeters  in  diameter. 
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(339)  Erection  of  (he  first  story.— By  the  end  of  June,  1887,  the 
foundations  were  completed  and  the  erection  of  the  ironwork  began. 
The  lower  parts  of  the  columns  were  erected  by  braced  shears  22  me- 


ters high,  in  the  form  of  the  letter  A.  They  were  made  of  timber 
and  provided  with  a  pulley  at  the  top,  over  which  a  chain  passed  to 
a  winch  on  the  ground  (Fig.  234). 
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The  sections  of  the  standards,  in  the  form  of  caissons  0.80  meter 
square,  weighing  from  2,500  to  3,000  kilograms  each,  were  success- 
fully placed  on  each  other  and  joined,  first  by  pins,  then  by  bolts. 
After  the  sections  came  the  latticework  and  braces  uniting  the  por- 
tions of  the  standards  already  erected,  fixing  them  in  their  relative 
positions  and  consolidating  the  whole  structure. 

Behind  the  gangs,  of  adjusters  came  the  riveters,  who  removed 
the  bolts  and  replaced  them  by  rivets  driven  hot,  forming  the  per- 
manent junction  between  the  pieces.  When  the  structure  had 
reached  the  height  of  15  meters,  the  shears  were  replaced  by  special 
cranes.  The  inclination  of  the  standards  naturally  tended  to  over- 
set them,  but  this  tendency  would  not  be  effective  until  a  height 
computed  to  be  30  meters  was  reached;  so  that  up  to  this  height  the 
standards  could  be  erected,  so  far  as  their  stability  was  concerned, 
just  as  if  they  were  vertical.  Besides  the  calculated  theoretical 
security,  there  was  that  resulting  from  the  anchorage,  which  was 
more  than  sufficient  in  this  case  to  prevent  any  movement. 

The  erection  proceeded  steadily  until  the  height  of  30  meters  was 
reached.  The  weight  of  the  pieces  already  placed  in  position  ex- 
ceeded 1,450  tons. 

(340)  Erecting  scaffoldings. — To  continue  the  erection,  wooden 
scaffoldings  30  meters  high  were  built  on  piles,  and  planted  so  as  to 
sustain  at  their  tops  the  three  interior  standards  of  each  pier.  At 
the  top  of  each  scaffolding  was  a  strong  platform  on  which  were 
placed  sand  boxes  such  as  are  used  on  the  centering  of  arched 
bridges. 

Accessory  brackets,  which  were  afterwards  removed,  were  at- 
tached to  the  standards,  their  horizontal  faces  resting  on  the  sand 
boxes,  thus  forming  the  support  of  the  iron  pier  on  the  wooden 
scaffolding.  This  support  once  obtained,  the  work  of  erection  went 
on  up  to  the  level  of  the  first  story  of  the  tower. 

The  sand  boxes  afforded  a  means  of  rectification  in  case  of  any 
deviation  of  the  structure  from  its  true  position.  If  the  column  re- 
quired to  be  lowered  a  little,  some  of  the  sand  could  be  run  out,  and 
the  iron  work  then  sank  to  the  desired  position.  If,  on  the  contrary, 
the  column  had  to  be  raised,  it  was  easily  done  by  hydraulic  jacks 
placed  on  the  platform  beside  the  sand  boxes,  and  acting  against  the 
temporary  bracket.  In  this  way  the  work  was  under  perfect  con- 
trol. 

In  the  construction  of  the  twelve  scaffoldings  just  described,  600 
cubic  meters  of  wood  were  used,  and  the  erection  was  continued  to 
a  height  of  50  meters.  At  this  level  the  horizontal  girders  were 
laid,  uniting  the  four  piers  and  forming  the  first  story. 

The  special  cranes  which  were  used  had  a  range  of  12  meters;  this 
was  sufiicient  to  be  within  reach  of  the  four  standards.  The  cranes 
had  a  power  of  4  tons  each,  and  were  worked  upon  the  inclined 
girders  forming  the  guides  for  the  elevators. 
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When  the  piers  had  attained  a  height  of  55  meters  the  first  great 
belt  of  horizontal  girders  was  put  in,  running  from  pier  to  pier. 
These  girders,  7.50  meters  high  and  weighing  70  tons  each,  were  so 
constructed  as  to  adapt  them  to  the  inclined  faces  of  the  converging 
columns.  These  conditions,  in  addition  to  the  great  height  at  which 
they  were  to  he  placed,  rendered  it  necessary  to  erect  for  this  purpose 
a  new  scaffolding  45  meters  high,  with  a  platform  25  meters  long. 
Four  such  scaffoldings  were  erected,  one  for  each  face  of  the  tower. 

The  central  parts  of  each  of  the  horizontal  girders  were  hoisted 
and  riveted  on  these  scaflfoldings;  the  adjacent  portions  were  then 
added  to  the  right  and  left  so  as  to  unite  the  four  piers,  the  opera- 
tion being  carried  on  simultaneously  for  all  four  faces. 

Plate  XIV  is  a  near  view  of  this  scaffolding  and  its  superimposed 
girder.  When  these  girders  were  joined  together  they  formed  a 
strong  horizontal  frame  which  took  the  thrusts  due  to  the  obliquity 
of  the  four  piers. 

(341)  The  erecting  cranes. — We  shall  now  describe  the  construction 
of  the  erecting  crane  above  alluded  to.  Up  to  a  distance  of  15  meters 
the  pieces  were  raised  by  shears  and  winches,  but  when  that  height 
had  been  reached  the  following  special  crane  was  devised  by  MM. 
Guyenet  and  Eiflfel,  which  is  thus  described  by  M.  Nansouty:  It 
consists  (Fig.  235)  of  a  long  jib,  turning  on  a  pivot  mounted  on  a 
frame  having  the  form  of  a  triangular  pyramid  upside  down.  The 
pivot  is  placed  in  the  axis  of  the  pyramid,  with  the  pivot  step  at  the 
apex.  The  base  of  the  pyramid  is  the  operating  platform,  and  one 
of  the  sides  of  this  base  is  connected  to  a  frame  formed  of  two  lon- 
gitudinal and  two  transverse  beams.  This  last  frame  supports  the 
whole  weight,  and  transmits  it  to  the  inclined  elevator  guides  which 
were  erected  with  the  piers.  The  flanges  of  these  guides  are  pierced 
with  holes  at  equal  distances.  Similar  holes  are  bored  in  the  longi- 
tudinal beams  of  the  frame  carrying  the  crane;  by  means  of  these 
holes  the  two  are  bolted  together. 

(342)  Method  of  raising  the  crane, — When  all  the  pieces  within  the 
range  of  the  crane  had  been  raised  and  riveted  together,  it  was 
necessary  to  raise  the  crane  in  its  turn ;  this  was  accomplished  thus : 
A  strong  iron  beam,  through  the  center  of  which  passed  a  large 
screw,  is  bolted  horizontally  upon  the  guides  at  about  2.50  meters 
above  the  crane  frame.  The  screw  passes  through  the  frame,  and  is 
secured  by  a  nut.  Now  if  the  bolts  are  withdrawn  from  the  frame 
and  the  guides,  the  crane  will  hang  from  the  iron  beam  suspended 
by  the  screw.  By  turning  the  nut,  the  frame  slowly  ascends  to  its 
new  position,  the  bolts  are  replaced,  and  the  work  goes  on.  When 
the  crane  is  again  to  be  raised  (supposing  the  nut  to  be  near  the  end 
of  its  course)  the  crossbar  is  detached,  carried  up,  again  bolted  to 
the  guides,  the  screw  put  in,  and  the  process  is  repeated. 

Two  jacks  were  placed  under  the  frame  in  case  of  the  rupture  of 
the  principal  screw. 
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Another  peculiarity  of  this  crane  is  the  mechanism  by  which  the 
range  is  changed.    This  is  effected  as  follows 

The  ties  of  the  jib  are  attached  to  an  axle  mounted  on  rollers  and 
moving  vertically  on  the  crane  post  by  means  of  a  screw  and  nut. 
This  simple  device  allows  the  range  of  the  loaded  jib  to  vary  from 
3  to  12  meters. 

It  is  susceptible  of  yet  another  movement  about  a  horizontal  axis 
by  which  its  verticality  is  assured  whatever  be  the  inclination  of  the 
guides  upon  which  the  frame  moves.  This  is  accomplished  by  a 
screw  fixed  to  the  frame,  which  drives  a  nut  placed  in  the  pivot  step. 
Again,  the  suspending  hook  is  furnished  with  a  hand  screw.  The 
pieces  to  be  riveted  may,  so  to  speak,  be  mathematically  adjusted. 

Four  of  these  cranes  were  used  upon  the  four  piers  up  to  the  height 
of  150  meters.    Each  one  weighed  12  tons  and  could  lift  4  tons. 

(343)  Erection  of  the  first  and  second  stories, — The  piers  between 
the  first  and  second  stories  were  rapidly  erected  by  the  same  method 
as  that  employed  below,  i.  6.,  by  means  of  four  cranes  working  on 


Flo.  387.— One  of  the  800-ton  hjrdnulic  Jacks. 

the  elevator  guides.  But  a  new  arrangement  was  made,  after  the 
completion  first  story,  for  lifting  the  material,  the  distance  to  the 
ground  being  too  great  for  one  set  of  cranes  to  lift  it  to  its  position. 
.  On  the  first  story  a  circular  railroad  was  laid  down,  and  a  crane 
set  up  driven  by  a  portable  engine  of  10-horse  power,  which  lifted 
the  materials  from  the  ground  and  deposited  them  on  cars,  by  which 
they  were  carried  to  one  of  the  four  cranes  which  raised  them  to 
their  final  position.    (Fig.  236  and  PI.  XV). 

The  work  advanced  with  such  rapidity  that  on  the  14th  of  July, 
1888,  the  fireworks,  celebrating  the  national  fete,  were  discharged 
from  the  second  platform,  115  meters  above  the  ground. 

(344)  Use  of  the  SOO-ton  jack. — ''When  preparations  were  made  to 
join  the  four  pillars,  in  pairs,  by  horizontal  beams,  above  the  second 
story,  it  was  found,  as  had  been  the  case  on  the  first  story,  that  there 
was  a  slight  difference  between  the  piers.   The  difference  arose  from 
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the  fact  that  the  piers  2  and  3  were  a  little  higher  than  the  others, 
the  difference  being  between  5  and  6  millimeters.  As  no  alteration 
of  the  parts  could  be  made  on  the  spot,  the  discrepancy  was  corrected 


by  lowering  these  two  piers  and  slightly  widening  the  distance  be- 
tween  them.  This  operation  was  aJffected  by  means  of  the  hydraulic 
jacks  above  described."*    (Figs.  237  and  238.) 


*Tessandier. 
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(345)  The  erecting  cranes  above  the  second  story. — Above  the  sec- 
ond story,  i.  e.,  above  115  meters,  considerable  modification  had  to 
be  made  in  the  system  of  erection.    (Fig.  239  and  PI.  XVI). 
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The  oblique  elevator  guides  no  longer  exist,  but  are  replaced  by 
vertical  ones  belonging  to  another  system  (Edoux).  This  system  was 
introduced  because  the  curved  form  of  the  tower,  by  bringing  the 
columns  together,  had  considerably  reduced  the  horizontal  section. 
Instead  of  four  cranes,  two  were  sufficient.  To  support  these  two 
cranes  and  provide  a  substitute  for  the  elevator  guide  ways,  M.  Eif- 
fel made  use  of  the  vertical  guide  pillars  introduced  between  the 
second  story  and  the  top  of  the  tower.  The  cranes  were  like  those 
already  used,  but  so  modified  as  to  adapt  them  to  be  hoisted  against 
a  vertical  guide  instead  of  resting  on  the  inclined  ones.  To  balance 
them  they  were  fixed  back  to  back  on  the  central  elevator  guide 
pillar.  To  increase  the  surface  of  support  three  iron  frames  were 
also  bolted  to  the  pillar.  These  frames  were  3  meters  high,  and  wide 
enough  to  allow  the  crane  frame  to  be  bolted  to  their  vertical  sides. 
Safety  appliances  were  used  as  before,  and,  in  addition,  the  cranes 
and  auxiliary  frames  were  firmly  united  together  by  a  system  of 
temporary  beams,  so  as  to  form  one  solid  structure. 

A  whole  panel  of  the  tower,  10  meters  in  height,  could  be  erected 
without  shifting  the  cranes. 

The  three  squares  thus  placed  one  above  another  formed  a  vertical 
road  of  9  meters,  upon  which  the  cranes  could  move  by  the  lifting 
screws. 

(346)  Method  of  shifting  the  cranes. — When  a  crane  had  traveled 
up  the  three  sets  of  squares  and  had  to  go  higher,  another  set  of 
three  squares  was  placed  in  position,  the  crane  was  then  moved  up, 
and  the  first  three  squares  were  free  to  be  used  subsequently.  Jacks 
were  placed  under  the  squares  as  well  as  under  the  cranes,  so  that  in 
case  of  the  failure  of  the  bolts  the  cranes  would  remain  in  position 
(PI.  XVI). 

The  time  required  to  make  the  shift  from  one  panel  to  another 
was  about  48  hours,  a  short  time  when  it  is  considered  that  the 
total  weight  to  be  moved  amounted  to  46  tons. 

The  erection  above  the  second  story  may  be  thus  summed  up :  A 
steam  winch  on  the  first  story  raised  the  material  from  the  ground, 
a  second  winch  of  the  same  kind  on  the  second  story  raised  it  to  this 
level,  i.  e.  115  meters.  A  third  steam  winch,  set  up  on  an  interme* 
diate  flooring  of  the  Edoux  elevator,  197  meters  high,  brought  the 
pieces  to  the  cranes,  which  put  them  in  position. 

(347)  Protection  of  the  workmen. — ^The  workmen  were  provided 
with  movable  platforms  furnished  with  a  hand  rail  and  screen. 
These  were  first  placed  in  position  by  carpenters,  and  occupied  succes- 
sively by  the  adjusters  and  riveters.  Only  one  accident  happened  by 
falling  and  that  was  at  the  beginning  of  the  work. 

(348)  Top  of  the  tower. — The  upper  portion  of  the  tower  termi- 
nates in  a  cornice,  supporting  the  campanile  and  the  light-house. 
The  lower  part  of  the  campanile  consists  of  a  covered  gallery,  16  me- 
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ters  on  each  side,  and  will  accommodate  800  i)ersons.  It  is  fitted  all 
around  with  glazed  sashes,  which  can  be  opened  or  closed  at  will, 
the  closing  of  the  windows  being  necessary  in  strong  winds.  (Fig. 
UO). 


Fio.  240.— Campanile  of  the  tower. 

The  summit  of  the  tower,  formed  of  four  lattice  arches  placed 
diagonally  to  the  square  section,  supports  the  light-house. 

Above  the  cupola  is  a  small  terrace  1.40  meters  in  diameter,  to 
vrhich  access  is  obtained  by  a  ladder  in  the  lantern.    This  terrace. 
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which  is  300  meters  above  the  ground,  is  specially  designed  for  the 
anemometers  and  other  meteorological  instruments. 

(349)  Staircases. — In  the  east  and  west  piers  there  are  straight 
staircases  1  meter  wide,  with  numerous  landings,  giving  easy  access 
to  the  first  floor  and  consisting  of  three  hundred  and  eighteen  solid 
oak  steps.  The  former  is  used  for  descending  and  the  latter  for 
ascending,  and  it  is  estimated  that  a  file  of  2,000  persons  per  hour 
could  be  accommodated  by  them. 

From  the  first  to  the  second  story  a  spiral  staircase,  0.60  meter 
wide,  is  arranged  in  each  of  the  piers ;  two  of  these  staircases  are  for 
the  ascending  and  two  for  the  descending  visitors.  They  also  will 
accommodate  2,000  persons  per  hour. 

From  the  second  story  to  the  top  there  is  a  spiral  staircase  160 
meters  high,  which  is  simply  a  service  staircase  and  not  open  to  the 
public. 

(350)  Arrangement  of  the  first  story. — Upon  the  first  story,  which 
covers  an  area  of  4,200  meters,  an  arcaded  open  gallery  is  arranged 
for  visitors  who  wish  to  enjoy  the  view  of  Paris,  its  environs,  and 
the  exhibition.  This  promenade  is  283  meters  long  and  2.60  meters 
wide.  There  are  also  four  large  restaurants,  capable  of  containing 
from  500  to  600  persons  each.  They  are  built  in  different  styles  of 
architecture  and  are  called  the  Russian,  the  Anglo- American,  the 
Alsace-Lorraine,  and  the  French  restaurants. 

A  general  view  of  the  lower  part  of  the  tower  and  the  first  story 
is  given  Plate  XVII. 

(351)  Ihe  second  story  has  a  surface  of  1,400  square  meters.  It 
has  a  covered  gallery  forming  a  second  promenade  150  meters  long 
and  2.60  meters  wide.  The  central  part  contains  the  stations  for  the 
elevator,  and  at  one  end  is  the  office  of  the  newspaper  printed,  stereo- 
typed, and  published  here,  called  the  "Figaro  de  la  Tour  Eiflfel,*' 
the  rotary  printing  press  being  worked  by  a  gas  motor. 

(352)  The  third  story  is  octagonal  in  shape,  consisting  of  four  sides 
12  meters  in  length  and  four  small  ones  of  2  meters. 

An  iron  staircase  of  ten  steps  leads  up  to  the  private  rooms  of  M. 
Eiffel,  and  to  those  devoted  to  scientific  observatibns.  From  these  a 
straight  staircase  of  thirty  steps  leads  up  to  the  springing  lines  of 
the  iron  lattice  arches  supporting  the  campanile;  thence  a  spiral 
staircase  leads,  at  the  top  of  these  arches,  to  an  iron  cylinder  contain- 
ing a  ladder  of  twenty  steps  leading  to  an  octagonal  lodge  with  a 
balcony.  Through  ah  iron  trapdoor  at  the  top  of  ten  steps  more 
we  come  into  the  lantern  itself.  Passing  through  this,  up  one  more 
ladder,  we  come  out  upon  a  small  balcony  containing  the  flagptaflf, 
and  at  a  height  of  300  meters  above  the  ground. 

(353)  The  elevators. — Independently  of  the  staircases,  the  ascent  is 
facilitated  by  a  certain  number  of  elevators  of  different  systems,  viz: 
(1)  The  Roux-Combaluzier  and  Lepape  system;  (2)  the  Otis;  (3)  the 
Edoux. 
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From  the  ground  to  the  first  story  there  are  four  elevators,  two  on 
Boux-Combaluzier  and  Lepape  system,  and  two  on  the  Otis  system. 
From  the  first  to  the  second  stories  the  ascent  is  eflPected  by  the  two 
Otis  elevators,  which  run  continuously  from  the  ground  to  the  second 
story. 

Finally,  from  the  second  story  to  the  third,  the  Edoux  system  is 
used.  Its  starting  point  is  from  a  platform  erected  halfway  between 
the  second  and  third  stories.  It  is  worked  by  water  power  with  a 
vertical  piston  having  a  cage  on  the  top.  This  cage  affords  the  means 
of  transit  to  the  third  story,  a  distance  of  80  meters  above  the  inter- 
mediate platform.  It  is  attached  by  chains  to  a  second  cage  forming 
a  counterpoise.  This  cage  brings  the  passengers  from  the  second 
story,  80  meters  below,  up  to  the  intermediate  platform.  In  this 
way  the  passengers,  by  changing  from  one  cage  to  the  other  at  the 
intermediate  platform,  make  the  ascent  of  160  meters  from  the  sec- 
ond to  the  third  story. 

(354)  TH^me  of  ascent — The  Roux-Combaluzier  and  Lepape  system- 
takes  100  passengers,  who  are  landed  at  the  first  story  within  the 
minute,  at  a  speed  of  1  meter  per  second. 

The  Otis  elevator  cage  holds  60  passengers,  but  has  an  ascensional 
velocity  of  2  meters  per  second. 

The  Edoux  elevator  cage  accommodates  63  persons,  the  ascensional 
velocity  is  0.90  meter  per  second,  and  the  time  is  li  minutes  for  each 
course  and  1  minute  for  changing  cages,  t.  e.,  4  minutes  for  the  as- 
cent from  the  second  to  the  third  platform. 

All  the  elevators  are  furnished  with  safety  apparatus.  They  are 
operated  by  hydraulic  power,  the  water  furnishing  this  power  being 
raised  by  steam  pumps  of  300  horse  power. 

The  elevators  can  take  up  to  the  first  and  second  stories  2,350 
persons  per  hour,  and  750  persons  up  to  the  third,  the  complete  as- 
cent occupying  7  minutes.  By  means  of  the  staircases  and  elevators 
combined  the  tower  can  be  visited  by  5,000  persons  per  hour. 

The  mechanical  features  of  these  elevators  are  described  in  the 
report  on  class  52. 

(355)  Verification  of  the  verticxjlity  of  the  tower. — This  was  ac- 
complished when  the  tower  had  attained  a  height  of  220  meters  by 
MM.  Thuasne  and  Seilhac.  This  verification  consisted  in  observing 
whether  the  median  lines  on  each  face  of  the  tower  were  situated  in 
the  principal  planes  of  the  tower.  By  a  median  line  of  a  surface  is 
meant  a  line  situated  in  a  vertical  plane  and  passing  through  the 
center  of  gravity  of  that  surface.  A  principal  plane  is  a  vertical 
plane  passing  through  the  lines  A  A  (Figs.  241,  242).  For  this  pur- 
pose points  a,  &,  c,  dy  6,/,  and  the  intersection  of  the  diagonals  of  the 
lattice  situated  upon  the  median  lines  of  the  four  faces  were  selected. 

The  median  lines  being  thus  traced  on  the  tower,  the  operation 
consisted  in  observing,  with  a  theodolite  placed  in  the  plane  A  A 
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and  properly  adjusted,  whether  the  points  a,  6,  c,  d,  e,  /  coincided 
-with  the  vertical  wire  of  the  telescope  when  rotated  in  a  vertical 
plane. 


Verification  of  the  vbbticalitt  of  ths  towxe. 


Fia.  S42.-Plan. 
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These  observations  were  made  upon  each  of  the  four  planes  (4-1), 
(1-2),  (2-3),  (3-4)  at  points  situated  upon  the  lines  A  A,  A  A  at  dis- 
tances from  the  axis  of  the  tower  varying  from  160  to  300  meters. 

One  of  these  stations  of  observation  was  upon  the  Jena  bridge 
about  260  meters  from  the  axis  of  the  tower. 

The  vertical  wire  of  the  telescope  was  found  to  coincide  absolutely 
with  all  the  points  a,  6,  c,  d,  and  the  crossings  of  the  diagonals; 
hence  all  these  points  were  in  the  principal  plane.  Similar  observa- 
tions made  at  three  other  stations  showed  the  tower  to  be  abso- 
lutely vertical. 

(356)  Uses  of  the  tower. — M.  Eiffel  thus  described  the  uses  of  the 
tower  in  an  aadress  to  the  members  of  the  "  Socidt^  centrale  du  Tra- 
vail Professionnel 

The  construction  of  the  tower  will  enable  ub  to  obnerve,  with  new  effects  of  light 
a  prospect  of  incomparable  beauty,  before  which  no  one  can  fail  to  be  deeply  im 
pressed  with  the  grandeur  of  nature,  and  the  power  of  man.  But  besides  its  soul 
inspiring  prospects,  the  tower  wiU  have  varied  applications  for  our  national  defense 
as  well  as  in  the  domain  of  science. 

(857)  Strategical  operations. — **  In  case  of  war  or  siege  it  would  be  possible  to 
watch  the  movements  of  an  enemy  within  a  radius  of  70  kilometers,  and  to  look  far 
beyond  the  heights  on  which  our  new  fortifications  are  built.  If  we  had  possessed 
the  tower  during  the  siege  of  Paris,  in  1870,  with  its  brilliant  electric  lights,  who 
knows  whether  the  issues  of  that  contest  would  not  have  been  entirely  changed? 
The  tower  would  have  provided  the  means  of  easy  and  constant  communication 
between  Paris  and  the  provinces  with  the  aid  of  optical  telegraphy,  the  processes 
of  which  have  attained  such  remarkable  perfection".  (Nansouty.) 

It  is  situated  at  such  a  distance  from  the  defensive  forts  as  to  be  out  of  the  reach 
of  the  batteries  of  the  enemy. 

(358)  Meteorological  observations,— It  wiil  be,  moreover,  a  wonderful  meteorologi- 
cal observatory  in  which  may  be  studied  the  direction  and  force  of  the  atmospheric 
currents,  the  electrical  state  and  chemical  composition  of  the  atmosphere,  its  hy- 
grometry,  etc. 

(859)  Astronomical  observations, — As  regards  astronomical  observations,  the 
purity  of  the  air  at  such  a  height,  the  absence  of  the  mists  which  often  cover  the 
lower  horizons  in  Paris,  will  allow  many  physical  and  astronomical  observations  to 
be  made  which  would  be  often  impossible  in  our  region. 

(360)  Scientific  experiments  may  be  made,  including  the  study  of  the  fall  of  bodies 
in  the  air,  the  resistance  of  the  air  according  to  speed,  certain  laws  of  elasticity,  the 
study  of  the  compression  of  gas  and  vapors  by  an  immense  mercurial  manometer 
having  a  pressure  of  400  atmospheres ;  a  new  realization  on  a  large  scale  of  Foucauld 
pendulum,  showing  the  rotation  of  the  earth,  the  deviation  toward  the  east  of  fall- 
ing bodies,  etc. 

It  will  be  an  observatory  and  a  laboratory  such  as  has  never  before  been  placed  at 
the  disposal  of  savants,  who  from  the  beginning  have  encouraged  the  undertaking 
with  their  warmest  sympathies. 

My  wish  has  been  to  erect  a  triumphal  arch  for  the  glory  of  science  and  the 
honor  of  French  industry,  as  striking  as  those  reared  to  military  conquerors  by 
former  generations ;  and  to  express  in  a  most  emphatic  manner  that  the  monument 
I  raise  is  placed  under  the  invocation  of  science,  I  have  inscribed  in  golden  letters 
under  the  great  frieze  of  the  first  story  and  in  the  place  of  honor  the  names  of  the 
great  savants  who  have  honored  France  for  the  last  century. 
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Between  the  brackets  is  a  frieze  on  which  are  inscribed  in  golden 
letters,  perfectly  legible  from  below,  the  names  of  the  men  who  have 
honored  French  science. 

On  the  Paris  side :  Petiet,  Daguerre,  Wurfcz,  Perdonnet,  Delambre, 
Malers,  Breguet,  Polonceau,  Dumas,  Clapeyron,  Borda,  Fourrier, 
Bichat,  Sauvage,  Pelouse,  Camot,  and  Lamd. 

Trocadero  side :  S^guin,  Lalande,  Tresca,  Poncelet,  Bresse,  La- 
grange, Belanger,  Cuvier,  Laplace,  Dulong,  Chasles,  Lavoisier, 
Ampfere,  Chevreuil,  Flachat,  Navier,  Legendre,  Chaptal. 

Qrenelle  side;  Jamin,  Qay-Lussac,  Fizeau,  Schneider,  Le  Chate- 
lier,  Berthier,  Barruel,  de  Dion,  Qouin,  Jousselin,  Broca,  Becquerel, 
Coriolis,  Cail,  Triger,  Giflfard,  Perrier,  and  Sturm. 

Towards  the  Ecole  Militaire :  Cauchy,  Legrand,  Regnault,  Fres- 
nel,  Prony,  Vicat,  Ebelmen,  Coulomb,  Poinsot,  Foucault,  Delaunay, 
Morin,  Hauy,  Combes,  Thenard,  Arago,  Poisson  and  Monge. 

Plate  XVIII  gives  a  general  view  of  the  complete  structure. 

(361)  Statistics. — The  weight  of  the  iron  contained  in  the  tower  is 
about  7,300  tons.  The  weight  of  the  rivets  is  450  tons  and  their 
total  number  2,500,000.  Of  this  quantity  800,000  were  hand  driven 
on  the  tower  for  uniting  the  parts  already  prepared.  The  number 
of  metallic  pieces  is  12,000,  which,  on  account  of  their  varying  form 
.and  position  in  space,  required  special  drawings. 

Forty  draftsmen  and  computers  worked  steadily  for  two  yearo  to 
complete  the  plans,  specifications  and  computations. 

It  took  ten  draftsmen  from  8  o'clock  in  the  morning  to  10  o'clock 
at  night  for  one  month  to  prepare  the  drawings  for  one  panel,  i.  e, 
10  meters  of  the  tower.  The  drawings  were  made  with  great  pre- 
cision up  to  the  ten-thousandth  of  a  meter. 

The  plans  of  the  tower  comprised  500  drawings  and  2,500  working 
drawings  for  the  whole  27  panels.  Each  piece  of  which  the  tower 
was  built  was  designed,  shaped,  and  bored  at  the  works  at  Levallois- 
Perret  and  was  found  to  fit  exactly  into  its  place  when  it  reached 
the  Champ  de  Mars. 

From  150  to  200  men  were  employed,  at  the  rate  of  0.80  to  1  franc 
per  hour. 

(362)  Color. — The  tower  is  painted  a  chocolate  color,  which  is  de- 
scribed as  a  reddish  bronze,  from  the  foot  to  the  first  story;  from  the 
first  to  the  secotid  story  the  same  tint,  but  lighter;  from  the  second 
story  to  the  top  it  becomes  lighter  and  lighter  until  the  cupula  is 


.  almost  yellow. 
(363)  Cost— 

Francs. 

Foundations,  masonry,  pedestal   900, 000 

Erection,  metal,  city  duties  on  the  iron   8, 800, 000 

Painting,  four  coats   200, 000 

Elevators  and  machines   1 , 200, 000 

Restaurants,  decorations,  different  buildings   400, 000 


Total   6,500,000 
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COMPLETE  VIEW  OF  THE  EIFFEL  TOWER. 
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(364)  The  Mont  yon  prize  in  mechanics. — The  French  Academy  of 
Sciences  has  just  awarded  the  Montyon  prize  of  mechanics  to  M.  G. 
Eiffel  as  a  mark  of  their  appreciation  of  his  skill  in  the  erection  of 
iron  structures. 

(365)  Acknowledgntyent. — I  wish  here  to  express  my  obligations  to 
MM.  Eiffel,  Salles,  and  Nouguier  for  numerous  courtesies  received, 
as  well  as  for  information,  printed  descriptions,  and  heliographs,  of 
which  liberal  use  has  been  made  in  this  report. 

Figures  231,  235  to  239,  inclusive,  are  from  copies  of  La  Nature, 
and  Figs.  233,  234,  240  to  242,  inclusive,  are  from  Nansouty's  book  on 
the  Eiffel  tower. 

Supplementary  note. — In  order  to  show  some  of  the  opposition  to 
M.  Eiffel's  scheme  for  a  tower  300  meters  high  the  following  extract 
from  Engineering  is  appended : 

On  the  5th  of  November,  1886,  the  finance  committ^  of  the  Paris  Exhibition 
voted  a  credit  of  1,500,000  francs  as  a  subsidy  for  the  unique  and  monumental  work 
M.  Gustave  Eiifel  had  undertaken  to  construct,  and  which  was  to  be  one  of  the 
great  original  features  of  the  exhibition.  The  idea  of  erecting  a  tower  1 ,000  feet 
in  height  was  received  with  a  very  general  feeling  of  distrust  and  even  of  dismay ; 
not  that  anyone  doubted  the  capability  of  the  bold  and  successful  engineer  to  com- 
plete the  work  to  which  he  had  pledged  himself,  but  the  misgivings  were  very 
general  as  to  the  effect  that  such  a  novel  construction  would  have  upon  the  archi- 
tectural features  of  the  Exhibition,  and  a  widespread  cry  of  influential  voices  went 
up  from  Paris  as  a  protest  against  the  engineering  outrage  that  was  to  be  inflicted 
upon  the  French  metropolis.  It  is  rather  curious,  now  that  the  tower  is  completed 
and  the  great  consensus  of  public  opinion  is  loud  in  its  approval,  to  recall  the  re- 
monstrances addressed  to  M.  Alphand,  the  Director-General  of  Works,  against  the 
proposed  column.  **  We  wish — ^authors,  painters,  sculptors,  architects,  enthusiastic 
lovers  of  beauty-— which  has  hitherto  been  respected  in  Paris — ^to  protest  with  all  our 
energy,  and  with  all  the  indignation  of  which  we  are  capable,  in  the  name  of  art 
and  of  French  history  now  menaced,  against  the  erection  in  the  heart  of  our  cap- 
ital of  the  useless  and  monstrous  Eiffel  tower,  which  public  satire,  often  full  of  good 
sense  and  a  spirit  of  justice,  has  already  christened  the  Tower  of  Babel.  With- 
out falling  into  extravagance  we  claim  the  right  to  assert  that  Paris  stands  without 
a  rival  in  the  world.  Above  its  streets  and  boulevards,  along  its  quays,  amidst  its 
magnificent  promenades,  abound  the  most  noble  monuments  which  human  genius 
has  ever  put  into  execution.  The  soul  of  France,  creator  of  chefs-d'oeuvre,  shines 
forth  from  this  wealth  of  stone.  Italy,  Germany,  Flanders,  so  justly  proud  of 
their  artistic  heritage,  possess  nothing  comparable,  and  from  all  comers  of  the  uni- 
verse Paris  commands  admiration.  Are  we,  then,  going  to  allow  this  to  be  pro- 
faned ?  Is  the  city  of  Paris  to  permit  itself  to  be  deformed  by  monstrosities,  by  the 
mercantile  dreams  of  a  maker  of  machinery ;  to  be  disfigured  for  ever  and  to  be 
dishonored?  For  the  Eiffel  tower,  which  even  the  United  States  would  not  coun- 
tenance, is  surely  going  to  dishonor  Paris.  Everyone  feels  it,  everyone  says  so, 
everyone  is  plunged  into  the  deepest  grief  about  it,  and  our  voice  is  only  a  feeble 
echo  of  universal  opinion  properly  alarmed. 

When  foreigners  will  come  to  visit  our  exhibition  they  will  cry  in  astonishment: 
*  Is  this  horror  that  Frenchmen  have  invented'  intended  to  give  us  an  idea  of  the 
taste  of  which  they  are  so  proud  ?  And  they  will  be  right  to  mock  us,  because  the 
Paris  of  the  sublime  architects,  the  Paris  of  Jean  Goujon,  of  Germain  Pilon,  of 
Puget,  of  Rude,  of  Barye,  will  have  become  the  Paris  of  M.  Eiffel.   Nothing  further 
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fa  wmating  to  prove  the  jiMtioe  of  what  we  «jr  than  to  realise  for  an  hmfant  tlua 
Umer  dominating  Paris,  like  a  gigantic  and  Mack  factovy  <diiniD^,  cnHidiig,  with 
itn  barbaroua  maas,  Notre  Dame,  the  8ainte  Chapelle,  the  Tour  SL  Jaoqoea,  U» 
Ijcmvre,  the  dome  of  the  Invalidea,  the  Arc  de  Triomphe ;  all  our  moniiinpula  ho* 
roiliated,  all  otnr  architecore  ahmnkeo,  and  disappearing  affri^bted  in  this  bewild- 
ering dreanL  And  daring  twenty  yean  we  riiall  see,  atietching  orer  the  entire 
dty,  i^till  thrilling  witti  the  genioaof  so  many  centuries,  we  shall  see  stretching  oat 
like  a  black  bkit  the  odious  shadow  of  the  odious  o^nmn  built  up  of  riveted  iron 
plates, And  so  forth,  and  so  forth.  To  this  Tehement  protest  were  attached  the 
niiDies  of  many  of  the  befft-known  men  of  France — Meiawonier,  Gounod,  Gamier, 
Hardou,  Oerome,  Bonnat,  Bouguereaa,  Dumas,  Copp6e,  eic.  But  these  well-meant 
ill'judgerl  remonstrances  were  not  heard,  and  to-day  the  Eiffel  tower  stands  com- 
pleted, the  marvel  of  the  exhibition  and  the  ^ory  of  the  coostructor.  The  noUe 
mfmumentsof  Paris  apparently  thrill  as  much  as  they  did  before  with  the  genius  of 
tlv  i^'nturies,  and  the  grand  proportions  of  the  Arc  de  TEtoile  do  not  seem  to  have 
miffered  because  a  great  French  engineer  has*achieved  a  triumph  of  oonstructiim. 
If  foreign  criticism  was  not  set  forth  in  such  brave  words  as  those  we  have  quoted 
above,  it  was  none  the  less  hostile ;  but  foreign  criticism  is  generally  more  or  less 
colored  by  jealousy,  and  is  therefore  not  of  much  account. 

Chapter  XLVI.— The  Machinery  Hall. 

(366)  The  enormous  nwhinery  hall  is  justly  considered  the  bold- 
est work  of  the  exhibition;  it  illustrates  the  extraordinary  progress 
of  engineering,  and  its  new  lessons  in  the  art  of  construction  are 
alreacly  beginning  to  be  applied. 

(367)  The  Osiris  prize. — A  committee  of  French  journalists  to 
whom  was  assigned  the  task  of  awarding  the  Osiris  prize  of  100,000 
francH  to  the  most  important  work  of  the  exhibition,  after  having 
paid  a  just  tribute  to  the  palaces  of  the  fine  and  of  the  liberal  arts, 
coiiHtructed  by  M.  Formig^,  and  to  the  central  dome  by  M.  Bouvard, 
d(K;i(l('d  to  give  it  to  the  constructors  of  the  machinery  hall.  M. 
Diitcni:,  the  architect  who  conceived  the  idea,  prepared  the  plans,  and 
Hup(^rintendod  the  erection,  received  20,000  francs;  M.  Contamin, 
who  proscribed  the  dimensions  and  calculated  the  strength  of  all  the 
ironwork,  15,000  francs;  to  the  five  assistant  architects  and  engi- 
ncc^fH,  3,000  francs  each;  the  other  60,000  francs  were  distributed 
among  tho  workmen. 

(3()H)  History. — In  1878  M.  de  Dion  made  a  bold  beginning  by  con- 
structing tlio  gallery  of  machines  with  a  single  iron  arch  without  a 
tin-rod,  tlio  trusses  forming  one  solid  piece  with  the  piers,  ajid  built 
into  tlie  masonry;  but  these  trusses  were  of  only  30  meters  span, 
and  th(»  hoight  did  not  exceed  25  meters. 

In  the  railroad  station  at  St.  Pancreas,  in  London,  the  trusses 
have  in  appearance  no  intermediate  point  of  support;  in  reality 
the  ends  are  united  by  tie-rods  concealed  beneath  the  flooring;  the 
span  is  only  73  meters. 

In  1889  the  system  adopted  had  already  been  employed  by  Oudry 
in  the  construction  of  the  swinging  bridge  at  Brest,  for  a  few  iron 
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Tiaducts,  and  in  some  railroad  stations  in  Germany,  but  it  had 
never  before  been  applied  on  so  gigantic  a  scale. 

Before  entering  upon  a  detailed  description  of  the  construction 
and  erection  of  this  remarkable  building  it  may  not  be  out  of  place 
to  show  by  the  following  extract  from  one  of  the  Paris  journals,'*' 
what  impression  tUe  sight  of  this  vast  edifice  produced  upon  the 
enlightened  public. 

If  the  Eififel  tower  was  an  unexpected  surprise,  a  triumph  of  originality  and  of 
daring  skill,  the  machinery  hall  was  found  to  be  only  one  degree  less  marvelous ;; 
and  this  because  the  progress  of  modem  architecture  and  of  the  science  of  engineer- 
ing had,  from  one  decade  to  another,  led  us  up  to  this  sui)erb  realization  of  the  un- 
explored possibilities  of  both.  Never  before,  in  the  opinion  of  engineers  of  all 
countries  who  have  visited  it,  has  a  building,  proportionately  to  its  vast  dimensions^ 
been  constructed  with  such  a  won«Lrous  combination  of  solidity,  lightness,  and 
grace,  the  general  effect  being  enhanced  by  the  flood  of  light  freely  admitted 
to  all  parts  of  the  palace.  The  Government  is  therefore  to  be  most  heartily  con- 
gratulated, on  national  and  artistic  grounds  alike,  upon  the  initiative  which  it  has 
taken  to  permanently  preserve  this  magnificent  building,  together  with  those  set 
apart  to  the  fine  and  liberal  arts,  in  addition  to  the  grand  central  dome. 

The  machinery  hall  is,  indeed,  the  most  prodigious  outgrowtli  of  the  joint  ingenuity 
and  skill  of  architect  and  engineer.  To  bring  imder  one  roof  all  the  machinery 
that  was  to  be  exhibited  was  a  problem  which  almost  defied  solution.  The  task^ 
however,  was  happily  surmounted  by  the  cooperation  of  M.  Dutert,  the  eminent 
architect,  and  MM.  Contamir,  Charton,  and  Pierron,  engineers.  M.  Dutert,  who 
conceived  the  entire  plan  of  the  work,  tracing  it  out  even  to  its  minutest  features, 
superintended  the  decorative  details.  Taking  up  this  vast  conception  of  an  artist, 
M.  Contamin  stamped  upon  it  the  hall-mark  of  science  by  calculating  the  efforts  of 
the  materials,  estimating  their  resistance,  and  insiu-ing  the  due  solidity  and  equi- 
librium of  the  whole  structure.  He  it  was  who  superintended  the  operation  of 
fitting  together  the  ribs  and  girders  and  general  framework  resting  upon  the  solid 
squares  of  masonry  constituting  the  foundations.  The  palace  is  420  meters  in 
length,  and  115  in  width,  covering  a  superficial  area  of  48,385  square  meters,  or 
about  IH  English  acres. f  It  is  estimated,  indeed,  that  should  the  building  be  ulti- 
mately converted  into  a  military  riding  school,  it  will  afford  ample  space  for  exercis- 
ing 1 ,200  horses  at  a  time.  Some  further  idea  of  its  commanding  proportions  may  be 
conveyed  by  the  statement  that  the  Vendome  column,  with  its  well-known  statue 
of  Napoleon  I,  might  easily  be  erected  within  the  four  walls,  as  it  would  leave  7 
meters  to  spare  between  the  head  of  the  figure  and  the  apex  of  the  arched  roof; 
that  the  span  of  the  girders  supporting  this  roof,  which  is  48  meters  in  height, 
would  shelter  the  Arc  de  Triomphe;  and  that  the  nave  of  the  Palais  de  Tlndustrie 
is  only  half  the  length  and  half  the  width  of  that  of  the  Palais  des  Machines.  There 
is  sufficient  **free  play"  at  the  top  of  the  arching  girders  to  allow  of  the  slight 
displacement  that  takes  place  under  the  action  of  heat  and  cold.  The  only  points 
of  support  are,  in  fact,  at  the  base  of  the  girders  and  where  these  latter  meet  each 
other  in  the  center  of  the  roof;  but  these  chief  ribs,  be  it  noted,  are  connected  by 
longitudinal  girders,  the  whole  framework  being  otherwise  strengthened,  on  each 
side  of  the  building,  on  the  most  approved  principles.  The  method  which  was  fol- 
lowed enabled  the  constructors  to  carry  out  their  plans  with  the  minimum  of  mate- 
rials commensurate  with  necessary  strength  and  artistic  effect;  and  the  entire  cost 
of  the  palace  (7,514,095  francs,  of  which  5,398,807  francs  was  for  ironwork  alone) 

*  Galignani's  Messenger,  July,  1889. 
f  The  nave  alone,  not  including  the  lateral  galleries. 
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was  correspondingly  lessened.  Over  the  summit  of  the  roof  is  a  narrow  gallery 
for  workmen. 

Each  of  the  arched  girders  running  up  the  sides  of  the  building  consists  of  two 
ribs,  an  inner  and  outer  one,  solidly  bound  together,  above  and  below,  crosswise, 
one  regular  square  alternating  with  an  elongated  one,  the  only  real  point  of  sup- 
port being,  as  we  have  said,  in  the  masonry  at  the  base,  inasmuch  as  the  girders 
meet  each  other  lightly,  with  a  sort  of  elastic  touch  at  the  apex  abo^e.  The  total 
weight  of  material  over  the  grand  nave  is  only  7,400  tons,  a  little  more  than  the 
mass  of  iron  used  in  the  construction  of  the  Eiffel  tower.  On  either  side  of  the  ma- 
chinery hall  is  a  gallery  15  meters  in  width,  to  which  access  is  obtained  by  broad 
staircases,  as  also  by  lifts.  One  point  deserving  special  mention  is  that  the  contract 
for  the  building  was  divided  between  two  firms.  One-half  of  the  palace,  that  on 
the  Avenue  de  Labourdonnais  side,  was  constructed  by  the  Compagnie  Fives-LiUe, 
and  the  other  half,  stretching  to  the  Avenue  de  Suffren,  by  the  Societe  Gail.  The 
former  company  put  its  girders  into  position  in  heavy  sections,  some  of  these  weigh- 
ing 48  tons  apiece,  whilst  those  of  the  other  cbn tractors  were  set  up  in  fragments 
of  3  tons.  Had  steel  been  used,  the  framework  would  have  been  much  lighter 
than  it  is,  but  the  idea  of  resorting  to  it  was  abandoned  on  the  two-fold  ground 
of  expense  and  the  necessity  of  hastening  the  execution  of  the  work.  Those  who 
believed  that  iron  was  ill  adapted  to  the  requirements  of  art  as  applied  to  industry 
have  been  agreeably  surprised  by  the  happy  results  achieved  by  M.  Dutert  and 
the  engineers  who  so  ably  cooperated  with  him  in  this  veritable  palace  of  wonders. 

The  internal  decorations,  under  the  glass  roof  arching  downwards  toward  the 
sides,  are  most  effective,  the  chief  tone  being  of  a  rosy  yellow  giving  rise  to  some 
curious  effects  of  the  sun  s  rays.  Thus,  toward  evening,  all  the  panes  over  tlie 
right  side  of  the  nave  assume  a  rosy  tint,  whilst  those  opposite  are  of  a  light-green 
hue,  the  contrast  suggesting  that  between  rubies  and  emeralds.  Ten  lai^  panels 
and  one  hundred  and  twenty -four  smaller  ones  have  been  painted  by  MM.  Alfred 
Rube,  Philippe  Chaperon,  and  Marcel  Jambon ;  the  former  representing  the  arms 
and  commercial  or  other  attributes  of  the  leading  capitals  of  the  world  (Berlin,  of 
course,  excepted),  and  the  latter  the  escutcheons,  etc.,  of  the  minor  cities  and 
towns,  including  all  the  cJwfS'lieux  of  French  departments.  Over  the  chief  en- 
trance in  the  Avenue  de  La  Bourdonnais,  is  a  large  rose  window  in  different  colors. 
The  ornamentations  on  the  outside  are  exceedingly  striking.  The  vast  arch  over 
the  porch  is  decorated  with  a  foliated  design  showing  between  the  leaves  various 
implements  of  labor.  On  the  lintel  is  the  inscription  *' Palais  des  Machines,*'  in 
decorative  faience,  the  groundwork  being  an  olive  branch.  This  is  supported 
by  two  groups  10  meters  in  height.*  The  first,  by  M.  Barrias,  represents  electricity, 
and  is  composed  of  two  female  figures.  One  of  these,  by  a  finger  touch,  sends  an 
electric  flash  through  the  globe,  whilst  the  other,  resting  in  a  recumbent  position 
on  a  cloud,  stretches  forth  her  hand  to  her  companion;  they  symbolize  the  two 
opposite  currents.  The  second  group,  by  M.  Chapu,  shows  a  female  figure  personi- 
fying ste^m,  and  a  workman  clasping  her  in  his  arms.  A  colored  window  above 
sets  forth  the  arms  of  the  various  powers  taking  part  in  the  exhibition.  In  the  center 
of  the  gable  at  the  opposite  end  are  some  colored  panes  depicting  the  battle  of  Bou- 
vines,t  and  facing  the  Ecole  Militaire  is  a  window  dedicated  to  the  * 'Chariot  of  the 
Sun." 

Those  who  enter  the  machinery  hall  from  the  general  industries  gallery  |)ass 
through  a  central  vestibule  which  from  its  rich  decoration,  may  be  regarded  as  a 
sort  of  salon  d^honneur.  Here  is  a  handsome  cupola  covered  with  colored  panes  and 
mosaics,  the  former  showing  the  leading  agricultural  products  of  the  country,  such 
as  fiax,  hemp,  wheat,  and  maize.    The  painted  pendentives  represent  the  arts. 


•  See  Plates  XXI  and  XXII. 
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sciences,  letters,  and  commerce.  The  numerous  other  allegorical  subjects  ornament- 
ing the  vestibule  have  been  greatly  admired.  At  the  foot  of  the  handsome  stair- 
case leading  to  the  gallery  are  two  splendid  bronze  figures,  each  bearing  a  cluster 
of  twenty  incandescent  lamps. 

Such,  in  brief,  is  the  general  outline  of  the  building  itself.  It  may  be  urged  that 
the  Palais  des  Machines  affords  evidence  that  a  fresh  era  in  architecture  has  been 
inaugurated,  that  ceci  tuera  cela^  and  that  the  age  of  stone  is  to  be  succeeded  by 
the  age  of  iron.  We  do  not  think  so.  It  is  true  that  the  engineers  are  just  now 
triumphant  in  many  directions.  The  chief  of  the  state  is  an  engineer;  an  engineer, 
M.  de  Freycinet,  is  minister  of  war;  M.  Alphand,  another  engineer,  was  one  of  the 
organizing  directors  of  the  Universal  Exhibition;  and  the  name  of  the  engineer, 
Eiffel,  has  become  something  more  than  a  household  word.  With  respect  to  the 
architectural  question,  however,  it  is  evident  that  engineers  can  dictate  to  archi- 
tects only  in  the  case  of  immense  buildings  whose  distinctive  characters  is,  after 
all,  that  of  use  rather  than  ornament.  Those,  however,  who  look  at  the  interior 
of  this  machinery  hall  for  the  first  time  can  not  form  an  estimate  of  its  imposing 
dimensions;  its  architectural  lines  do  not  draw  the  attention  upwards,  and  so  its 
roof  appears  lower  than  that  of  the  smallest  Gothic  cathedral.  Nobody,  at  a  glance, 
would  imagine  that  he  stood  in  the  highest  covered  building  in  the  world. 

The  motive  power  is  distributed  by  means  of  four  shafts  extending  from  one  end 
of  the  building  to  the  other,  the  total  force  actually  at  work  being  equal  to  2,600 
horse  power,  although  5,640  horse  power  may  be  developed  if  necessary.  This  is 
more  than  double  the  power  placed  at  the  disposal  of  exhibitors  in  1878.  In  1855 
the  figure  stood  at  350  and  in  1867  at  638.  There  has,  therefore,  been  a  remarkable 
progression.  Visitors  may  watch  the  machinery  in  movement  from  two  traveling 
cranes,  ox ponts  roulants,  as  they  ai-e  more  correctly  described  in  French,  which 
move  to  and  fro  on  rails  at  some  height  above  the  shafts.  The  bird's-eye  view  thus 
obtained  proved  so  startling  to  an  Annamite  the  other  day  that  he  turned  suddenly 
pale,  or  pale  yellow,  on  glancing  down  at  the  iron  monsters  which  to  his  untutored 
and  superstitious  gaze  seemed  to  be  harboring  destructive  designs  upon  the  passing 
crowds,  and  he  looked  as  though  he  ^\;ere  ready  at  a  moment's  notice  to  prostrate 
himself  at  the  feet  of  some  modern  Moloch!  The  steam  boilers  occupy  a  place  in  a 
covered  court  facing  the  Avenue  de  Lamotte-Piquet,  and  it  should  here  be  stated 
that  the  machinery  on  the  Quai  d'Orsay  is  set  in  motion  by  the  engines  in  the  ma- 
chinery hall,  a  motor  turning  a  dynamo  for  the  transmission  of  electricity  to  the 
agricultural  hall.  Most  of  the  engines  exhibited  in  the  Palais  des  Machines  belong 
to  the  Corliss,  Sulzer,  and  Wheelock  systems,  and  are  generally  of  the  compound 
type,  but  others  will  also  be  studied  with  interest  by  technical  judges. 

The  general  arrangement  of  the  exhibits  may  be  described  in  a  few  words.  As 
the  visitor  passes  through  the  palace  from  the  Avenue  de  Suffren  to  the  Avenue  de 
Labourdonnais,  he  finds  that  the  first  half  on  his  right  is  devoted  to  those  relating 
to  civil  engineering,  the  ceramic  arts,  cabinet-making,  mechanism  of  various  kinds, 
electricity,  agriculture,  mining,  and  metallurgy,  printing,  and  paper-making;  and 
the  other  half,  on  the  left,  to  railway  material,  and  spinning,  weaving,  and  iron 
working  machinery,  etc.,  and  the  special  places  set  apart  to  Switzerland,  Belgium, 
the  United  States,  and  England.  Between  the  machinery  hall  and  the  general  in- 
dustries gallery  is  a  court  in  which  electrical  apparatus  of  all  kinds  may  be  seen  in 
full  working  order  at  night.  It  constitutes  one  of  the  most  novel  and  attractive 
features  of  the  exhibition.  The  focus  of  one  great  lamp  consists  of  a  cluster  of 
15,000  small  incandescent  lights. 

(369)  Extract  from  the  official  specifications. — The  following  ex- 
tract from  the  official  specifications  will  give  an  idea  of  the  great 
pressures  which  the  foundations  were  required  to  sustain. 
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The  great  nave  connstB  of  nineteen  bays,  varying  in  length  as  follows:  Two  at  the 
end,  of  25.295  meters  each;  sixteen  intermediate,  of  21.50  meters,  and  one  in  the 
middle,  of  26.40  meters.  There  are  twenty  principal  girders  (Fig.  247),  the  two  end 
ones  being  heavier  than  the  others.  These  principal  girders  are  connected  at  the 
top  by  two  ridge  purlins,  with  a  walk  and  parapet  above  them,  and  on  the  sides 
by  eight  lattice  purlins,  and  two  plate  purlins  at  the  right  of  the  main  gutters. 
Between  the  principal  girders  each  bay  is  divided  into  four  parts  by  three  girders 
at  right  angles  to  the  purlins,  to  which  they  are  attached.  These  latter  hold  the 
minor  purlins  and  sash  bars,  with  the  iron  framing  for  the  roof  covering.  Later- 
ally, the  principal  girders  are  connected  by  lattice  girders  at  the  first  floor  level  of 
the  side  galleries,  and  under  the  gutter  by  lattice  arches  and  open  iron  work.  The 
weight  of  the  nave  was  estimated  at  7,709,100  kilograms,  and  the  thrust  of  each 
principal  girder  amounted  to  115,000  kilograms,  including  a  weight  of  snow  and 
the  effect  of  a  strong  wind  blowing  at  the  rate  of  40  meters  per  second. 

(370)  Foundations, — The  foundations  for  the  Machinery  Hall  were 
begun  on  the  5th  of  July,  1887,  and  were  finished  on  the.  21st  of 
December.  The  structure,  according  to  the  specifications  just  given, 
consists  of  an  immense  nave  110  meters  wide  and  420  long,  with 
two  side  galleries  15  meters  wide,  containing  a  single  story  8  meters 
above  the  ground,  with  grand  stands  at  each  end,  supported  on  iron 
pillars.    Access  to  this  story  is  obtained  by  four  great  staircases. 

The  twenty  great  curved  girders  of  110  meters  span  form  the 
framework  of  the  building;  they  are  jointed  at  the  top  and  at  the 
springing  lines.  The  axles  on  which  they  rest  are  on  a  level  with 
the  ground.  The  bed  plates  or  cast-iron  bearings,  which  take  up  the 
thrust  of  the  arch  and  transmit  it  to  the  masonry,  had  to  be  made 
strong  enough  to  support  a  vertical  load  of  412  tons,  and  a  horizontal 
thrust  of  115  tons. 

As  provision  had  to  be  made  for  a  system  of  underground  pipes 
for  water,  steam,  drainage,  etc.,  it  was  impossible  to  use  under- 
ground tie-rods ;  it  was,  therefore,  absolutely  necessary  to  make  the 
foundations  of  the  piers  or  abutments  of  the  great  girders  strong 
and  deep  enough  to  assure  the  perfect  security  of  the  edifice.  The 
twenty  great  girders  rest  on  forty  masonry  piers  entirely  hidden  in 
the  ground ;  they  are  designated  by  the  letters  A,  B,  C,  etc.  (Fig. 
243).  ' 

(371)  The  nature  of  the  soil  is  suitable  for  foundations,  where  it 
has  not  been  previously  disturbed,  but  unfortunately  for  the  present 
occasion,  the  Champ  de  Mars  has,  during  the  last  century,  been  the 
site  of  exhibitions  beginning  with  that  of  1789  and  ending  with  the 
recent  one  of  1878,  when  a  deep  deposit  of  sand  was  removed  and 
replaced  with  rubbish. 

On  this  old  gravel  pit  a  portion  of  the  foundation  had  to  be  made 
(this  portion  is  shaded  in  the  figure). 

Numerous  borings  had  shown  the  strata  (Fig.  244)  to  be  as  follows: 
made  ground  and  gravel,  for  a  depth  of  7.50  meters;  plastic  clay, 
7. 50 meters;  quartz  sand,  1.50 meters ;  plastic  clay, 3. 10 meters ;  clay, 
5.40  meters;  marl,  19.40  meters  to  the  chalk. 
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On  account  of  the  differences  in  the  strata  it  was  found  necessary 
to  adopt  three  types  of  piers  according  to  the  thickness  of  the  gravel 
on  which  they  rested.    Whenever  the  thickness  of  the  alluvial  de- 
rvy/fw  posit  exceeded  3  meters,  the  founda- 

Made  ground.       ^^'''^''y     tiou  of  the  pier  cousisted  of  a  block  of 

masonry  7  meters  long,  3. 50  wide,  and 
fimuc  ci«r.  ^' ^hi^^'  resting  on  a  layer  of  Ix^ton 

to         meter  thick,  (In 
^^^^        resistance  of  the 
^l^rtctaj''         J^W^^^     ground  was  required  to  be  3  kilo- 
IflWr^^y  '^'    grams  i)er  square  centimeter).  This 
luri.  7^'<f;.g^/^i^W5  general  type  of  foundation, 

jf^-^f^f^'^'^l^    twenty-five  piers  out  of  forty  being  so 
'ji     ^    /     constructed.  When  the  bed  of  gravel 
Chalk.  fji»>/w/i>.^.i  n.^M     was  reduced  in  thickness,  without  fall- 

Fio.  244.— G«(4ogicai  flectkm.  ing  bclow  1.50  meters,  the  depth  and 
surface  of  the  b^ton  was  considerably  augmented,  the  dimensions  be- 
ing 1.35  meters  in  thickness,  with  a  surface  of  11.20  by  6.50  meters  in 
some  instances,  supporting  a  mass  of  masonry  which  was  the  same 
for  all  the  piers;  the  resistance  in  this  latter  case  was  1.9  kilograms. 
Only  five  piers  were  constructed  on  this  type,  viz,  Q,  M,  P,  Q,  and  P'. 

Finally,  for  the  piers  which  had  to  be  constructed  on  the  site  of 
the  gravel  pit,  the  bed  of  b^ton  was  the  same  as  in  the  last  case,  but, 
before  laying  this,  a  group  of  piles  0.33  meter  in  diameter  and  9 
meters  long  was  driven  into  the  bed  of  quartz  sand,  which  extends 
below  the  layer  of  clay  7  meters  thick. 

The  foundations  on  the  line  A  T  began  on  July  5  and  presented  no 
diflSiculty,  but  in  sinking  the  piers  G  P  portions  of  the  foundations 
of  the  exhibitions  of  1878  were  met  and  blasted  out.  Figs.  245  and 
246  show  a  vertical  section  and  plan  of  one  of  these  piers.  Each 
of  these  elliptic  excavations  was  20  by  15  meters  at  the  top,  ll.'iO 
by  6.50  meters  at  the  bottom,  and  from  7  to  7.50  meters  deep.  The 
contents  varied  from  1,100  to  1,200  cubic  meters.  The  piles  were 
sawn  off  and  covered  with  a  layer  of  bdton,  11.20  by  6.50  by  1.80 
meters,  amounting  to  131  cubic  meters.  The  operation  of  running 
in  and  ramming  the  b^ton  occupied  26  men  two  days.  Upon  this 
the  various  layers  of  masonry  (Fig.  245)  were  built — varying  from 
120  to  130  cubic  meters— by  six  or  seven  masons  and  as  many  helpers, 
in  8  or  9  days. 

The  feet  of  the  principal  girders  were  at  the  reference  35.12  me- 
ters.* 

The  masonry  was  stopped  at  32.96  meters  to  put  in  the  anchor 
bolts  holding  the  bearings.  These  bolts  are  six  in  number,  imited 
by  a  network  of  T  irons  imbedded  in  the  masonry. 

*  Above  the  level  of  the  sea. 
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Fia.  346.— Foundation  of  a  truss  girder;  elevation. 
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0.50  meter  above  the  reference  32.96  meters  each  cast-iron  tube  is 
prolonged  by  one  of  sandstone,  so  that  it  may  be  cut  to  the  exact 
height  of  the  bearing.  The  bearing  rests  upon  a  large  cast-iron 
bed-plate,  so  that  rubblework  under  it  answers  very  well. 

The  foundations  were  completed  on  December  21  by  MM.  Manoury, 
Grouselle  &  Co.,  contractors. 

(372)  Principal  girders  or  arched  ribs. — Each  principal  girder  is 
jointed  at  three  points,  i.  e.  at  the  top,  and  at  the  springing  lines  (Fig. 
247).  This  arrangement  simplifies  the  calculation  by  determining 
the  exact  points  of  application  of  the  stresses ;  it  also  facilitates  the 
movements  due  to  the  variations  of  temperature,  which  cause  the 
ridge  to  rise  or  fall  as  the  girders  expand  or  contract. 

We  will  first  consider  the  arch  and  afterwards  the  spandrel,  which 
does  not  affect  its  strength,  but  simply  constitutes  a  filling.  The 
arch  is  divided  into  twenty-four  panels  of  different  sizes.  The  dis- 
tance between  the  extreme  plates  of  the  intrados  and  extrados  at  the 
bottom  is  3.70  meters.  This  distance  continues  up  to  purlin  No.  5, 
whence  it  begins  gradually  to  diminish  to  nearly  3  meters  at  the 
top.  This  very  economical  form  gives  a  character  of  lightness  and 
elegance  to  the  whole  girder. 

As  the  Figs.  248-254  indicate,  the  girder  consists  of  two  webs  450 
by  9  millimeters  for  the  part  between  panels  Nos.  1  to  16;  450  by  10 
for  that  between  panels  16  and  21,  and  450  by  23  for  that  between 
21  and  24.    (Dimensions  given  in  millimeters). 

These  webs  are  united  by  plates  770  by  8  for  the  extrados,  and  900 

by  10  for  the  intrados,  and  four  angle  irons 

The  uprights  and  diagonals  are  fastened  to  the  two  webs. 

For  the  part  between  purlin  No.  4  and  the  joint  at  the  foot  of 
the  girder  the  stresses  are  considerable,  and  the  sections  have  been 
strengthened. 

The  covering  plates  for  those  parts  subject  to  the  greatest  stress 
are  six  in  number,  A  plate  of  10  thick  extends  over  the  entire  gir- 
der, a  plate  of  13  over  a  shorter  length,  one  plate  of  11  over  a  certain 
length  of  the  intrados,  also  two  of  12,  and  one  of  13,  which  makes 
a  total  of  71  millimeters.    (See  Fig.  249). 

At  the  extrados,  the  last  two  plates  are  omitted,  and  they  have 

been  replaced  by  two  angle  irons  M^-^J^,  which  connect  the 

spandrel  with  the  principal  girder.    (Fig.  252). 

The  portion  of  the  arch  between  two  purlins  is  formed  by  three 
small  diagonals  and  two  large  ones.  This  division  of  the  diagonals 
into  small  and  large  serves  to  decorate  the  arch,  and  has  also  the 
advantage  of  giving  the  same  distance,  10.72  meters,  between  the 
vertical  purlins,  which  is  indispensable  considering  their  great 
height. 
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Fio  8B8. 


Fig.  268. 


Fio.  254. 

(373)  The  diagonals  are  formed  by  T-irons  of  different  dimen- 
sions, ^according  to  their  position  in  the  section  with  respect  to  the 
webs  of  460.    From  the  panel  21  to  12  the  diagonals  are  T-iroiis 

200 by  100  _  ^,  ,  ^,  ^.  200  by  100 
 J-  .     In  the  panels  22,  23,  24  they  are  T-irons  

strengthened  by  a  plate  200  by  10;  in  the  panels  11  to  1  they  are 
170  by  90 
13  • 
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The  panels  at  the  head  and  foot  are  of  an  entirely  different  con- 
struction. In  those  of  the  head,  which  have  to  resist  a  horizontal 
thrust  of  74,950  kilograms  under  ordinary  circumstances,  of  114,360 
when  the  roof  is  covered  with  snow,  and  of  119,840  in  case  of  a  wind 
having  a  mean  velocity  of  40  meters  per  second,  two  large  diagonal 
double  T-irons  are  used,  which  take  the  thrust,  and  form,  with  a 
series  of  supplementary  webs  and  strengthening  plates,  a  very  stiff 
frame. 

Figs.  264  and  265  show  the  method  of  attaching  the  bearings  to 
the  web  of  the  arch. 

The  bottom  panel  is  entirely  plain  and  has  two  webs  strengthened 
by  several  supplementary  plates. 

The  panel  rests  on  the  upper  bearing  by  means  of  an  additional 
plate  20  millimeters  thick,  to  which  it  is  fastened  by  four  bolts.  The 
lower  pillow  block  rests  on  a  cast-iron  plate,  to  which  it  is  attached 
by  long  anchor-bolts  imbedded  in  masonry,  as  has  been  previously 
described. 

For  facility  of  transportation  the  different  sections  were  5  or  6 
meters  in  length,  the  joints  being  made  in  the  middle  of  a  panel,  and 
care  taken  that  the  angle  irons  should  break  joint. 

(374)  The  spandrel  has  the  same  construction  as  the  arch  itself. 

It  is  formed  of  two  webs  400  by  9  united  by  a  plate  770  by  8,  and 

^           1   .        100  by  100 
four  angle  irons  /  , 

The  uprights  are  in  the  prolongations  of  those  of  the  arch,  and  like 
them  placed  beneath  the  two  webs.  The  vertical  part  of  the  span- 
drel outside  of  the  girder,  which  carries  the  arches  of  the  lateral 
galleries,  and  the  gutter  purlins,  is  strengthened  by  two  webs  150  by 

7  and  four  angle  irons  122J^?Jt29, 

The  joints  between  the  gutter  purlins  and  the  girder  are  made  by 
bolts,  on  account  of  the  difficulty  of  riveting  at  this  height,  and  the 
gutter  is  secured  to  the  uprights  of  this  purlin  by  a  number  of 
brackets.  All  the  space  below  this  purlin  above  the  arches  of  the 
lateral  galleries  is  closed  by  a  plate-iron  curtain  4  millimeters  thick 
formed  by  plates  1.73  meters  long  and  lapping  over  each  other  for  a 
distance  of  0.150  meter. 

(375)  Purlins, — There  are  twelve  purlins,  including  those  which 
support  the  gutters,  which  are  differently  constructed  from  the  others. 
The  two  latter  are  formed  of  a  web  1.05  meters  high  by  8  millimeters 
thick,  and  two  plates  300  by  9  millimeters  with  f  oui'  angle  irons. 
70  by  70 

7 

The  uprights,  consisting  of  a  web  and  four  angle  irons,  stiffen  the 
beam,  and  serve  at  the  same  time  as  a  support  for  the  rafters  on  the 
interior  and  for  the  gutter  corbels  on  the  exterior. 
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The  other  ten  purlins  (Figs.  255-257)  are  each  formed  of  an  N- 
shaped  lattice  girder.  The  tension  bars  are  two  flat  irons  120  by  8 
joined  on  each  side  to  the  two  plate  webs  of  350  millimeters  thick. 
For  the  two  panels  near  the  trusses  where  the  shearing  stress  is 
greatest  the  thickness  of  the  plates  is  9  millipieters. 


Machixkrt  hall.  Purlin  with  detuls. 


Section  A  B.  Section  K  L. 

Fios.       2S«,  267.  Purlin. 


The  purlins  have  been  calculated  by  considering  them  as  pieces 
resting  on  two  supports  and  carrying  three  separate  loads,  viz,  the 
rafters,  a  portion  of  sashes  and  glass,  and  their  own  weight.  These 
conditions  give  a  height  in  the  middle  of  the  purlin  of  1.80  meters, 
and  this  height  has  been  augmented  toward  each  end  for  architec- 
tural effect. 

(376)  Rafters, — The  purlins  are  braced  by  a  series  of  rafters  run- 
ning from  the  ridge  to  the  gutters  (Figs.  258-262).  Upon  the  rafters 
rest  the  minor  purlins  which  support  sash  bars.  Rafters  Nos.  1  and 
2  have  been  selected  as  illustrations  on  account  of  the  peculiar  ar- 
rangement at  their  upper  parts  due  to  the  joining  of  the  principal 
girders. 

On  account  of  the  great  length  of  the  purlins  it  is  indispensible 
that  they  should  be  braced  at  several  points;  this  is  accomplished  by 
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means  of  the  three  rafters  placed  between  two  principal  girders. 
This  bracing  is  made  secure  by  putting  at  the  right  of  each  rafter 
and  for  each  purlin  a  large  ear  of  plate  and  angle  irons.  Between 
the  two  ears  a  sheet  of  lead  15  millimeters  thick  is  placed. 

This  arrangement  does  not  prevent  the  movements  due  to  varia- 
tions of  temperature,  for  when  the  girder  expands  the  ridge  rises. 
The  lead  gives  at  its  lower  i)art  and  allows  the  motion. 

Six  bolts  are  used  to  unite  the  two  cars,  but,  in  order  to  leave  a 
slight  play,  care  is  taken  not  to  screw  up  the  nuts  too  tightly. 

The  two  ridge  x>urlins  support  a  walking  gallery  with  an  outside 
parapet.  This  gallery  is  fixed  to  the  right  gutter  purlin  only,  and  is 
free  from  the  other  so  as  to  vary  its  position  as  the  roof  moves. 

(37?)  Erection. — The  contracts  for  iron  work  and  the  erection  of 
the  Machinery  Hall  were  allotted  to  three  companies,  viz,  the  gables 
and  lateral  galleries  to  MM.  Baudet,  Donon  &  Co.,  and  the  other 
portions  of  the  great  nave  were  equally  divided  between  the  com- 
l>anies  Fives-Lille  and  Caile. 

(378)  The  method  adopted  by  FiveS'Lille  Co,  is  due  to  M.  Lantrac, 
chief  engineer  of  the  company,  and  was  superintended  by  M.  Balme, 


Fio.  262.  -  Rafter.    Section  O  P  Q  K 

the  resident  engineer.  This  system  consisted  in  putting  the  parts  of 
the  girder  together  on  the  ground  so  as  to  form  four  sections,  viz, 
two  jners  and  two  arches,  then  raising  these  four  sections  to  their 
projjer  places,  and  riveting  them  together  on  scaflFoldings  arranged 
for  the  purpose. 

The  scaffoldings  required  for  the  whole  operation  were  three  in 
numl)er,  one  high  central  one,  and  two  lateral  ones;  they  are  shown 
in  Fig.  203;  they  are  mounted  on  wheels,  and  are  entirely  inde- 
pendent of  each  other. 

I)K«CRII»TION  OF  Fio.  363. 

Fig.  268  represents  the  method  of  raising  the  girders,  with  the  traveling  scaffold- 
iji^H  in  UHe. 
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I  I',  piers ;  X,  high  central  scaffoldings  22  meters  long,  10  noieters  wide^ 
44  meters  high,  running  on  18  wheels  0.80  meter  in  diameter ;  Y  Z,  two  smaller 
traveling  scaffoldings  just  alike ;  U'  U',  secondary  scaffoldings  fastened  to  Y 
and  Z ;  V  V,  traveling  scaffoldings  totened  on  to  Y  and  Z ;  a,  a,  firmly  braced 
projecting  stage ;  hj  c,  hoisting  pulleys  on  a ;  d,  e,  winches  for  b  and  c ;  /, 
smaller  winches  below;  h,  t,  small  cranes ;  j\  lifting  pulley;  k,  I,  winches ;  m,  2>t 
foot  of  girder ;  x,  a  platform  on  piles,  with  a  winch  ;  n,  the  rest  of  the  half  gir- 
der; r,  guys ;  u%  pulleys ;  y,  traveling  crane. 

When  it  was  desired  to  transfer  UZ  and  V  from  one  bay  to  another, 
the  following  operations  were  necessary:  First,  a  motion  at  right 
angles  to  the  axis  of  the  nave  for  a  distance  of  17  meters,  so  as  to- 
clear  Z  and  V  and  allow  them  to  pass  under  the  arched  girder;  sec- 
ond, a  movement  of  21. 50  meters  parallel  to  this  axis  to  the  folio wing^ 
bay;  third,  a  movement  at  right  angles  to  the  axis,  so  as  to  bring^ 
the  whole  back  into  line  with  its  primitive  position. 

These  travelers  were  carried  on  three  sets  of  rails,  two  across  and 
one  lengthwise,  by  means  of  fifty  wheels,  twenty-eight  for  the  first 
and  third  travelers,  and  twenty-two  for  the  second. 

The  height  of  the  axles  of  the  wheels  could  be  raised  enough  to 
enable  the  wheels  to  clear  the  rails,  by  removing  a  set  of  cast-iron 
bearings  placed  above  the  axles  for  this  purpose. 

In  order  to  pass  from  one  line  of  rails  to  another,  the  travelers 
were  raised  by  a  set  of  hydraulic  jacks,  the  upper  bearings  removed, 
the  wheels  pushed  up  and  wedged  into  their  frames,  and  the  set  of 
wheels  for  the  other  line  brought  down.  The  travelers  were  then 
moved  by  cables  attached  to  piles  driven  into  the  ground,  the  cables 
being  wound  up  on  the  winches  k  and  I.  The  time  required  to  shift 
X,  Y,  and  Z,  was  a  little  less  than  two  days. 

(379)  Oe/neral  process  of  erection, — The  bed  plates,  cast-iron  pillow 
blocks,  were  fastened  by  the  anchorage  bolts  already  described.  The 
form  is  shown  in  Figs.  264  and  265. 

The  bed  plate  rests  on  a  sheet  of  lead  5  millimeters  thick,  spread 
upon  a  coating  of  Portland  cement  laid  upon  the  masonry. 

The  portions  of  one-half  of  the  girder,  consisting  of  the  foot,  the 
head  panel,  and  the  intermediate  sections  unriveted,  were  sent  from 
the  shop. 

The  traveling  crane  y,  10  meters  high,  was  used  to  handle  the  dif- 
ferent pieces,  which  were  put  together  in  two  separate  portions,  m 
and  w,  and  laid  parallel  to  each  other  (Fig.  263). 

Suppose  now  the  bay  H  H'  1 1'  to  be  finished ;  we  pass  to  the  fol- 
lowing bay  thus :  X  takes  the  position  X^ ;  Y,  the  successive  position 
Y,  and  Y,;  and  Z,  those  of  Z^  and  Z,.  Then  the  portion  of  the 
girder  n  placed  upon  cars  running  on  a  cross  track  is  brought  to  n\ 
directly  under  the  pulleys  forming  the  hoisting  apparatus  on  X, 
while  the  foot  ni  is  dragged  to  the  position  m'  just  in  front  of  its 
bearings.    Y,  is  then  pushed  into  the  position  Y,  in  line  with  its 
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first  position.  The  same  movements  are  made  with  Z.  The  two 
pieces  m'  and  n'  are  now  ready  to  be  raised. 

(380)  Erection  of  the  foot  of  the  girder, — Fig.  264— The  first  opera- 
tion is  to  turn  P  around  an  auxiliary  axle,  A,  until  the  rounded  edge, 
M,  of  O  bears  upon  N.  S  is  fixed  by  four  steel  wedges,  H,  to  the  bed 
plate  T,  which  is  made  fast  by  the  anchorage  bolts.  The  auxiliary 
axle  A  is  a  steel  cylinder  0. 12  meter  in  diameter  and  0.80  meter  long. 
It  rests  on  the  cast-iron  half  pillow  block  B  bolted  to  the  oak  frame  E. 
The  half  pillow  block,  C,  of  the  axle  A  is  fixed  upon  P  by  bolts  and 


braced  by  two  iron  claws,  D,  riveted  to  the  girder  itself.  The  pieces 
C  and  D  are  subsequently  removed  and  the  holes  stopped  with  rivets. 

When  the  piece  P  is  dragged  over  so  as  to  stand  exactly  in  front 
of  R,  it  is  lifted  by  hydraulic  jacks,  and  the  supports  are  gradually 
removed  until  C  comes  in  contact  with  A.    The  hoisting  was  done 
H.  Ex.  410— VOL  III  54 
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by  means  of  a  cable  and  two  pulleys — one  fixed  to  the  scaffolding  Z, 

and  the  other  united  by  an  oscillating  bar 
and  two  connecting  rods  to  a  steel  axle 
fixed  to  the  lower  flange  of  the  fifth  panel 
(Fig.  266),  so  that  the  different  pieces  could 
oscillate  at  right  angles  to  the  traction  in 
both  directions.  The  cable  was  0.075  meter 
in  diameter  and  had  been  tested  to  40  tons. 
The  foot  weighing  48  tons  and  bearing 
partly  upon  A,  its  axle  of  rotation,  with 
three  plies  of  the  cable  there  was  no  dan- 
ger of  rupture.  The  cable  passed  over  the 
winch  e  and  was  worked  by  a  gang  of 
twelve  men.  As  an  extra  precaution  the 
first  motion  of  the  girder  was  aided  by  the 
auxiliary  hoist  g.  Two  guys  steadied  p 
in  its  motion,  and  finally  the  traveler  Z 
was  guyed  by  a  steel  cable  s.  It  took 
about  three  hours  to  raise  both  feet  to- 
gether. 

(381)  Erection  of  the  remainder  of  the 
girder, — When  each  foot  was  raised  and 
secured  to  its  traveler  the  joining  pieces  were  brought  into  place  by 
the  traveling  cranes,  h  h,  and  were  riveted  on  the  scaffoldings. 


Fig.  266.— Special  arraugeinent  of 
the  pulleys  for  lifting  the  foot  of  the 
girder  so  that  the  different  pieces 
may  oscillate  in  directions  at  right 
angles  to  each  other,  in  order  that 
the  traction  shall  always  be  normal 
to  the  axis  of  rotation. 


Fio.  267.— Scheme  adopted  by  Fives-IJlle  Co.  for  erecting  the  rafters  and  purlins. 

The  other  portion  n'  of  the  girder  was  slung  at  its  extremities  to  the 
pulleys  d  and  k  by  three  cables  each,  so  that  the  section,  which  weighs 
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about  38  tons,  was  borne  with  perfect  security.  The  inner  end  was 
first  raised  by  the  winch  d  until  the  section  took  the  position  n\.  It 
was  then  raised  by  means  of  d  and  fc,  to  the  position  n\,  the  head 
being  about  2  meters  from  its  final  position  n\.  To  bring  it  to  the 
position  n\  the  winch  (7  was  stopped,  and  a  second  pulley  ic  worked 
by  the  winch  /  was  attached  to  the  end  of  girder. 
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Fig.  263  shows  the  arrangement  of  these  two  pulleys.  By  hauling 
and  slacking  alternately  with  the  pulley  rf,  the  bearing  of  the  head 
was  brought  to  the  trunnion  of  the  upper  joint.  The  raising  of  the 
other  section  was  carried  on  at  the  same  time  until  both  bearings 
closed  upon  the  trunnion.  When  this  was  done  the  collar  plates  were 
bolted  on,  uniting  the  two  bearings  together.  During  this  time  the 
two  sections  of  the  girder  were  being  riveted  together. 
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The  operation  of  raising  the  whole  girder  took  live  hours  and  a 
gang  of  eighty  men  in  all. 

(382)  The  raising  of  the  purlins, — After  the  gutters  had  been 
raised  and  placed  by  the  cranes  h  and  purlins  Nos.  2,  3,  4  (Fig, 
267)  were  raised  and  placed  on  U'.  The  upper  extremities  were  fur- 
nished with  bushings  carrying  rollers  (Figs.  268  and  269). 

Then  the  three  purlins  with  their  six  rafters  were  riveted  together 
upon  the  floor  of  the  traveler.  The  whole  system  was  then  rolled 
by  two  winches  placed  on  the  central  traveler  and  hauled  to  its 
final  place;  the  rollers  were  taken  off,  the  cheeks  let  down  by  special 
jacks  arranged  on  wooden  frames;  the  purlins  came  into  their  proper 
places  and  were  bolted  to  gussets  riveted  to  the  girder  (Fig.  270). 

(383)  Weight— 


Number  of  rivets  for  the  ordinary  girders,  about  32,000,  not  in- 
cluding those  for  the  purlins.  Of  these  19,600  were  driven  in  the 
shops,  10,300  on  the  ground,  and  2,100  on  the  scaffoldings. 

Number  of  workmen  employed  on  the  ground  daily,  250. 

The  first  girder  was  erected  April  20,  1888.  The  first  bay  was 
completed  in  23  days,  the  second  in  16  days,  the  third  in  12  days, 
and  each  of  the  following  bays  in  about  10  days. 

(384)  Method  of  erection  adopted  by  Cail  &  Co, — The  system 
adopted  by  Cail  &  Co.  was  devised'  by  M.  Barbet,  chief  engineer 
of  the  company.  It  consisted  in  raising  the  girder  in  pieces  not 
exceeding  3  tons  and  riveting  them  directly  from  a  single  scaffold- 
ing, the  top  of  which  conformed  as  nearly  as  possible  to  the  intrados 
of  the  arch. 

Fig.  271  shows  the  elevation  of  this  great  scaffolding,  consisting 
of  five  stagings  16,  18,  and  20  meters  long,  by  8  wide,  connected  at 
a  height  of  10  meters  by  a  series  of  bridle  pieces;  the  stagings  are 
united  at  their  upper  parts  by  plank  floorings;  one  of  the  floorings, 
a  flight  of  steps,  follows  the  outline  of  the  girder  which  it  is  intended 
to  support;  it  has  a  width  of  5  meters;  the  other,  35  meters  high,  is 
horizontal. 

On  this  platform,  4  meters  wide,  two  rails,  2.50  meters  apart,  are 
laid,  which  carry  a  traveling  crane,  shown  in  the  figure. 

The  five  stagings  are  mounted  on  twelve  wheels  0.60  meter  in 
diameter.  The  rails,  0.12  meter  high,  are  fixed  to  strong  cross-ties 
1.10  meters  by  0.25,  by  0.15,  0.70  apart  and  the  whole  carefully 
leveled. 

The  scaffolding  is  moved  by  five  winches  set  up  on  its  lower  fram- 
ing, and  the  ropes  pass  through  pulleys  made  fast  to  piles  driven 
into  the  ground.    Each  staging  was  provided  with  a  plumb  line,  and. 


Weight  of  each  gable-end  girder  

Weight  of  each  of  the  other  girders  

Weight  of  one-half  bay  including' the  purlins,  rafters,  and  sash  bars 
Weight  of  gutters,  arcade,  etc.,  for  one-half  bay  


Tons. 
.  240 
.  196 
.  62 
.  26 
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as  all  the  rails  were  marked  in  divisions,  it  was  possible  to  correct, 
from  time  to  time,  irregularities  in  the  motions  of  the  different 
stagings.  The  shifting  of  the  scaffolding  for  one  bay  occupied  not 
more  than  1^  hours. 

In  addition  to  these  scaffoldings  there  were  two  large  traveling 
cranes,  8  meters  by  6,  and  28  high,  running  on  tracks  laid  outside  and 
parallel  to  the  axis  of  the  nave. 

(385)  Process  of  erection, — After  bolting  down  and  adjusting  the 
bed  plate,  the  bearings,  etc.,  they  proceeded  to  erect  the  bases  of  the 


Fio.  278.— Method  of  erecting  the  purlins  adopted  by  Call  &  Co. 


girders  by  building  around  the  pier  a  staging  which  was  capable  of 
holding  a  flooring  at  any  height  below  the  gutters ;  pieces,  brought 
by  cars,  were  taken  by  the  cranes,  carried  up,  and  fitted ;  a  gang  of 
riveters  followed  the  fitters  as  the  work  went  on,  to  the  level  of  the 
gutters.  The  cranes  were  then  moved  on  to  the  next  pier  and  the 
operation  repeated. 

During  this  time  the  traveling  cranes  on  the  great  scaffolding 
(Fig.  272)  raised  and  placed  the  other  pieces  of  the  arch  which  were 
first  secured,  then  bolted  together.  The  two  half  arches  rose  pro- 
gressively together  to  the  upper  joint ;  at  intervals  the  intrados  plate 
was  supported  on  pairs  of  jacks,  thirty-two  for  the  whole  girder, 
which  was  thus  held  a  little  above  its  final  position  so  as  to  leave  a 
little  play  at  the  joint.    When  the  riveting  was  finished  the  half 
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girders  were  dropped  into  their  proper  position  and  the  connecting 
collars  bolted  on. 

(386)  Erection  of  the  purlins  and  rafters, — Figure  273  shows  the 
method  by  which  the  purlins  and  rafters  were  placed.  One  end  of 
the  purlin  was  made  fast  to  the  chains  of  the  travelling  crane,  the 
other  end  to  a  rope  from  sheers  erected  exactly  in  line  with  the  defi- 
nite position  of  the  purlin.  The  crane  was  moved  out  of  line  as  the 
hoisting  went  on,  until  the  purlin  had  cleared  the  flanges  of  the 
girders,  the  crane  was  then  brought  back  and  the  purlin  lowered 
into  its  place.  At  the  time  of  lowering  the  purlin,  an  aperture  was 
made  in  the  scaffold  flooring  by  taking  up  some  of  the  planks,  which 
were  replaced  when  the  operation  was  finished. 

The  rafters  were  raised  in  a  similar  manner.  To  each  purlin 
were  fastened  six  outriggers,  coupled  at  the  right  of  the  angle  irons 
fastening  the  rafters ;  these  outriggers  carried  pulleys  over  which, 
ropes  passed  to  winches  on  the  ground.  The  rafters,  like  the  pur- 
lins, were  raised  by  these  winches. 

As  before  stated,  there  were  32,000  rivets ;  of  these  4.000  were 
driven  in  the  workshop,  8,000  on  the  ground,  and  20,000  upon  the 
scaffoldings. 

The  average  number  of  workmen  was  215. 

The  first  girder  and  bay  were  completed  on  the  24:th  of  May  ;  the 
second  and  third  girders  and  bays  required  13  days  each  ;  the  fourth 
and  fifth  12  days  each,  and  the  rest  10  days  each,  on  an  average. 

A  view  of  the  gable  in  process  of  construction  is  given  in  Plate 
XIX,  and  a  view  of  the  interior  of  one  end  of  the  hall  in  Plate  XX. 

(387)  The  great  vestibule, — The  central  30-meter  gallery  communi- 
cates with  the  Machinery  Hall  by  a  vestibule  (Fig.  274),  which  unites 
it  with  the  lateral  galleries  of  the  great  nave.  This  vestibule  has 
two  wings  covered  by  hooded  arches  4.60  meters  wide,  each  contain- 
ing a  monumental  staircase  heading  to  the  Machinery  Hall  gallery. 

The  iron  framework  consists  of  four  great  pillars  22  meters  high,- 
which,  by  means  of  four  arches,  support  a  belt  25.66  meters  in 
diameter,  resting  on  the  middle  of  each  arch.  A  part  of  the  weight 
of  this  belt  is  borne  directly  by  the  pillars  by  means  of  struts  which 
form,  with  the  base  of  the  belt,  four  pendant  arches. 

The  roof  is  a  cupola  formed  by  sixteen  curved  ribs  resting,  below, 
on  the  belt,  and  converging  to  a  second  belt  10  meters  in  diameter, 
which  supports  the  lantern.  The  latter  also  consists  of  sixteen  ribs 
0.15  meter  wide,  springing  from  the  upper  belt  and  converging  to  a 
third  belt  1  meter  in  diameter.  The  ribs  are  braced  by  circular  pur- 
lins, which  support  the  sash  bars  and  that  part  near  the  gutters 
which  is  covered  with  zinc. 

The  roof  has  a  double  glazed  ceiling.  A  spherical  glazed  ceiling, 
hung  from  the  curved  ribs  by  iron  rods,  extends  upward  to  a  perfor- 
ated circular  plate  suspended  from  the  lantern  ribs,  serving  as  a 
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means  of  ventilation.  This  double  ceiling  is  only  ornamental ;  it  is 
entirely  glazed  except  at  its  lower  part,  and  is  divided  into  sixteen 
panels  made  np  of  a  number  of  pieces  of  colored  glass  set  in  lead 
frames. 

The  portions  of  the  interior  of  the  dome  and  wing  not  glazed  are 
decorated  with  paintings  and  ornamented  plaster  and  ceramic  work. 


 — ^ —  ^  I 

 -—J 


The  balustrade  of  wrought  iron  and  bronze  is  a  work  of  great 
artistic  merit.  Two  bronze  figures  at  the  entrance,  by  MM.  Cor- 
donnier  and  Barthelemy,  carry  a  group  of  twenty  incandescent  lamps. 

(388)  The  erecting  scaflFolding  is  shown  in  Figs.  275  and  276;  it  is 
circular,  being  formed  of  two  framed  belts  of  the  same  size  as  those 
of  the  cupola.  The  exterior  belt  has  twelve  sides ;  it  is  made  up 
of  sixteen  posts  united  by  four  courses  of  bridle  pieces  and  double 
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diagonals.  The  interior  belt  is  square,  formed  of  eight  posts  united 
like  the  preceding  ones. 

The  two  belts  are  connected  with  each  other  by  sixteen  trestles, 
four  of  which  intersect  and  form  the  sides  of  the  interior  square. 


Fios.  S75  and  276.— Transyerae  section  and  plan  of  the  scaffolding  used  In  erecting  the  ^etitSMA  of 

Machinery  HaJl. 

The  dome  was  erected  by  means  of  wooden  shears  set  up  on  two 
wooden  platforms,  the  first  18.75  meters,  and  the  second  26.30  meters 
high. 
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The  constructors  of  the  iron  work  for  this  pavillion  were  MM. 
Monreau,  Frftres. 
(389)  Decoration, — The  nave  is  covered  with  ground  glass  fur- 


Machinbry  Hall.  Sidb  Gallkribs. 


Fig.  277.— liongitudnal  fagade. 

nished  by  the  Saint  Qoban  Manufactory;  the  lower  parts  toward  the 
gutters  are  unglazed,  but  decorated  with  the  arms  of  the  principal 
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cities  of  the  world  and  those  of  the  chief  towns  of  France  and  her 
colonies. 

(390)  Lateral  galleries  of  Machinery  HaU.—Figs.  277-279  show 
elevations  and  a  section  of  the  lateral  galleries  annexed  to  the  great 
nave  of  Machinery  Hall.  The  galleries  are  on  the  two  long  sides 
of  the  great  nave  only  ;  they  are  made  up  of  a  series  of  arches. 

The  first  series  consists  of  the  arches  situated  between  the  great 
girders  and  united  with  the  vertical  part  of  the  spandrel,  in  which 
is  fixed  the  gutter  purlin  of  the  great  nave.  These  arches  brace  the 
great  girders  and  sustain  a  flush  vertical  portion,  a  sort  of  curtain 
which  closes  the  space  left  between  the  girders  above  the  arches. 


Fio.  278.~Traiisyeree  section  throufch  the  orown  of  the  arch. 


The  second  series  of  arches,  situated  16  meters  outside  the  first, 
is  identical  in  form  with  the  preceding,  but  of  a  slightly  diflferent 
construction.  The  two  series  are  united  by  a  system  of  purlins  and 
rafters  supporting  a  zinc  roofing. 

The  lateral  galleries  are  divded  into  two  stories  by  a  flooring  8 
meters  above  the  ground;  on  this  flooring  the  grand  stands  are 
placed. 

The  fagade  arches  are  formed  of  a  girder  with  a  full  web. 
This  girder  is  made  up  of  a  plate  cut  according  to  the  profile  of 
the  arch,  having  its  upper  and  lower  members  formed  by  two  angle 

irons      ^7       and  by  a  plate  300  by  8  millimeters.    These  mem- 
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Fio.  879.— Side  galleries.  Lateral  view  from  the  principal  nave. 
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bers  are  united  at  intervals  by  a  certain  number  of  uprights  which 
stiffen,  and  serve  as  points  of  attachment  for  a  series  of  brackets  and 
angle  irons  supporting  the  upper  crown  of  the  arch. 

For  all  the  portions  of  the  fagade  arches  and  also  for  the  interior 
part,  where  a  purlin  is  fixed  to  an  upright,  the  uprights  are  formed 
by  four  angle  irons. 

At  the  interior  portion  of  the  arches  of  the  fagade  (Fig.  279),  and 
to  reproduce  the  lattice  of  the  arches,  plate-iron  bars  are  riveted  to 
the  girders.  This  lattice  only  serves  as  a  decoration.  The  piers  of 
the  f agade  arches  are  the  same  as  those  of  the  interior.  These  piers 
support  a  horizontal  girder  resting  on  two  intermediate  columns. 
The  floor  beams  are  joined  to  this  beam.  These  beams  are  attached 
on  the  interior  side  to  a  girder  half  flush  and  half  lattice,  which 
spans,  without  support,  the  intermediate  space  of  21.50  meters  be- 
tween the  girders.  Above,  the  horizontal  fagade  girder  the  space 
is  filled  with  brick,  and  above  that,  with  glass  to  light  the  first  story 
of  the  galleries. 

The  ground  floor  is  lighted  by  a  glazed  portion  situated  below  the 
horizontal  girder,  beginning  at  a  distance  of  0.575  meter  above  the 
ground. 

The  decorations  of  the  annexed  galleries,  like  the  decorations  of 
the  great  nave,  are  very  simple,  and  indicate  clearly  the  utilitarian 
object  of  the  structure. 

(391)  The  construction  of  the  gable  ends  and  the  lateral  galleries 
(Plates  XIX  and  XX)  was  done  by  MM.  Baudet,  Donon  &  Co.,  the 
gable  ends  and  galleries  attached  requiring  over  1,200,000  kilograms 
of  iron.  One  end  is  decorated  by  a  great  glass  window,  consisting 
of  19  panels  9  meters  high,  representing  the  battle  of  Bouvines. 

The  opposite  end  is  flanked  by  two  towers,  and  bears  in  relief  the 
arms  and  attributes  of  the  city  of  Paris.  The  archivolt  is  decorated 
with  the  arms  of  the  principal  countries  taking  part  in  the  exhibi- 
tion. 

Plate  XXI  and  XXII  show  the  two  groups  of  figures,  10  meters 
high,  supporting  the  lintel  of  the  gable,  referred  to  elsewhere. 

(392)  Weight. 

The  total  weight  of  iron  used  kilograms. .  12,761,068 

Total  surface  covered  square  meters ...         62, 118 

Weight  per  square  meter  covered  .  .kilograms. .  205.45 
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Cost  of  Machinery  HaU. 


Francs. 


Earthwork  and  masonry  

Ironwork  . . 

Woodwork  

Covering,  lead  and  zinc  

Floorings  

Joiner's  work  

Olazing  

Decoration   

Painting  

Administrative  expenses,  etc 
Engineers,  etc.   


692,425.54 
5,398,307.25 
198,760.51 
286,682.74 
78,591.04 
84,345.86 
182,242.67 
256,141.50 
158,547.40 
190,227.66 
192,922.52 


Total 


7,514,094.69 


(393)  Acknowledgments. — In  terminating  this  extended  notice,  I 
wish  to  express  my  obligations  to  M.  Contamin,  chief  engineer  of 
the  building,  for  valuable  assistance  and  information. 

The  original  plans  and  descriptions  of  Machinery  Hall  were  pub- 
lished by  M.  Grosclaude,  M.  Contamin's  assistant,  but  were  consid- 
erably modified  (iron  substituted  for  steel)  before  the  structure  was 
erected.  M.  Grosclaude  was  kind  enough  to  correct  his  plans  and 
descriptions  published  in  Le  Genie  Civil  and  also  furnish  me  with 
new  drawings  of  the  main  girder  and  its  details.  The  notice  of  the 
foundation  and  erection  are  from  the  description  of  M.  Henard, 
assistant  architect,  of  the  building,  published  in  the  same  journal. 

To  Cail  &  Co.,  and  especially  to  M.  Baudet,  contractor  for  the 
gables,  I  am  indebted  for  photographs  and  for  much  valuable  in- 
formation. 
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Chapter  XLVII.— Planikr  Light-house. 

(394)  At  a  distance  of  8  miles  southeast  of  the  entrance  to  the 
port  of  Marseilles  is  a  vast  mass  of  rocks  for  the  most  part  under 
water,  and  which  emerge  at  one  point  only,  where  they  form  the 
islet  of  Planier,  which  is  200  meters  in  length  from  east  to  west  and 
100  meters  in  breadth.  It  consists  only  of  rocks  and  has  a  flat  sur- 
face, the  most  elevated  point  of  which  is  only.  4. 50  meters  above 
flood  tide ;  in  the  heavy  swells  from  southeast  to  south  and  west,  the" 
waves  cover  the  islet  to  the  approaches  of  the  light-house  tower. 

The  sides  of  the  islet  are  perpendicular,  but  several  little  creeks 
exist  where  it  is  possible  to  land  when  the  weather  is  favorable, 
care  being  taken  to  select  one  to  leeward.  They  are,  however,  very 
small,  and  have  not  more  than  1  or  2  meters  of  water,  owing  to  which 
circumstance  only  small  boats  can  enter  them. 

Being  situated  at  the  entrance  of  the  bay  of  Marseilles,  this  islet 
has,  from  time  immemorial,  been  pointed  out  to  navigators,  and  an 
old  tower  on  the  eastern  side  originally  served  as  a  beacon.  In  1829 
it  was  considered  necessary  to  establish  at  Planier,  for  the  benefit  of 
vessels  making  the  land,  a  light-house  which  would  be  visible  at  a 
great  distance,  and  a  tower  was  constructed  on  the  west  side,  on 
which  was  placed  a  light  of  the  first  order,  eclipsed  at  intervals  of 
30  seconds,  and  with  its  focus  36  meters  above  the  ground  and  40  me- 
ters above  flood  tides. 

Owing,  however,  to  the  immense  development  of  the  maritime 
commerce  of  Marseilles,  and  because,  since  the  period  of  steam  navi- 
gation, the  speed  of  vessels  has  been  augmented  to  such  a  degree,  it 
became  imperatively  necessary  to  render  the  approaches  of  the  port 
as  conspicuous  as  possible,  so  that  there  need  be  neither  error  nor 
hesitation  on  the  part  of  the  commanders  of  vessels  at  a  long  dis- 
tance from  the  island.  It  was,  therefore,  decided  to  establish  here  a 
flashing  electric  light,  with  eclipses  at  an  interval  of  5  seconds,  a  red 
flash  succeeding  three  white  flashes,  having  a  range  of  about  23.04 
nautical  miles.  To  obtain  this  range,  so  superior  to  the  old  one, 
which  was  not  more  than  15.03  miles,  the  light  had  to  be  increased 
in  intensity,  the  oil  lighting  replaced  by  an  electric  light,  and  the 
tower  raised  40  meters,  that  is,  to  63,469  meters  above  low  tide.  As 
864 
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the  existing  tower  was  not  high  enough  for  so  extensive  a  range,  and 
the  nature  of  the  construction  did  not  admit  of  any  addition  to  its 
height,  the  erection  of  a  new  tower  was  resolved  upon,  which  is 
shown  in  Figs.  280  and  281.  It  is  cylindrical  in  form,  built  of  rub- 
ble masonry  with  hydraulic  mortar.    Ashlar  is  used  only  for  the 


Fios.  380  and  281.— Section  and  elevation  of  the  Planter  Ugfat-house. 

revetment  at  the  base,  and  for  the  cornice  and  parapet  at  the  crown. 
The  facing  of  the  shaft  consists  of  a  layer  of  Portland  cement.  The 
staircase  is  of  ashlar.  The  base  rests  upon  a  foundation  platform 
leveled  at  4.45  meters  above  low  water.  The  height  of  the  base 
H.  Ex.  410— VOL  III  55 
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above  this  platform  is  8.60  meters,  that  of  the  shaft  42.44  meters,  and 
that  of  the  crown  5.45  meters.  The  focus  is  69.019  meters  above  the 
platform  foundation.  The  radii  of  the  horizontal  sections  of  the 
tower  are  as  follows :  3.35  meters  for  the  top  of  the  shaft,  4.40  meters 
at  its  base,  and  6.90  meters  at  the  bottom  of  the  basement.  The  in- 
terior space  forming  the  staircase  is  a  cylinder  4  meters  in  diameter. 
It  is  lighted  by  twenty-five  windows.  The  stone  stairway,  0. 80  meter 
wide,  stops  on  the  two  hundred  and  fifty-fourth  step.  It  is  prolonged 
by  an  iron  staircase  of  sixteen  steps  reduced  to  0.60  meter.  This 
last  goes  through  the  arch  upon  which  the  flooring  of  the  service 
chamber  rests,  at  a  height  of  49.08  meters  above  the  sill  of  the  en- 
trance. This  chamber  is  lighted  by  four  windows  pierced  between 
the  brackets  of  the  coping  and  facing  in  the  direction  of  the  four 
cardinal  points.  A  second  iron  staircase  of  twenty-one  steps  leads 
through  another  arch  to  the  lantern,  which  is  contained  in  a  little 
stone  tower  2  meters  high,  which  forms' the  base  of  the  lantern  and 
surmounts  the  coping  of  the  light-house.  The  iron  lantern  is  4  me- 
ters diameter  inside.  The  light-house  is  protected  by  a  lightning 
rod. 

(396)  Lighting  apparatics. — In  order  to  avoid  confusing  the  Plan- 
ier  light-house  with  those  in  the  vicinity,  and  as  the  electric  light  is 
very  appropriate  for  producing  flashes,  it  was  decided  to  give  the 
new  apparatus  the  character  of  a  flashing  light  with  three  white 
flashes  and  one  red  one. 

The  optical  system  which  has  been  adopted  consists  of  a  dioptric 
apparatus  with  a  fixed  light,  0.60  meter  in  interior  diameter,  sur- 
rounded with  a  movable  drum  of  vertical  lenses  consisting  of  six 
groups  of  four  lenses,  one  red  and  three  white,  making  a  revolution 
in  90  seconds.  The  lenses  intended  to  produce  the  red  flashes  include 
a  space  of  30  degrees;  those  which  give  the  white  flashes  extend  only 
over  10  degrees;  hence  there  is  an  interval  of  2i  seconds  between  the 
white  flashes,  and  5  seconds  between  each  red  flash  and  the  succeed- 
ing white  flash.  The  machine  which  produces  the  regular  rotation 
of  the  drum  is  lodged  in  the  base  of  the  apparatus. 

The  driving  weight  is  about  150  kilograms;  it  descends  in  a  pit 
arranged  in  the  masonry  wall  of  the  tower  and  its  fall  is  about  0.90 
meter  per  hour. 

(396)  Machinery. — The  apparatus  for  producing  the  electricity  is 
double.  It  is  formed  of  two  distinct  groups  set  up  in  a  separate 
house  and  arranged  so  that  either  steam  engine  can  drive  either 
magneto-electric  machine.  The  steam  engines  are  horizontal,  with 
surface  condensation ;  having  separate  boilers  and  forming  two  in- 
dependent systems.  Each  boiler  is  furnished  with  two  steam  pipes 
so  that  it  can  feed  either  engine.  The  boilers  are  rated  at  5  kilo- 
grams per  square  centimeter;  the  power  of  each  is  5  horse  power, 
which  can  be  raised  to  10. 
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The  electricity  is  produced  at  Planier  by  magneto-electric  machine* 
capable  of  furnishing  a  light  of  85  Carcel  lamps  per  horse  power. 

The  current  is  transmitted  to  an  electric  regulator  by  a  commu- 
tator, which  allows  the  machines  to  be  coupled  either  for  intensity 
or  quantity,  and  for  using  them  successively  or  separately. 

The  ordinary  light  is  400  Carcel  burners  and  can  be  carried  to  800. 

The  luminous  range  of  the  flashes  is  48.02  nautical  miles  for  the 
ordinary  atmospheric  conditions.  The  actual  geographical  range  is 
22.02  miles  for  an  observer  at  4.50  meters  above  the  level  of  the  sea. 

The  cost  was  474,776  francs. 

The  plans  were  prepared  by  MM.  Bernard,  Chief  Engineer,  and 
Andr^,  under  the  direction  of  M.  Leonce  Raynaud,  Director  of  the 
Light-House  Service. 

Chapter  XLVIII.— Iron  light-house  at  Port  Vendrbs. 

(397)  To  facilitate  the  entrance  and  exit  of  steamers  plying  regu- 
larly between  Port  Vendres  and  Algeria  a  light-house  has  been  con- 
structed upon  the  pier  head  erected  for  the  protection  of  this  port 
against  heavy  seas. 

On  account  of  local  circumstances  exceptional  diflBculties  were  met 
with  in  this  construction. 

On  one  hand,  they  were  obliged  to  guard  against  the  consequences 
of  the  s.ettling  of  the  foundations  of  the  pier  head,  which  was  built 
on  artificial  blocks  according  to  the  usual  process  adopted  in  the  Medi- 
terranean. Again,  it  was  necessary  to  arrange  the  edifice  so  as  to 
lodge  the  keeper,  and  to  resist  the  great  violence  of  the  waves,  for 
the  parapet  of  the  pier  head  was  only  4  meters  above  the  level  of  low 
tide,  entirely  insuflBcient  in  great  tempests  to  prevent  the  waves  from 
breaking  over  it  and  striking  the  light-house. 

Under  these  circumstances  the  idea  of  constructing  a  masonry 
light-house  was  abandoned,  as  well  as  one  with  an  iron  frame  work, 
on  account  of  the  influence  of  the  waves  in  causing  vibrations,  and 
loosening  the  screws  of  the  tie  rods. 

It  was  finally  decided  to  build  this  edifice  (Figs,  282  and  283)  upon 
six  upright  hollow  iron  pillars  14.50  meters  long  arranged  in  the 
form  of  a  regular  hexagon  2.20  meters  on  each  side.  Each  of  these 
uprights  is  formed  of  three  parts.  The  lower  part,  which  has  an 
exterior  diameter  of  0.30  meter,  0.03  meter  thick,  is  built,  for  a 
length  of  2  meters,  into  the  mass  of  the  masonry  and  united  by  a 
coupling  collar  to  the  middle  portion,  which  has  the  same  diameter 
and  a  thickness  calculated  according  to  the  stress.  The  upper  part 
is  screwed  to  the  middle  part,  and  fastened  at  its  upper  extremity  to 
the  iron  floorings  of  the  platform  and  the  service  room. 

The  walls  of  the  latter  are  formed  of  plate  iron,  which  completes 
the  bracing.  It  is  cased  on  the  inside  with  woodwork.  The  floor 
and  the  ceiling  are  equally  of  wood.    Access  to  the  lantern  is  ob- 
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tained  by  a  spiral  staircase.  The  risers  are  of  cast  iron,  curved, 
movable  around  the  newel  post,  and  resting  on  four  pieces  which 
allow  them  to  turn  e^asily  without  the  upper  risers  obstructing  the 
motion.  The  steps  and  hand  rail  are  Removable ;  hence  in  a  threat- 
ening time  they  are  rapidly  taken  away,  and  all  the  risers  are  placed 
according  to  the  direction  of  the  waves  so  as  to  avoid  almost  com- 


0  '   *   *   ^   5   '    '    '    '  lb  iLM^irei' 

Fio.  28S.— Iron  light-house  at  Port  Vendres. 

pletely  being  struck  by  the  waves.  Under  these  circumstances  the 
risers  form  a  vertical  ladder,  which  also  gives  access  to  the  chamber 
and  the  lantern. 

Arrangements  are  made  so  that  the  keeper  may  remain  without 
communication  with  laud  during  heavy  weather. 
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For  about  four  years  the  light-house  has  been  in  regular  operation 
without  accident,  notwithstanding  tempests  of  exceptional  violence 
during  the  winter  1887-88,  which  destroyed  a  portion  of  the  jetty 


t   1  W 

Fio.  28S. — Section  and  plan  of  the  lodginfi^  room  of  Port  Yendres  Light-bouse. 

and  carried  away  the  parapet.  Great  dashes  of  spray  frequently 
covered  the  lantern,  put  out  the  fire,  and  broke  the  glass  in  the 
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keeper's  room.    Nevertheless  neither  the  security  of  the  service  nor 
the  stability  of  the  construction  has  been  endangered.    The  results, 
therefore,  may  be  considered  satisfactory  in  every  respect. 
Cost — The  cost  was  59,489  francs. 

The  light-house  was  planned  and  erected  under  the  direction  of  M. 
Leferme,  general  inspector,  by  M.  Bourdelles,  chief  engineer;  M. 
Barbier  &  Co.  built  the  iron  superstructure. 

Chapter  XLIX — Apparatus,  2.66  meters  in  interior  diameter, 
called  hyper-radiant,  for  lighting  cape  antiper. 

(398)  The  apparatus  for  a  light-house,  called  hyper-radiant,  ap- 
pears in  a  universal  exhibition  for  the  first  time. 

It  may  not  be  out  of  place  to  call  to  mind  that  the  first  lenticular 
apparatus  which  Fresnel  made  for  the  light-house  at  Corduan,  in 
1822,  was  a  first-class  light,  having  a  diameter  of  1.84  meters,  the 
same  as  all  those  hitherto  constructed.  And  although  important 
improvements  have  been  made  in  the  lenses,  yet  there  has  never 
been  hitherto  an  apparatus  constructed  of  greater  diameter. 

M.  Barbier,  toward  the  end  of  1885,  succeeded  in  constructing  a 
great  annular  lens  of  one-sixth,  having  a  focal  length  of  1.33  meters 
and  an  angular  aperture  of  65  degrees  in  the  vertica.1  plane.  This 
lens  was  tried  at  South  Foreland  in  1885,  and  compared  with  the 
greatest  of  the  lenses  of  the  first  order,  and  especially  with  a  lens 
of  English  construction  similar  to  that  of  the  new  Eddystone  Light- 
house, a  lens  of  0.92  meter  focal  distance,  which  occupies  equally  60 
degrees  in  the  horizontal  plane,  and  subtends  an  angle  of  92  degrees 
in  the  vertical  plane. 

Photometric  measurements  made  by  Prof.  Harold  Dixon,  of  Bal- 
liol  College,  Oxford,  on  the  13th  of  October,  1885,  showed  that  the 
illuminating  power  of  the  lens  of  1.33  meters  focal  length  compared 
to  the  Eddystone  lens  (the  two  lenses  illuminated  by  the  same  lamp) 
was,  for  the  first  series  of  experiments,  as  62.2  to  31.8,  and  for  the 
second  series,  in  the  ratio  of  28.9  to  13.7. 

If  we  consider  that  the  lens  of  the  Eddystone  type  has  an  angle  of 
92  degrees  in  the  vertical  plane,  while  the  latter,  corresponding  to 
the  lens  of  1.33  meters,  has  only  65  degrees,  we  see  that  the  illuminat- 
ing power  of  this  last  is  not  simply  twice  but  nearly  three  times  as 
great. 

This  apparatus  was  shown  in  the  pavilion  of  the  minister  of  pub- 
lic works. 

(399)  Apparatus  for  Cape  Antifer. — The  first  hyper-radiant  appa- 
ratus to  be  placed  on  the  French  coast  will  be  for  the  new  light-house 
on  Cape  Antifer,  near  Havre  (Fig.  284).  The  optical  apparatus 
which  is  2.66  meters  in  interior  diameter,  consists  of  six  annular 
panels  each  one  occupying  a  sixth  of  a  circumference  and  including 
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twelve  lower  catadioptric  elements,  ten  upper  dioptric  intermediate 
elements,  and  twenty-six  upper  catadioptric  elements. 
The  optical  apparatus  is  placed  on  a  cast-iron  frame  formed  of  six 


Fxo.  284.— Half  eleTation,  half  section,  and  plan  of  the  hyper-radiant  apparatus  for  the  new  light- 
house at  Cape  Antif er,  near  HaTre. 

columns  supporting  a  circular  entablature  and  a  central  table  which 
is  accessible  by  a  flight  of  steps.    Upon  this  base  a  car  with  conical 
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steel  wheels  carries  the  frame  of  the  apparatus,  of  which  the  base  is 
formed  by  a  movable  plate  with  its  toothed  circumference  gearing 
with  the  pinion  of  the  driving  machine.  The  clockwork  of  this 
machine  turns  the  apparatus  completely  in  120  seconds,  so  as  to  pro- 
duce flashes  every  20  seconds,  followed  by  total  eclipses  of  the  light. 

The  machine  has  an  automatic  break  and  an  electric  alarm  for  the 
slowing  and  stopping,  as  well  as  an  arrangement  for  winding  up  the 
weight  without  interrupting  the  rotation.  This  apparatus  will 
presently  be  described. 

The  cost  of  the  apparatus  was  94,000  francs. 

« 

Chapter  L. — Improvements  in  the  apparatus  for  light-houses 

using  mineral  oil. 

(400)  The  reconstruction  of  the  Faraman  light-house  and  the  intro- 
duction into  the  new  edifice  of  a  flashing  light  of  the  third  class, 
afforded  an  opportunity  for  bringing  together  the  different  improve- 
ments which  have  recently  been  introduced  into  several  French  light- 
houses burning  mineral  oil.    These  were  shown  at  the  exhibition. 

Multifocal  optical  apparatus, — It  is  the  general  custom  to  con- 
struct the  dioptric  elements  of  the  annular  lenses  and  the  cylindrical 
and  vertical  elements,  employed  in  the  optical  apparatus  of  light- 
houses, with  a  common  focus.  The  same  rule  is  applied  to  the  cata- 
dioptric  rings,  and  there  has  been  hitherto  only  one  exception. 

This  manner  of  proceeding  would  be  required  if  the  lenses  were 
formed  of  a  single  piece,  but  it  can  not  be  justified  for  those  in 
echelons  or  steps  in  use  in  light-houses,  and  still  less  for  the  catadi- 
optric  rings;  for  the  elements  which  compose  them  must  be  calcu- 
lated and  constructed  separately.  It  is  easy  to  perceive  that  it  does 
not  realize  either  the  maximum  useful  effect  of  the  light,  nor  the 
best  distribution  of  the  light  upon  the  surface  of  the  ocean,  and 
that  these  results  can  not  be  obtained  except  under  the  condition  of 
assigning  to  each  element  a  special  focus  placed  in  the  most  favor- 
able position. 

By  determining  thus  the  different  foci  of  the  elements  of  a  cylin- 
drical lens  we  find  that  they  should  be  taken  upon  the  axis  of  revo- 
lution above  the  focus  of  the  central  lens  and  at  a  height  increasing 
with  the  distance  of  the  elements  from  the  focal  plane  of  this  lens. 

This  method  of  distributing  the  foci  is  not  adapted  to  the  annular 
apparatus  the  elements  of  which  are  obtained  by  revolution  around 
a  horizontal  axis;  but  it  is  easy  to  recognize  that  one  may  realize 
the  desired  effects  by  taking  the  foci  on  this  axis,  as  in  the  preced- 
ing case,  with  this  difference:  that  the  elements  situated  above  the 
central  lens  have  their  foci  to  the  left  of  that  of  the  lens,  and  the 
lower  elements  to  the  right.  In  virtue  of  these  arrangements  the 
contiguous  edges  of  two  successive  rings  are  formed  of  two  concen- 
tric circles  of  the  same  radius,  which  come  together  and  unite  per- 
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fectly  without  ^either  space  between  or  superposition.  We  thus 
avoid  the  defects  of  the  ancient  annular  pieces  of  apparatus,  at  the 

place  of  contact  of  the  dioptric  elements 
with  the  catadioptric  rings,  which  have 
a  distinct  focus  placed  outside  of  the 
axis  of  revolution. 

Thus  multiplicity  of  foci  does  not 
complicate  either  the  calculation  or  the 
optical  construction,  and  presents,  con- 
sequently, advantages  without  any  in- 
convenienee. 

The  new  apparatus  of  the  Faraman 
light-house  is  multifocal.  It  consists 
of  five  panels,  each  formed  of  two  un- 
symmetric  lenses,  having  their  princi- 
pal axes  at  an  angle  of  23  degrees.  Its 
flashes  are  thus  emitted  in  groups  of 
two.  In  each  group  they  last  a  second, 
and  are  separated  by  a  little  eclipse  of 
two  seconds.  A  great  eclipse  of  six 
seconds  separates  each  group  from  that 
which  precedes  and  follows  it.  The 
apparatus  revolves  once  in  fifty  sec- 
onds. 

(401)  Spherical  reflector. — As  the  Far- 
aman light  illuminates  only  half  of 
the  horizon,  it  becomes  convenient  to 
utilize  the  light  lost  on  the  land  side 
and  to  send  it  toward  the  sea  by  means 
of  a  spherical  reflector.  But  it  has  not 
been  judged  necessary  to  give  to  this 
reflector  a  radius  sensibly  equal  to  that 
of  the  lenses  as  has  been  hitherto  done. 
It  is  easy  to  see  that  the  result  to  be 
obtained  is  independent  of  this  radius, 
and  that  one  can  reduce  without  incon- 
venience its  length  according  to  the 
convenience  of  the  service  or  of  the 
construction. 

Under  these  conditions  it  is  easy  to 
make  the  reflectors  of  molded,  or  even 
of  blown,  glass  with  great  economy;  a 
slight  retouch  by  grinding,  suffices  to 
assure  the  proper  regularity  of  the  in- 
terior and  exterior  surface;  the  latter 
is  then  silvered  and  covered  with  a  protecting  varnish.  Reflectors 


FI08.  885  and  886.— Vertical  and  hori. 
xoDtal  sections  of  an  apparatus  lighted 
with  petroleum  oil. 
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are  thus  made,  at  little  expense,  which  utilize  abo«it  a  third  of  the 
incident  light,  and  are  easily  placed  in  all  optical  apparatus. 

(402)  Clockwork. — The  clockwork  and  the  frame  have  been  the 
object  of  various  improvements,  many  of  which  have  been  intro- 
duced in  France.    Among  these  we  may  mention: 

First.  The  substitution  of  conical  wheels  for  spheres,  previously 
used,  for  the  rolling  chariot. 

Second.  The  winding  apparatus  for  the  weight,  permitting  this 
weight  to  be  raised  without  stopping  the  machine. 

(403)  Automatic  brake  and  regtUator. — That  the  rotation  shall  be 
uniform,  requires  the  action  of  the  weight  to  be  always  equal  to  the 
passive  resistances  which  it  has  to  overcome.    When  these  increase 


Fig.  287.— Regulating  brake  and  indicator  of  stoppage. 


from  any  cause  the  apparatus  is  liable  to  frequent  stoppages.  To 
obviate  these  we  must: 

First.  Give  the  moving  weight  an  extra  load  which  shall  render 
it  capable  of  putting  the  machine  in  motion  and  overcoming  the 
friction  of  its  parts  at  the  beginning. 

Second.  Counteract,  during  the  motion,  the  effect  of  this  extra 
load,  which  tends  to  accelerate  the  velocity. 
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The  combination  has  been  realized  by  means  of  a  conical  pendu- 
lum (Fig.  287),  each  arm  of  which  is  furnished  with  a  stirrup  pierced 
with  a  hole,  in  which  a  properly  balanced  rod  can  slide.  This  rod 
carries  at  its  lower  part  a  wooden  or  a  cork  button,  which  rubs  upon 
the  interior  surface  of  a  spherical  segment  when  the  speed  of  rota- 
tion brings  the  arms  of  the  pendulum  to  their  normal  distance  apart. 
The  friction  ceases  automatically  when  the  arms  approach  each 
other  in  consequence  of  the  rotation  becoming  slower  or  stopping. 
In  the  latter  case  a  stop  prevents  the  rod  from  descending  and  the 
center  of  the  segment  is  situated  a  little  above  that  of  the  circum- 
ference described  by  the  button  when  the  rod  rests  upon  its  stop. 

With  this  arrangement  the  surcharge  is  free  if  the  machine  is  at 
rest,  and  its  action  determines  the  motion,  which  accelerates  until  the 
branches  of  the  pendulum  have  taken  their  normal  distance  apart. 
At  this  moment  the  work  of  the  load  is  equalized  by  that  of  the  fric- 
tion, on  account  of  the  path  which  the  button  describes  upon  the 
segment  and  the  pressure  exerted  by  the  loaded  rod  on  account  of 
the  centrifugal  force.  The  movement  then  becomes  uniform,  and 
the  rotation  is  maintained  in  the  required  cdnditions  as  long  as  the 
passive  resistances  remain  constant.  If  they  diminish  slightly  the 
rotation  is  accelerated,  the  distance  apart  of  the  pendulum  balls,  as 
well  as  the  work  of  the  friction  increases,  and  the  uniform  motion 
is  reestablished.  It  is  the  reverse  in  the  case  where  the  resistances 
increase.  The  brake  works  thus  as  a  regulator  and  has  great  sensi- 
bility. 

It  is  evident  that  in  varying  the  load  and  the  path  of  the  rods  this 
arrangement  will  accommodate  itself  to  all  the  motions  of  the  clock- 
work. 

(404)  Electric  indicator  of  the  stoppage  of  the  apparatus. — These 
machines,  notwithstanding  the  intervention  of  the  brake,  may.  not- 
withstanding, stop,  if  the  keeper  is  negligent,  and  especially  if  he 
forgets  to  wind  up  the  weight  at  the  proper  time.  It  has  therefore 
been  considered  prudent  to  signalize  such  an  accident  by  an  electric 
bell.  It  is  put  in  motion  by  the  arms  of  the  pendulum  when  they 
fall  on  account  of  the  slowing  or  stopping  of  the  machine.  Their 
weight  then  overturns  an  ebonite  box  containing  mercury.  This 
liquid  closes  the  electric  circuit  having  its  two  poles  in  the  box. 

(405)  Constant  level  lamp. — The  old  lamps  have  been  replaced  by 
lamps  on  a  new  model  with  a  constant  level.  They  consist  of  a  cyl- 
indrical copper  reservoir  furnished  at  its  lower  part  with  a  neck 
which  can  be  opened  or  shut  at  will  with  a  cock.  A  central  tube, 
open  at  its  extremities,  passes  through  the  bottom  of  an  upper  com- 
partment of  the  reservoir,  arranged  like  a  tunnel,  and  descends  to 
the  lower  part  of  the  neck.  Another  vertical  tube  emptying  on  the 
exterior  of  the  neck  rises  to  the  upper  part  of  the  reservoir,  with 
which  it  communicates.  The  neck  dips  into  a  little  tank,  from 
whence  starts  the  feeding  tube  for  the  wick  and  that  of  the  overflow. 
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To  fill  the  lamp,  the  cock  in  the  neck  is  closed  and  the  oil  is  poured 
upon  the  tunnel^  and  runs  into  the  reservoir  by  means  of  the  central 

tube,  driving  the  air  into  the  lateral 
tube,  whence  it  escapes  into  the  at- 
mosphere. When*  the  reservoir  is 
filled  the  cock  is  opened,  the  oil  flows 

^   into  the  tank  until  its  level  has  at- 

^■••N.,,,!  11  ^-.^---'^j  tained  the  lower  orifice  of  the  central 
^*^li*nw-^^^^  tube,  that  is  to  say,  a  constant  level.* 
From  this  moment  the  central  tube  is 
empty,  the  lateral  tube  is  full  up  to 
the  level  of  the  oil  in  the  reservoir, 
and  the  lamp  is  ready  to  work.  If 
we  open  the  wick  cock  it  may  be 
lighted.  As  the  oil  is  consumed  its 
level  lowers  in  the  tank  and  opens  the 
orifice  in  the  central  tube  by  which  air 
escapes,  making  the  requisite  quan- 
tity of  oil  flow  into  the  tank  so  as  to 
reestablish  the  constant  level. 

The  lamp  is  fixed  upon  one  of  the 
uprights  of  the  lantern. 

It  communicates  with  the  wick  by 
means  of  tubes  which  pass  under  the 
frame  and  rise  in  a  central  column 
which  supports  the  burner.  This  ar- 
rangement makes  the  service  easier, 
especially  for  apparatus  of  small  di- 
mensions, like  those  of  the  third  class. 
It  avoids  all  the  inconveniences  of 
moderator  lamps  and  properly  feeds 
the  wick. 

Cost. — ^The  expense  of  the  apparatus 
for  the  Faraman  light-house  amounts 
to  23,300  francs. 
M.  Bourdelles,  engineer  in  chief  of 
the  service,  made  the  plan  under  the  direction  of  M.  Emile  Bernard, 
general  inspector  and  director  of  the  light-house  service. 

Chapter  LI.— Improvements  recently  made  in  electric  liqht* 

HOUSES. 

(406)  Important  improvements  have  been  recently  made  in  the 
electric  illumination  of  the  French  coast.  This  illumination  is  con- 
fined at  present  to  eight  important  points,  viz,  Dunkirk,  Calais, 

♦When  the  lower  cock  is  opened  the  air  in  the  reservoir  is  slightly  rarified.  by 
the  oil  passing  into  the  tank.  The  outer  air  enters  the  central  tube  and  clears  it, 
and  as  the  oil  rises  it  is  forced  up  the  lateral  tube  as  high  as  the  level  of  the  oil  in 
the  reservoir. 


Fxos.  888  and  289.— Elevation  and  plan  Of 
a  constant  level  lamp. 
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Gris-Nez,  La  Canche,  La  Hfeve,  Cr^ach,  Les  Baleines,  and  Planier. 
Five  others  are  in  process  of  erection. 
Bifocal  apparatus.— The  small  dimensions  of  the  optical  apparatus 

BaCUfT  mPROTEmNTB  IN  KLBCTRIG  LIOHT>H0UBB8. 


(0.60  meter  in  diameter)  have  been  preserved.  The  apparatus  itself 
consists  of  annular  unsymmetric  lenses,  preserving  the  character  of 

Digitized  by  Google 


878 


UNIVERSAL  EXPOSITION  OF  1889  AT  PARIS. 


the  electric  light  (flashing  with  groups  of  two,  three,  or  four  flashes), 
which  is  thoroughly  appreciated  by  seamen.  This  arrangement  of 
the  optical  apparatus  enables  the  horizontal  angle  subtended  by  the 
lenses  to  be  augmented,  consequently  the  intensity  of  the  light  in- 
creased.   (Figs.  290  and  291). 

The  latter  is  still  further  increased  by  the  suppression  of  the 
horizontal  divergence  artificially  given  to  the  lenses  in  the  vertical 
elements  of  the  old  apparatus. 

As  to  the  vertical  divergence,  it  has  not  been  thought  best  to 
increase  it  artificially. 

This  bifocal  arrangement  is  the  most  advantageous  and  the  most 
appropriate  for  electric  lighting,  and  it  has  accordingly  been  intro- 
duced into  the  new  apparatus. 

Caloric  engines  as  motors  have  been  substituted  for  portable  en- 
gines, three,  of  9-horse  power,  being  placed  in  each  light-house.  A 
single  one  is  suflBcient  in  ordinary  times,  but  two  are  used  in  case  of 
fog,  or  to  work  the  fog  horns.    The  third  is  used  as  a  reserve. 

The  magneto  electric  machines  used  are  those  of  M.  de  M^ritens, 
which  have  been  entirely  satisfactory  in  all  respects.  A  number  of 
modifications  have  been  introduced,  viz : 

The  arrangement  of  the  bobbins. — Eight  have  been  coupled  for  ten- 
sion, i.  e.,  one-half  in  each  of  the  five  disks  making  up  a  magneto- 
electric  machine.  The  five  half  disks  are  coupled  quantitively,  so  as 
to  divide  each  machine  into  two  half  machines  having  separately 
five  groups  of  eight  bobbins  in  tension.  Finally,  by  a  commutator 
arranged  for  the  purpose,  two,  three,  or  four  half  machines  may  be 
quantitively  combined. 

On  the  other  hand,  it  is  notnecessary  to  couple  two  machines  when 
they  are  in  use  so  as  form  a  single  machine.  The  same  result  is 
obtained  by  leaving  them  separate  and  driving  them  by  a  single 
belt.  This  is  accomplished  by  interposing  between  the  machines  a 
short  shaft,  the  prolongation  of  those  of  the  machines,  carrying  two 
loose  pulleys,  so  that  the  driving  belt  can  be  thrown  on  or  oS  of  either. 

(407)  Working  of  the  system. — The  system  of  magneto-electric 
machines  and  their  accessories  allows  the  variation  of  the  intensity 
of  light  according  to  the  condition  of  the  atmosphere. 

The  following  table  shows  the  difi^erent  intensities  admitted  in  the 
service  and  the  means  of  obtaining  them  : 


Weather  

Clear. 

Ordinary. 

Mist. 

Fog. 

10 

16 

90 

83 

Number  of  magneto-electro  machines  in  uae  

\ 

1 

8 

Mechanical  nieasures: 

Number  of  revolutions  per  minute   

480 

4ao 

490 

490 

Horse  power  on  shaft  (0.  circuit  closed  with  the  lamp. 

2.  Si 

8.80 

5.80 

7.50 
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Weather   

Clear. 

Ordinary. 

Mist. 

Fog. 

ElectrlcHi  meBSureixieDts: 

Intensity  (I)  in  ampdres: 

88 

78 

Ill 

IRA 

265 

TA 

QC 

Electro-motive  force  (K)  in  volts: 

DO 

68 

41 

42 

41 

44 

isneri^y  in  waibB     x). . 

«« IVC 

9  OtkA 
0,U94 

A  ^19 
4,  OIX 

Photometric  measurements  i 

Horizontal  intensity  (L)  of  the  electric  lamp  in  Caroel 

160 

860 

500 

788 

Intensity  of  the  beam  of  light  emitted  measured  at  a 

850,000 

600,000 

Efficiency: 

64.8 

86.8 

77.6 

88.5 

6.6 

6.4 

6.1 

6.8 

Efficiency  /   E I  \ 
\75gt  J 

.64 

0.77 

0.71 

0.T8 

In  clear  weather,  i.  e.,  ten-twelfths  of  the  year,  the  luminous  range 
of  the  new  electric  light  exceeds  27  miles,  which  is  amply  sufficient. 
For  the  other  two-twelfths  the  luminous  range  is  insufficient  on  ac- 
count of  the  fogs,  but  it  is  impossible  to  remedy  this  defect  without 
an  outlay  entirely  out  of  proportion  to  the  results  to  be  attained. 

(408)  Electric  regulator. — The  electric  service  as  previeusly  de- 
scribed could  not  employ  M.  Serrin's  regulators  except  by  modify- 
ing them  and  adapting  them  to  the  new  conditions  of  electric  light- 
ing.   This  has  been  accomplished  as  follows: 

The  current  of  a  demi-magneto  before  passing  to  the  lower  car- 
bon point  passes  through  an  electro-magnet  acting  on  a  rod  of  soft 
iron  carrying  the  detent  which  serves  to  separate  the  star  wheel 
from  the  regulator.  This  rod  is  suspended  from  a  horizontal  axle 
around  which  it  can  oscillate.  It  is  placed  at  the  proper  distance 
from  the  poles  of  an  electro-magnet  by  means  of  a  bent  lever  driven 
by  a  screw  and  furnished  with  two  spiral  springs  acting  in  oppo- 
site directions.    (Fig.  292). 

With  this  simple  arrangement  the  variations  in  the  resistance  of 
the  voltaic  arc  and  those  of  the  current  resulting  therefrom  deter- 
mine the  oscillation  of  the  soft  iron,  the  escape  of  the  detent,  and 
the  proper  distance  between  the  two  carbon  points. 

It  may  be  noticed  also  that  the  new  arrangement  of  escapement  is 
independent  of  the  lower  carbon  point.  When  the  electric  lighting 
requires  more  than  one  demi-magneto,  the  circuit  of  the  supple- 
mentary machines  is  connected  directly  with  the  carbon  points 
by  means  of  brushes  which  allow  the  motion  of  the  carbon-point 
holders,  and  the  regulator  consequently  continues  to  work  under 
these  circumstances  as  if  there  was  only  one  demi-magneto  acting. 
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Fig.  298.—- Electric  indicator  of  the  stoppage  or        Fig.  294.~Electric  indicator  of  the  extinction 
slowing  of  the  machine.  of  the  Uunp. 
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As  to  the  lighting,  it  is  done  by  a  hand  lever  which  separates  th& 
carbon  points  the  exact  distance  requisite  for  the  production  of  the* 
arc  light. 

(409)  OoniroUiTig  apparatus. — The  apparatus  of  an  electric  light- 
house is  also  supplemented  by  different  instruments  to  indicate  the^ 
woricing  and  make  known  the  defects  which  may  be  produced,  viz: 

First.  A  Siemens  electro-dynamometer  to  measure  the  intensity  of 
the  currents.  . 

Second.  An  electric  indicator  of  the  stoppages  or  slowing  of  the 
magneto-electric  machines,  by  means  of  a  bell.  This  apparatus  con- 
sists of  a  traveler  (Fig.  293)  moving  by  means  of  centrifugal  force 
along  a  fixed  rod  attached  at  right  angles  to  the  axle  of  the  magneto- 
electric  machine,  and  which  compresses  a  spiral  spring  in  proportion 
to  the  velocity  of  rotation  given  to  the  machine. 

When  the  velocity  is  insufficient  the  spring  brings  the  moving 
piece  into  such  a  position  that  it  closes  the  circuit  of  an  electric  bell. 
.  Third.  An  electric  signal,  showing  when  the  light  has  been  extin- 
guished. This  consists  of  an  electro-magnet  with  its  coil  in  a  cir- 
cuit secondary  to  that  of  the  regulator.  If  the  light  is  extinguished 
the  principal  current  is  arrested  and  the  secondary  becomes  capable 
of  causing,  by  means  of  the  electro-magnet,  the  motion  of  a  soft  iron 
rod  arranged  so  as  to  close  the  current  of  an  electric  bell.    (Fig.  294). 

Fourth.  An  alarm  serves  to  awaken  the  keeper  when  any  stoppage 
of  the  machines  takes  place. 

Cost, — The  cost  of  the  various  pieces  of  apparatus,  including  the 
optical  apparatus,  the  indicating  instruments,  three  caloric  engines, 
two  magneto-electric  machines,  etc.,  is  80,000  francs, 

M.  Barbier  constructed  the  optical  apparatus  ;  MM.  .Sautter, 
Lemonnier  &  Co.,  the  motors,  and  M.  Mdritens,  the  magneto-electric 
machines,  under  the  direction  of  M.  Emile  Bernard,  director  of  the 
light-house  service. 

Chapter  LII. — Acoustic  signals  in  connection  with  elec- 
tric LIGHT-HOUSES. 

(410)  Programme. — It  is  proposed  to  realize  in  the  new  establish- 
ments the  following  programme: 

First.  To  utilize  as  much  as  possible  the  personnel  and  machinery 
of  the  electric  light-houses  for  working  the  acoustic  signals. 

Second.  To  arrange  all  the  mechanism  so  as  to  produce  the  sounds 
when  needed. 

Third.  To  emit  these  sounds  at  a  distance  from  a  light-house  un- 
der the  most  favorable  conditions  to  be  heard  at  sea. 

Compressed  air  is  used  instead  of  steam,  and  all  the  apparatus  is 
united  in  the  same  building  under  one  engineer,  who  takes  charge 
of  the  electric  and  the  acoustic  apparatus,  and  the  three  caloric  en- 
gines used  to  drive  the  air-compressor. 

The  sirens  are  operated  by  compressed  air,  from  a  reservoir. 
H.  Ex.  410— VOL  m  56 


Digitized  by  Google 


•882 


UNIVERSAL  EXPOSITION  OF  1689  AT  PAEIS. 


W/ 


THE  ESTABLISHMENT   OP  THE   SOUND    SIGNALS  IN   THE  ELECTRIC 
LIGHT-HOUSE  OF  BELLE  ILE  AND  BARFLEUR. 

Fig.  295  shows  the  arrangement  of  the  machinery  in  the  Belle  lie 
light-honse. 

Francs. 

A,  A,  A,  caloric  engineB,  9  horse 
power  each   24,000 

B,  air-compressor,  20  horse  power, 
with  water  circulation  to  cool  it .     8, 000 

C,  Holmes  siren,  with  electric- 
mechanism  for  the  emission  and 
the  rjthm  of  the  somids   8, 000 

D,  D,  two  reservoirs  containing  4.5 
cubic  meters  of  compressed  air. 

EE,  two  distributing  reservoirs 

containing  1.5  cubic  meters  

I,  motor  of  one-half  horse  power. 
K,  Gramme  dvnamo  to  work  the 

sirens  

L,  shafts,  belts,  etc   5,400 

M,  M,  M,  M,  engaging  and  disen- 
gaging gear  

P,  P,  plate  iron  reservoirs   2,500 

R,  pipes  and  valves   2, 900 

Sundries   3, 200 


6,800 

2,400 
1,100 

1,000 


4, 100 


Fig.  295.~Plan  of  the  establishment  ib  the 
light-house  at  Belle  lie. 


Total   70,000 

S,  S,  electro-magnetic  machine& 

This  sum  includes  much  that  is 
required  for  the  light-house  itself. 
The  extra  expense  is  about  34,000 
francs,  without  including  the  cost 
of  erection. 

The  contractors  were  MM.  Saut- 
ter, Lemonnier  &  Co.,  under  the 
direction  of  M.  Bourdelles,  chief  en- 
gineer of  the  light-house  service. 

Chapter  LIII.— The  illumina- 
tion OF  ISOLATED  BUOYS  AND 
BEACONS  BY  MEANS  OF  GASO- 
LINE. 

(411)  It  is  very  important  for  the 
security  of  navigation  that  there 
should  be  some  means  of  lighting 
economically  the  beacon  towers  on 
isolated  reefs.  This  has  been  suc- 
cessfully accomplished  in  the  fol- 
lowing manner. 
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The  apparatus. — Fig.  296  consists  of  four  burners  placed  in  the 
center  of  a  dioptic  drum  with  a  fixed  light  and  sheltered  by  a  cylin- 
drical lantern.  This  lantern  is  glazed  below  for  a  height  correspond- 
ing to  the  optical  apparatus,  and  furnished  with  every  arrangement 
requisite  for  ventilation  and  for  avoiding  the  effects  of  squalls.  Its 
upper  part  is  closed  with  plate  iron  riveted  to  uprights  built  into  the 
masonry  of  the  tower.  A  door  above  the  glazing  allows  the  optical 
apparatus  to  be  removed,  and  the  burners  replaced  or  repaired. 

(412)  The  burners  communicate  with  two  reservoirs,  each  holding 
225  liters  and  intended  to  contain  enough  gasoline  to  last  for  tliere 
months.  These  reservoirs  are  placed  aroucd  the  iron  lantern,  leav- 
ing two  sectors  for  the  service.  They  are  sheltered  from  the  sun,  the 
rain,  and  the  sea,  by  an  iron  roof,  and  a  cylindrical  cage,  supported 
by  a  strong  steel  lattice  girder  which  allows  the  luminous  beams  to 
pass  through  the  openings.  The  girder  is  built  into  the  masonry, 
and  the  whole  construction  is  sufficiently  strong  to  resist  completely 
the  action  of  the  waves.  To  increase  this  resistance,  the  tower  is 
raised  as  much  as  possible  above  the  level  of  the  sea,  and  its  diame- 
ter at  the  top  exceeds  by  1  or  2  meters  that  of  the  iron,  superstruc- 
ture, which  is  2  meters. 

(413)  Properties  of  petroleum  products, — Long  experience  shows 
that  all  petroleum  products  employed  in  lighting,  produce,  by  their 
decomposition  by  heat,  tar  deposits,  and  charcoal,  adhering  to  the 
orifices  of  the  burners,  which,  increasing  with  time,  reduce  more 
and  more  the  flow  of  the  fluid,  and  consequently  the  intensity  of  the 
flame. 

The  amount  of  these  deposits  diminishes,  and  the  duration  of  the 
light  increases,  as  the  product  employed  is  more  volatile  and  ap- 
proaches the  character  of  the  ethers.  Again,  the  luminous  intensity 
diminishes  as  the  essence  employed  becomes  lighter.  For  these  rea- 
sons, a  gasoline  weighing  670  grams  per  liter,  perfectly  pure  and 
rectified,  has  been  selected.  As  to  the  burners,  the  old  type  has  been 
kept.  They  are  furnished  with  a  capillary  tube  giving  vent  to  the 
gasoline  vapor  which  is  projected  without  pressure  upon  a  metallic 
spatula  upon  which  the  flame  rises  in  the  form  of  a  butterfly.  This 
spatula  serves,  besides,  to  heat  still  more  the  gasoline  which  comes 
from  the  burner.  The  former  passes  through  a  tube  communicating 
with  the  reservoirs,  and  is  tamped  with  cotton  near  the  burner. 

(414)  The  arrangement  of  the  reservoirs  constitutes  the  most  deli- 
cate portion  of  the  problem.  Tt  is  necessary  to  store  nearly  half  a 
cubic  meter  of  gasoline,  to  furnish  this  combustible  as  it  is  used,  to 
maintain  a  constant  pressure  at  the  burner  in  order  to  have  a  con- 
stant combustion,  and,  finally,  to  avoid  all  overflow  of  an  extremely 
volatile  liquid  capable  of  producing  an  explosive  mixture,  which 
might  give  rise  to  a  serious  accident.  For  this  purpose  a  special 
contrivance  was  adopted,  namely,  a  pressure  regulator  between  each 
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reservoir  and  the  burners  which  are  fed  by  it.  This  regulator  con- 
sists of  a  cylindrical  floater  which  carries,  in  the  direction  of  its 
axis,  a  graduated  test-glass  containing  a  calculated  quantity  of  mer- 
cury, into  which  a  glass  tube  plunges;  this  tube  has  a  stopcock  and 
communicates  with  the  reservoir.  The  floater  rises  with  a  slight 
play  in  a  receiver  united  to  the  burners  by  means  of  a  tube  from  the 
bottom.  The  reservoir  cock  being  open,  the  gasoline  flows  through 
the  tube,  fills  the  test  glass,  flows  into  the  receiver,  and  raises  the 
floater.  As  the  latter  rises,  the  reservoir  tube  sinks  gradually  into 
the  mercury  and  thus  reduces  the  flow  of  the  gasoline  until  it  ceases. 


l.meli^e   2.  metre? 


0      10      ZO     50     40     90-    60     70     60     ^     100  30  iOC 

Fio.  296.— Section  of  the  apparatus  for  lighting  beacon  towers  with  gasoline. 

At  this  moment  the  level  of  the  liquid  attains  in  the  reservoir  a 
height  of  0.30  meter  above  the  orifice  of  the  burner,  i,  e.y  the  most 
favorable  height  for  the  working  of  the  light.  Then  the  burner 
may  be  lighted  by  opening  the  burner  cocks.  The  gasoline  runs 
from  the  receiver  and  lowers  the  floater  until  the  flow  of  the  reser- 
voir equals  that  consumed  by  the  burners.  The  permanent  flow  is 
then  established,  and  the  apparatus  works  automatically  with  great 
sensitiveness,  and  maintains  regularity  of  flow,  notwithstanding  the 
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thermometric  and  barometric  variations,  whatever  may  be  the  height 
of  the  gasoline  in  the  reservoirs. 

Repeated  experiments  have  shown  that  the  arrangements  adopted 
answer  perfectly  the  purpose  for  which  they  were  established.  The 
light  has  been  kept  burning  one  hundred  and  fifty  days  and  nights 
without  changing  the  burners.  The  luminous  intensity  is  equal  to 
that  of  three  Carcel  burners  for  a  group  of  four  burners.  With  the 
optical  apparatus  a  light  is  obtained  nearly  equal  to  that  of  the  fifth 
order  of  Fresnel  lights. 

No  accident  has  thus  far  occurred,  and  everything  indicates  that, 
with  simple  precautions,  lights  may  be  maintained,  at  least  in  the 
beacon  towers. 

One  of  these  was  set  up  on  the  beacon  tower  near  Island  oppo- 
site the  new  port  of  La  Pallice,  and  a  number  are  in  process  of  erec- 
tion. 

(415)  Cost — The  cost  of  the  metallic  superstructure,  including 
the  optical  apparatus,  the  reservoirs,  and  all  accessories,  was  7,000 
francs.  As  to  the  cost  of  maintenance,  it  cannot  be  calculated  ex- 
actly; it  varies  with  circumstances;  it  maybe  approximately  esti- 
mated at  1,000  francs  per  year,  as  an  average. 

This  system  of  lighting  proposed  by  M.  Bourdelle,  chief  engineer 
of  the  light-house  service,  was  constructed  by  MM.  Barbier  &  Co. 

Chapter  LI V.— Graphic  method  op  quadrature. 

By  M.  Ed.  Colugnon,  Chief  Engineer  of  Roads  and  Bridges. 

(416)  The  following  figures,  illustrating  a  new  graphical  method 
of  quadrature,  were  exhibited  in  the  pavilion  of  the  ministry  of 
public  works. 


1 

I 

CI 

i  ill 

1 
1 
1 

IV 

A  B  C  H  D  I 

Fig.  2»r. 


The  quadrature  of  a  plane  area  may  be  reduced  to  the  problem  of 
finding  the  sum  of  adjoining  trapezoids  I,  II,  III  (Fig.  297),  the 
bases  of  which  are  situated  in  a  right  line.  This  summation  is  easily 
made  by  the  following  method : 
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Take  the  middle  points,  1,  2,  3  of  the  iii)per  sides  of  the  succes- 
sive trapezoids.  Draw  the  line  1  2;  it  cuts  in  a  the  ordinate  sepa- 
rating the  trapezoids  I  and  II.  Reverse  tliis  line  1  2  end  for  end. 
The  point  a  after  this  reversal  takes  the  position  (1  2),  defined  by  its 
distance  2  (1  2)  =  1  a.  It  is  easy  to  see  that  the  product  of  the  ordi- 
nate of  the  point  (1  2)  by  the  sum  A  C  of  the  bases  is  the  measure  of 
the  sum  of  the  areas  of  the  two  figures  I  and  II. 

We  then  join  (1  2)  and  3,  which  gives  a  right  line  cutting  in  the 
ordinate  separating  the  surfaces  II  and  III.  On  reversing  end  for 
end  the  right  line  (1  2)  3,  and  taking  the  segment  (1  2)  (1  2  3)  =  3  ; 
the  product  of  the  ordinate  of  the  point  (1  2  3)  by  the  sum  A  D  of 
the  three  bases,  will  be  equal  to  the  sum  of  the  surfaces  I,  II,  III. 

Finally  joining  (1  2  3)  and  4  and  taking  (1  2  3)  (1  2  3  4)  =  4  y  we 
obtain  a  point  (1  2  3  4)  situated  vertically  over  the  middle  H  of  the 
total  base  A  E,  and  such  that  the  product 

H  (1  2  3  4)  X  A  E 

is  the  sum  of  the  surfaces  of  the  four  given  trapezoids. 


I 
I 


B 


11 

Fio.  m 


The  method  is  general;  it  applies  to  the  algebraic  addition  of  posi- 
tive or  negative  areas,  to  the  evaluation  of  closed  areas,  etc. 

(417)  The  consideration  of  zero  areas  is  useful  for  adding  noncon- 
tiguous trapezoids,  and  for  reducing  a  rectangle  to  a  given  base. 
First.  Suppose  (Fig.  298)  that  we  had  to  add  the  two  figures  I  and 
III,  separated  by  a  free  interval,  B  C,  standing  on  the  same  line* 
A  D;  we  will  consider  the  interval  B  C  as  a  rectangle  II  with  a 
height  zero,  which  will  make  a  connection  between  the  surfaces  I 
and  III.  Applying?  the  method  to  the  three  trapezoids  I,  II,  III,  we 
arrive  at  a  final  point  (12  3),  and  the  product 

(1  2  3)  H  X  A  D 

is  the  required  area. 

(418)  Second.  To  change  a  rectangle,.  A  B  C  D,  into  an  equivalent 
rectangle,  which  has  for  base  a  given  length,  A,  E.  We  will  con- 
sider the  required  rectangle  as  the  sum  of  the  rectangle  A  B  C  D 
(Fig.  299),  and  a  rectangle  having  zero  for  height,  and  B  E  for  base. 
We  therefore  take  the  middle  points,  1  and  2,  of  the  upper  sides  of 
these  rectangles;  we  join  1  and  2,  the  line  1  2  cuts  in  a  the  ordinate. 
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which  separates  the  two  surfaces,  and  taking  1  (1  2)  =  2  a,  we  have 
at  the  point  (1  2)  the  middle  of  the  upper  side  of  the  rectangle, 
A  E  F  G,  which  has  for  base  A  E,  and  which  is  equivalent  to  the  given 
rectangle.  The  construction  avoids  the  last  multiplication  which 
would  be  necessary  to  compute  the  total  area.    We  may  take  the 


base,  A  E,  so  as  to  render  this  last  operation  very  rapid.  It  is  suf- 
ficient to  make,  for  example,  A  E  =  1  meter,  or  equal  10  meters  or 
100  meters,  etc. 

(419)  The  method  applies  to  the  computation  of  the  surfaces  of 
cross  sections,  to  the  tracing  of  longitudinal  sections  along  a  line,  for 
balancing  excavations  and  embankments,  and  for  the  determination 
of  the  mean  of  given  numbers  without  seeking  beforehand  the  totaL 


Finally,  it  applies  to  the  quadrature  of  curves  with  the  same  degree 
of  approximation  as  that  given  by  Simpson's  rule. 

Divide  the  base  A  B  of  the  area  to  compute  into  an  even  number 
of  equal  parts,  in  eight  parts,  for  example  (Fig.  300),  at  the  points 
1,  2, ...  7;  erect  ordinates  at  the  points  of  division,  then  draw  the 
chords  A' m,  n  m,  n  p  B',  by  joining  the  successive  points  of  the 
curve  situated  upon  the  even  ordinates.  Take  the  points  a,  6,  c,  d, 
on  the  deflections  of  the  segments  comprised  between  the  curve  and 
the  chords  at  two-thirds  of  these  deflections  starting  from  the  chord. 
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It  only  remains  to  join  a  and  b,  which  gives  the  point  (a  b)  upon  the 
ordinate  (2) ;  to  join  (a  b)  and  c,  which  gives  the  point  (a  b  c)  on  the 
ordinate  (3);  to  join  (a  b  c)  and  rf,  which  gives  the  point  {ab  cd)  upon 
the  central  ordinate  of  the  curve.    The  required  area  is  the  product 

A  B  X  4  (a  6  c  d). 

The  equidistance  of  the  ordinates  has  avoided  the  necessity  of 
reversing  end  for  end  the  successive  joining  lines,  the  construction 
being  thus  considerably  simplified. 
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Champigny's  V-grooved  pulley  for  wire  ropes   277 

Charon,  Louis,  gas  engine   143 
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Chaux-de-Fond8,  description  of  water  supply  of   15T 

Chemical  manufactures : 

Awards  to  United  States  exhibitors  of  (Richards*s  review)   27 

Relative  value  of  exhibits  (Richards's  review)   27 

Chimney  wagons  or  flues   413 

Circular  and  jig  saws  for  metal   333 

Circulars  of  information  for  jury  in  general  mechanics^  furnished  by  exhib- 
itors  74 

Civil  engineering,  public  works,  and  architecture : 

Bridges  and  viaducts  745-800 

Steel  bridge  at  Rouen  on  the  Seine,  reconstruction  of  the  roadway  of  the  suspen- 
sion bridge  at  Toumoy-Cbarente,  lifting  bridge  at  La  Villette  (Paris),  Garabit  Via- 
duct, Gour-Noir  viaduct,  viaduct  over  the  river  Tardea,  consolidation  of  the  side  slopes 
at  La  Plante,  tunnel  through  Cabres  Pass,  Cubzac  bridge  over  the  Dordogne,  Crueize 
Viaduct,  Castalet,  Antoinette  and  Laveur  bridges,  crossing  of  the  Garonne  at  Mar- 
monde,  Oloron  railway  bridge^  Gravona  bridge. 

Civil  construction  and  architecture  801-863 

Specimens  of  iron  construction  in  Paris,  Eiffel  tower,  machinery  hall  (Exposition 
place.) 

Hydraulic  engineering — rivers  and  canals  :  552-66ft 

Hydraulic  canal  lifts  at  LesFontinettes,  France,  and  at  La  Louvi6re,  Belgium ;  mov- 
able dam  at  Suresne  on  the  Seine;  Marly  dam  on  the  Seine ;  lock  at  Bougival  and  its 
hydraulic  working  appliances;  movable  dam  at  Poses  on  the  Seine;  movable  fish- way  at 
Port-Mort  dam  on  the  Seine;  Torcy-Neuf  reservoir  for  feeding  the  Central  canal;: 
high-lift  locks  on  the  Central  canal;  cable  towage  for  boats  on  canals  and  rivers;  tow- 
age by  submerged  chain  with  flreless  engine;  pump  system  for  supplying  the  canal 
from  the  Mame  to  the  Rhine  and  the  Ektstem  canal,  France;  oscillating  bridge  over- 
the  Dames  canal  lock;  balanced  gates  on  the  Rhone  and  Oette  canal;  Braye-en-Laon- 
nois  ttmnel;  navigation  of  the  Seine  from  Paris  to  the  sea;  embankment  works  for 
the  improvement  of  the  tidal  Seine. 

Introduction  and  acknowledgments   55t 

Light-houses  864-888 

At  Planier,  at  Port  Vendrea,  apparatus  for  lighting  at  Cape  Antifer;  improvements 
in  oil  apparatus,  improvements  in  other  methods  of  lighting,  acoustic  signals,  illumi- 
nation by  gasoline  of  buojns  and  beacons,  graphic  method  of  quadrature. 

Report  by  William  Watson,  Ph.  D   55t 

Tidal,  coast,  and  harbor  works  , . . .  .670-744 

Calais  harbor,  outer  harbor  at  Bologne,  Pellot  lock  at  Havre,  iron  wave  breaker  on 
the  breakwater  at  the  south  side  of  the  outer  harbor  of  Havre,  single  gate  of  the 
TaucarvUle  lock,  canal  from  Havre  to  Taucarville,  slipway  at  Rouen  for  repair  of 
ships,  Port  of  Honfleur,  traversing  bridge  over  dock  locks  at  St.  Malo-8t.  Servan,  hy- 
draulic works  and  pneumatic  foundation  at  Genoa,  foundation  of  the  jetties  at  La 
PalUce,  port  of  Rochelle. 

Weights  and  measures  in  French,  converted  into  English  equivalents. .  545* 

Clanny's  safety  lamp   282 

Classification  of  exhibits  in  general  mechanics   73 

of  sewing  and  clothing  machines(Richards*s  review)  33 

machinery  exhibits   11 

Coal-transferring  plant  at  Eleu   299 

Cockerill  blowing  engine  for  blast  furnaces     304 

Compagnie  B6na-Guelma  (Algeria-Tunis)  exhibit   463 

des  Chemins  de  Fer  du  Nord  exhibit   459 

Sud  exhibit   461 

Omnibus  et  Tramways  de  Lyons  exhibit   466* 

Francaise  des  moteurs  a  Qoz  exhibit   134 

Internationale  des  wagons  lit&  exhibit   462 

Compressed  air  railway  motors   504 

Consolidation  of  the  side  slopes  at  La  Plante  ^   791 
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Comely,  E. ,  exhibit  of  the  "  Couso-Brodeur  "  machine (Richards's  review). . .  38 

Cost  of  compressing  air  for  mine  drills   269 

transmitting  power,  tables  by  Col.  Tureffint   161 

Crossing  of  the  Garonne  at  Marmonde,  masonry  caison   792 

Crossley  Bros.,  Otto  gas  engines   149 

Crueiza  viaduct   781 

Cubzac  bridge  over  the  Dordogne   775 

Cuvelier's  hydraulic  fastening  for  safety  lamps   884 

D. 

Dandoy,  Maillard  Sc  Co.'s  vertical  spindle  milling  machine   820 

Davis  Sewing  Machine  Co.'s  exhibit  (Richards's  review)   37 

Davy's  safety  lamp  <   279 

Davey,  Paxmant  &  Co.'s  engines   125 

Debie,  M.,  exhibit  of  millboard  making  machines  (Richards's  review)   49 

De  Cour's  centrifugal  pumps  (at  Brest)   189 

Delaware-Deboutteville  &  Malandin's  ''Simplex"  gas  engine   137 

Delcambre  composing  machine  (Richards's  review.)   52 

De  Moor^s  exhibit  of  bolt  and  nut  machinery   340 

De  Nayer  boiler   84 

Derriey,  M.  Jule,  exhibit  of  embroidering  machine   40 

Deville-Chatel  &  CJo.'s  compound  engine  with  Fricart's  gear   115 

Direct-acting  steam  pumps  »   1 74 

Display  of  general  mechanics  in  United  States  section  and  awards   71 

Distribution  and  value  of  awards  in  general  mechanics   72 

Drill  fluting  machines   325 

grinder   842 

press,  table,  and  vise   320 

Dubois  &  Francois's  air  compressor     268 

Dulac's  boiler  with  field  tubes   91 

Durozoi's  ram  pump   196 

E. 

Edoux  elevator   204 

Eiffel  Tower,  construction  of   806 

hydraulic  elevators   199 

Ellington's  hydraulic  balance  elevator   209 

Embankment  works  for  the  improvement  of  the  tidal  Seine   651 

Embroidering  machines,  exhibits  of  (Richards's  review)   38 

English  railway  rolling-stock  exhibits  : 

London,  Brighton  and  South  Coast  Company   474 

London  and  Northwestern  Ck)mpany   477 

Midland  Company   481 

North  London  Company   476 

Southeastern  Ck>mpany   475 

Escher,  Wyss  &  CJo.'s  engines   120 

exhibit  of  Oirard  turbines  in  use  at  Chaux  de  Fonds   156 

Jonval  turbines  in  use  at  Genoa   156 

F, 

Farcot's  centrifugal  pumps  (at  Kahtetbeh,  Egypt)   181 

engines   104 

Faure,  M.  Pierre  P.,  exhibit  of  porcelain  machine  (Richards's  review.)   46 

Fay,  J.  A.  &  Co.,  exhibit  of  wood  making  machinery  (Richards's  review)   44 
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Fetu,  Defize  &  Co. *s  key-seating  machines    342 

Fish  way ,  movable,  at  Port-Mort  dam  on  the  Seine   610 

Fougerat's  Basculeur   297 

Foundation  for  jetties  at  La  Pallice,  port  of  Rochelle   736 

Four-spindle  valve  milling  machine  ,   351 

Fox's  corrugated  boiler  flues  and  furnaces   311 

machine-flanged  plates   311 

French  exhibits  of  railway  rolling  stock: 

Compagnie  B6na-Guelma  (Algeria-Tunis)   463 

des  Chemins  de  Fer  du  Nord   459 

Sud   461 

Internationale  des  wagons  lits   462 

Paris  and  Orleans  Company   468 

Lyons  and  Mediterranean  Company   450 

Soci^te  Anonyme  Internationale    462 

General^  des  Chemins  de  Fer  Economiques   463 

Special  Motors   464 

Western  Company     438 

Woolf  engine   455 

French  manufacturers'  exhibit  of  wood-working  machinery  (Richards's  re- 
view)  45- 

French  section,  exhibit  of  sewing  and  clothing  machines  (Richards's  review) . .  37 

Frey  &  Co.'s  combined  boring  and  milling  machine   321 

Fricot's  releasing  valve  gear   Ill 

Fumat*s  safety  lamp   280 

G. 

Galloway  boilers   90 

Gkirabit  viaduct   756 

Gear  cutter  for  spirals    337 

General  mechanics  : 

Circular  of  information  for  the  jury  furnished  by  exhibitors   74 

Classification  of  exhibits   73 

Displays  in  United  States  section  and  awards   71 

Worthington  Pumping  Engine  Company,  grand  prize ;  American  Elevator  Com- 
pany, Armlngton  &  Sims,  C.  H.  Brown  &  Co.,  Crosby  Steam  Gauge  and  Valve  Com- 
pany, Otis  Bros.  &  Co.,  Straight  Line  Engine  Company,  Jerome  Wheelock,  gold 
medals. 

Distribution  and  value  of  awards    72 

Gas  engine  exhibitors  131-134 

Otto,  Lenoir,  Delamare  DeboutteviUe  &  Molandi's  simplex,  tests  of  gas  consiunption, 
Louis  Charon's,  Ravel,  Ragot  (petroleum),  Taylor,  Qriffln.  Crossley  Bros.,  Baldwin. 

Hydraulic  machinery    154-172 

Jonval  or  Fontaine  turbines,  Oirard  turbines  in  use  at  Chaux-de-Fonds,  J.  J.  Belter's 
exhibit,  Brault,  Tissot  &  Gillet's  exhibit,  Berge's  installation  of  wheels  imder  great 
heads. 

Instruments  for  measuring  pressure,  speed,  etc    224-243 

Pressure  grauges  (Bourdon's),  Buss's  speed  indicators  and  recorders,steam  engine  in- 
dicators, water  meters  (SchOnheyder,  Thompson). 

Pneumatic  postal  dispatch   ..  219 

Pumps  and  pumping  engines  173-21(V 

Hand  and  power  pumps  (Montrichard's),  direct-acting  steam  pumps,  pumping  en- 
gines (Worthlngton's,Wheelock'8),  centrifugal  pumps(Forcot's,  D6cour's,  Nezeraux's), 
hydraulic  rams,  (BoUee's,  Durozoi's  ram  pump,  W.  B.  Douglass's,  (jlould's  Manufac- 
turing Company's  Silver  &  Deming  Manufacturing  Company's),  hydraulic  elevators 
(Roux,  Combaluzier  &  Lepape's  Otis,  Edoux,  Ellington). 
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Report  on  by  C.  B.  RichardB.  M.  a   71 

Sijace  allotted  to  exhibitors  of   71 

Steam  boilers   76-d7 

Sectional,  Babcock  &  Wilcox,  Root,  De  Nayer,  Roeer,  BelleTille.  Shell,  Galloway, 
Pulac  with  Field  tubes,  Serpolet's  steam  generator. 

Steam  engines  98-1 3l> 

Exhibit  in  funeral,  Weyher  &  Richemond,  Farcot,  Brasseur.  Le  Couteux  &  Gamier 
Corliiis  cut-off  gear,  Bonjour,  Fricart's  releasing  valve  gear,  De- VillB-Chatel  &  Co.  with 
Fricart'8  gear,  Sulzer,  Escher,  Wyss  &  Co.,  Carels  Bros,  compound,  in  United  States 
section,  in  British  section,  Parson^s  compound  turbine. 

Transmission  of  power  by  compressed  and  rarified  air  211-219 

Popp  system,  Petit  &  Boudenot's  system. 
•General  review  of  the  sixth  group  : 

Allotment  of  space  in  machinery  hall   15 

Class  48.    Mining  and  metallurgy   24 

50  and  51 .   Agricultural  work,  fot)d  industries,  and  chemical  manu- 
factures   27 

53.  Machine  tools     28 

54  and  55.  Machinery  and  processes  for  the  textile  industries   32 

56.  Machines  for  sewing  and  the  manufacture  of  clotliing   83 

57.  Manufacture  of  articles  for  furniture  and  dwellings   43 

58.  Paper  manufacture  and  printing   47 

59.  Miscellaneous  machines  ...    55 

60.  Carriages,  wagons,  harness  work  and  saddlery   61 

Classification   11 

Description  of  Machinery  Hall   14 

General  cliaracter  of  the  Exposition   7 

Introduction   5 

Machinery  Hall   15 

Number  of  exliibitors  by  nations  and  classes   12 

Particulars  of  boilers  supplying  steam   21 

steam  engines  used  for  motive  power   19 

Prices  paid  exhibitors  who  furnished  steam   21 

received  for  power  furnished   20 

Space  occupied  by  exhibitors   13 

Geneva,  description  and  prices  of  water  supply   168 

Girard  turbine  and  applications  thereof   154 

Gour-noir  viaduct    767 

Grand  Central  Railway  exhibit  

Mixed  carriage  for  first  and  second  class  passengers     468 

Twonty-ton  gondola  with  movable  sides   469 

Graphic  method  of  quadrature   885 

Gravona  Bridge  •   798 

Gray's  sjifety  lamp   280 

Green  w(K)d  &  Batley's  mammoth  lathe   852 

Griffin  Gas  Engine  (G.  C.  Bingham,  exhibitor)   149 

Gyrating  screen  for  coal,  exhibited  by  E.  B.  Coxe  (Richards's  review)   24 

II. 

Hand  and  power  pumps   173 

Hardy's  i>atent  multiple  wedge  for  bringing  coal  down   28>l 

picks   288 

Haupt.  Prof.  Lewis  M.,  report  on  railway  plant   487 

Havre.  Bellot  kx-k   694 

iron  wave  breaker  on  Ihe  breakwater,  south  ade  of  outer  harbor   700 
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Healy  &  Co.,  exhibit  of  carriages  and  award  of  grand  prize  for   61 

Heating  air  for  compressed  air  motors   270 

Heginbotham,  Joseph,  automatic  circular  rib- knitting  machine   397 

Machine  CJompany's  knitting  machine   387 

Helson,  M.  Cyrique,  exhibit   484 

Hepworth  knitting  machine   393 

High  lift  locks  on  Central  Canal,  France   619 

HofTmeier  railway  tie  system   512 

Honfleur,  siphons  and  siphonage   715 

sluicing  basin  with  feeding  weir   708 

Howe,  Henry  M. ,  report  on  apimratus  and  methods  of  mining  and  metallurgy  249 

Hulse  &  Co.  's  tool  exhibit   354 

Humber  &  Co. ,  exhibit  of  cycles  and  award  of  gold  medal  for  (Richards^s 

review)   62 

Hurre's  combined  vertical  and  horizontal  milling  machine   321 

Hurtu  &  Hautin's  exhibit  of  embroidering  machines  (Richards's  review)   40 

precision  tools   328 

Hydraulic  canal  left  at  La  Louviere,  Belgimn   561 

Les  Fontinettes,  France   552 

elevators  in  the  Eififel  Tower   199 

punching  machine   385 

railway  (chemin  de  Fer  Glessant)   523 

rams   192 

works  and  pneumatic  foundation  at  Genoa   722 

I, 

Illumination  by  gasoline  of  buoys  and  beacons   882 

International  Button-Hole  Sewing  Machine  Company's  exhibit  (Richards's 

review)   34 

Iron  Car  Company's  exhibit   602 

J. 

Joly  &  Foucart's  lever  presses  for  tiles  417,419 

self-contained  continuously  acting  tile  machine   432 

special  delivery  table  for  brick  machines  426,427 

two  forcing-screw  brick  machine  426, 427 

Jonval  turbine  in  use  at  Genoa  ,   163 

K. 

Kientzy  Brothers'  exhibit  of  printing  presses  (Richards's  review)    51 

Kind-Chaudron  process  for  sinking  shafts   255 

Knitting  and  embroidering: 

Art  of  knitting  by  machinery  369-403 

Outline,  needles,  machines  (Joseph  Heginbotham,  straight-rib,  Saxony,  Abel,  Aiken, 
Lamb,  Paget,  spring-needle  circular,  Terrot's  circular,  Hepworth,  Nye  &  Frederick, 
Tuttle,  National  Automatic),  fashioning. 

Embroidering  machines  403-405 

Beninger  Brothers,  Otto  Tritschuller,  Weisendanger  &  Co.,  F.  Saurer  &  Sous. 
Knitting  machines  365-369 


E.  M.  A.  Argellier,  A.  Bonamy,  Emanuel  Buxtorf,  H.  Degogeux,  F.  L.  Lemaire,  C. 
Terrot,  M.  Orammot,  H.  Sirodot,  Hantz-Nass,  Edouard  Dubied  &  Co.,  D.  Haeuens- 
Gathier,  Harrison  Patent  Knitting  Company,  Paget  Company,  Emile  Brochon,  Ooron 
A  Co.,  Louis  Oodard,  Philias  VaI16e,Tatham  &  Ellis. 
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Lafitte's  patent  flux  plates   31^ 

Lafeerman  type-setting  machine  (Richards'a  review)   51 

Lamb  knitting  machine   878 

Machine  Company's  looper   402 

power  cardigan  jacket  knitting  machine   8Td 

Lamont,  C,  tool  exhibit   827 

Large  milling  machine   344 

La  Societe  Anonyme  des  Ateliers  de  Ck)nstniction  de  la  Meuse  of  Liege   478 

Laveur  bridge   782 

Lead  rivet  fastenings  for  safety  lamps   287 

Le  Blanc  &  Co.'s  bolt-forging  machine   826 

Le  Brun's  large  milling  machine   888 

Le  Couteux  &  Gamier 's  Ck)rli8s  cut-off  gear    107 

Legat  &  Herbert,  exhibit  of  machines  for  sewing  straw  (Richards's  review).  41 

Leinbock,  M.  F.,  exhibit  of  paper-bag  machines  (Richards*s  review)   5& 

Lenoir  gas  engine   144 

Lifting  bridge  at  La  Villette,  Paris   752 

Light-house  apparatus,  improvements  for  use  of  mineral  oil   872 

in  methods  of  illumination   876 

at  Port  Vendres   867 

Lippman's  lifting  ram   250 

patent  filtering  column   249 

modification  of  the  Kind-Chaudron  process  for  shaft-sinking   262 

nippers  for  shaft-sinking   252 

pipe  cutter   251 

reamer   250 

Lock  at  Bougival  and  its  hydraulic  working  appliances   572 

Locomotives,  table  of  general  data   542 

without  fire   464 

M. 

Machines  for  forming  cutters  ,   322 

fluting  bayonets   819 

sewing  straw  (Richards's  review)   41 

Machine  tools  : 

American  Screw  Company's  exhibit  (Richards's  review)   29 

Awards  to  United  States  exhibitors  (Richards's  review)   28 

Brown  &  Sharpe  Manufacturing  Ck>mpany,  William  Sellers  &  Co.,  American  Screw 
Company,  G.  F.  Simonds,  Stiles  &  Parker  Press  Company,  American  Tool  and  Ma- 
chine Company,  E.  W.  Bliss  &  Co.,  Morse  Twist-drill  and  Machine  Company,  H.  J. 
Sternberg  &  Son.,  The  Tannite  Company,  Warner  &  Swaaey. 
Report  by  Prof.  John  H.  Barr   317 

General  reiharks,  Bariquand^s  miscellaneous  tools,  machine  for  fluting  bayonets; 
Boney  &  Son's  heavy  tools,  planer  for  chamfering  plates,  Dandoy,  Maillard&  Co. 's  ver- 
tical spindle  milling  machine,  drill  press,  table,  and  vise;  Frey  &  Co/s  combined  boring 
and  milling  machine;  Hurre's  combined  vertical  and  horizontal  milling  machine,  ma- 
chine for  forming  cutters;  Hurtu  &  Hautin^s  precision  tools,  tap-straightening 
machine,  drill -fluting  machine;  Richards  &  Co. 's  side  planer;  Le  Blanch  Co.  *b  bolt- 
forging  machine,  nut-chamfering  machine;  C.  Lament's  exhibit;  Nury's  machine 
for  punching  rails,  etc.;  Panhard  &  Lavassor's  band  sa^vs  for  sawing  metal,  saw 
sharpener,  circular  saws  and  jig  saws  for  metal;  Pretot's  milling  machine;  Salute, 
Kahn  &  Co.'s  emery  wheels  and  grinders,  hydraulic  punching  machine;  The  Alsatian 
Society's  large  tools,  gear  cutter  for  spiral  gears;  Le  Brun's  large  milling  machine, 
pulley,  lathe,  slotting  machine;  Steinlen  &  Co.'s  exhibit,  bolt  and  nut  machine;  by  De- 
moor,  Belgium,  drill-grinder;  Fetu,  Deflze  &  Co.'s  key-seating  machine,  special  grind* 
Ing  machine  for  rectifying,  large  milling  machhie;  American  Screw  Company's  wood- 
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flCTQw  machines;  Brown  ft  Sharped  exliftiit;  WilUam  Bellenft  Oo/s  quick-return  planer; 
Seller's  drill  grinder;  Warner  &  Swaaey's  monitor  lathe,  four-spindle  Talve-milUng 
machine;  Greenwood  &  Batley  s  mammoth  lathe;  Hulae  &  Oo.'s  tools;  Selig,  Somen- 
thai  &  Oo/B  wheel-tooth  cleaner  and  other  grinding  machines;  Peam's  lightning  tap- 
per; Oerllkon  machine  Works'  hevel  gear  planer.  ^ 

Review  by  C.  B.  Richards,  M.  a   28 

Simond,  Qeo.  F.,  forging  machine  (Richards's  review)   80 

Steinlen  &  Company's  works  and  exhibit  (Richards's  review)   28 

Machinery  for  knitting  and  embroidery,  report  by  J.  M.  Merrow   865 

Machinery  Hall,  construction  of   882 

description  of   14, 16 

MacKellar,  Smith  &  Jordan  Company,  award  of  gold  medal  to  (Richards's 

review)   51 

Magnetic  fastenings  for  safety  lamps   286 

Magnet's  system  of  railway  curves   517 

Malissard-Toza's  automatic    Basculeur"  or  dumping  plant   295 

Marly  dam  on  the  Seine   570 

Marsaut's  safety  lamp     288 

Masonry  caissons  at  the  crossing  of  the  Oaronne  at  Marmande   792 

McCoy,  S.,  exhibit  of  pneumatic  tool  (Richards's  review)   46 

Merrow,  J.  M.,  report  on  machinery  for  knitting  and  embroidering   865 

Metropolitan  railway  of  Paris  exhibit   525 

Miani,  Silvestrie  et  Cie,  exhibit   484 

Millboard-making  machine,  exhibit  of  (Richards's  review)   49 

Mine  transportation  by  hanging  chains  at  AXn-Sedma,  Algeria   289 

Mining  and  metallurgy: 

Awards  to  United  States  exhibitors  (Richards's  review)   24 

Cyclone  Pulverizer  Company,  Ingerscdl  Rock  Drill  Company,  Theodore  Blake,  Ehner 
Sperry  &  Co. 

Blowing  machinery  for  metallurgical  works   804 

Cockerlll  engine. 

Boring  and  shaft-sinking  249-262 

Lippman's  patent  filtering  colunm,  lifting  ram,  reamer,  pipe  cutter  and  nippers  for 
shaft-sinking;  light  shiking  outfit,  solid  trepans,  couplings  for  rods,  bell  and  cone 
joints,  Kind-Chaudron  process  for  sinking  shafts  and  Lippman's  modification. 

Crushing  machinery  801-804 

Blake  multiple- jaw  crusher. 

Gyrating  screen  for  coal,  exhibited  by  £.  B.  Coxe,  (Richards's  review)   24 

Hoisting  machinery  270-278 

Tail  rope  counterweight  at  the  Lyons  shaft  of  the  Montrambert  de  la  B6randi6re 
Coal  Mining  Company,  Rossigneuz's  pump-rod  balance,  brake  attachment  for  hoisting 
engines,  Champigny's  V-grooved  pulley  for  wire  ropes. 

Mining  tools  and  appliances  278-289 

Safety  lamps  (Gray's,  Furoat'a,  Davy's,  Clanny's,  Marsaut's,  Mueseler's);  fastenings 
for  safety  lamps  (Cuvelier's,  magnetic,  lead-rivet);  steel  mine  cars,  Hardy's  patent 
picks  and  multiple  wedge. 

Mining  transportation,  etc  289-301 

Transportation  by  hanging  chains,  at  AIn-Sedma,  Algeria;  Cadegal  fan-brake  and 
gravity  road  at  Balboa;  Malissard-Tosa's  automatic  Baeculeur,'^  or  dumping  plant; 
Fougerat's  "  Basculeur  "  coal-transferring  plant  at  Eleu. 

Review.by  C.  B.  Richards,  M.  a   24 

Rock  drills  and  air  compressors  for  mines  268-270 

Booseyeuse  drill,  Dubois  &  Francois,  air  compressor,  cost  of  compressing  aJr,  venti- 
lation by  the  Korting  jet  blower,  heatfaig  air  for  compressed-air  motors. 

Rolling  mills  and  iron-working  appliances,  etc  805-812 

Universal  revershig-plate  miU  of  ChatiUon  et  Commentry,  reversing  86-inch  bloom- 
ing and  rail  train  at  Valenciennes,  Fbx's  patent  corrugated  boiler  flues  and  furnaces, 
Lafltte's  patent  flux  plates,  self -skimming  foundry  ladle. 

H.  Ex.  410— VOL  in  57 
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*  Miscellaneous  machines : 

Awards  to  exhibitors  (Richards's  review)   68 

Of  typewriters:  Callgrapfa,  Hammond,  Remln^n,  gold  medals;  Bar-lock,  Ootombia, 
Mercury,  World,  sQyer  medals;  Hall,  bronse  medal. 
Of  wire  oorksorew  machines:  Ckni^  A  McOonnell,  sllTer  medal. 
Of  cash  registering  and  adding  machines:  Lamson  OonooUdated  Store  Benrlce  Oom 
pany,  silver  medal. 

Of  finishing  and  bunching  cigar  machines:  John  R.  Williams  Company,  sOver  medal 


NumJ)er  of  gold  medals  awarded  (Richards's  review)   55* 

Paper-bag  machines,  exhibit  of  (Richards's  review)     69 

M.  F.  Leinbach,  Bibby  &  Baron,  Flanche  Brothers,  Claude  Rochette. 

Thome  typesetting  and  distributing  machine  (Richards's  review)   63 

Typewriters,  exhibit  of  (Richards*s  review)   65 

Remington,  Caligraph,  Bar-lock,  Hammond,  Hall,  Oohmbia,  Mercury,  Wprid,  Mas- 
kelyne's,  Velagraph. 
Miscellaneous  Railway  Exhibit: 

Arbel  wheels  ,  629 

Brouhon,  Pierre,  dumping  car.   627 

Ferand  system  of  supporting  car  bodies   628 

Qruson  coupler   628 

Inloes,  W.  H.,  turn-table  lock   626 

Merchants'  Dispatch  Transportation  Company,  refrigerator  car   627 

Noulet  &  Co.,  bridge,  switch  sema^diore,  car   626 

Peckham  Street  Car  and  Wheel  and  Axle  Company   529 

Val^re  Mabile,  iron  work   627 

Montrichard's  valveless  pump    173 

Movable  dam  at  Poses  on  the  Seine   588 

Suresnes  on  the  Seine   564 

Mueseler's  safety  lamp   283 

N. 

National  Automatic  Knitter  for  seamless  hosiery  (Walter  P.  McClure,  ex- 
hibitor)  401 

Navigation  of  the  Seine  from  Paris  to  the  sea   649 

Nezeraux*s  centrifugal  jet  pumps   190 

Number  of  exhibitors  in  machinery  hall  by  nations  and  classes   12 

Nury's  machine  for  punching  rails,  etc   827 

Nut-chamfering  machine  '.   836 

Nye  &  Fredick  automatic  circular  rib-knitting  machine   876 

circular  rib-cu£F  machine   894 

O. 

Oerlikon  bevel-gear  planer   857 

Ollagnier's  lever  press  for  tiles   417 

Oloron  railway  bridge   796 

Oscillating  bridge  over  the  Dames  Canal  lock   688 

Otis  elevators   202 

railway  joint   611 

Otto  gas  engine   184 

P. 

Paget  warp  knitting  machine  388, 389 

Paine,  S.  White,  shoe-lasting  machine  (Richards's  review)   48 

Panhard  &  Lavassor's  band  saws  for  sawing  metal   828 
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Paper  and  printiiig : 

Debie  millboard  machine  (Richards's  review)    49 

Delcambre  composing  machine  (Richards*s  review)   52 

Exhibit  of  paper-making  machines  (Richards^s  review)   47 

Darblay,  D'Nayer  &  Ck>.,  Dautroband  &  Thiry,  Bscher  Wyss  &  Oo. 

Printing  presses  (Richards's  review)   49 

Campbell  Printing  Proas  Oompany,  Casey  liacfaine  and  Supply  Compai^,  Golding  A 
Company,  Liberty  Machine  Works,  John  Thompson,  Vve  Alanzet  &  TtqnetJEiehtEy 
Bros. 

Thorne  typesetting  and  distributing  machine  (Richards's  review)   53 

Type  and  tyx)e-printing  material  (Richards's  review)   61 

Setting  and  distributing  machines  (Richards's  review)   51 

Laj<ermaD,  Delcambre,  Thome. 

Paper-bag  machines  (Richards's  review)    59 

making  machines  (Richards's  review)   47 

Paris,  Lyons  &  Mediterranean  Railway  Company^s  exhibit   450 

Parson's  compound  steam  turbine   126 

Particulars  of  boilers  supplying  steam  in  machinery  hall   21 

steam  engines  used  in  machinery  hall   19 

Paulet's  metal  railway  tie   616 

Pearn's  hghtning  tapper   857 

Petit  &  Boudenot's  system  of  distributing  power  by  rarified  air   218 

Pinetti's  automatic  tile  press   420 

cylinder  mill  for  mixing  clay   415 

forcing  presses,  piston  and  roll  424, 425 

Planer  for  chamfering  plates   819 

Planier  lighthouse   864 

Popp  system  of  transmitting  power  by  compressed  air  and  electricity  (Pari- 
sian Company,  eidiibitor)   212 

Portable  railways   520 

Postal  dispatch  and  telegraph  bureau  of  France,  exhibit  of  pneumatic  dis- 
patch tubes   219 

Power  screw  press  for  tiles,  driven  by  friction  disks     16 

Pretot's  milling  machine    888 

Prices  for  power  furnished,  etc. ,  in  machinery  hall  (Richards's  review)   20 

paid  exhibitors  whp  supplied  steam  for  machinery  haU  (Richards's  re^ 

view)'.   31 

Printing  presses,  exhibits  of  (Richards's  review)   49 

Processes  of,  and  progress  in,  the  manufacture  of  brick  and  tile   411 

Pump  system  for  supplying  the  canal  from  the  Mame  to  the  Rhine,  and  the 

Eastern  canal,  France  ,   685 

Pulley  lathe  "   888 

Pumping  engines     175 

R. 

Railway  block  signals : 

Compagnie  de  I'ouest   532 

du  Midi   531 

Lesbros  system   582 

Simplex  railway  patents  syndicate   530 

Train  staflP  system  (Webb  &  Thompson)   58» 

Railway  bridge  joint   510 

carriages,  table  of  general  data  relating  to   542- 

joints  and  fastenings   510 
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Hallway  plant : 

American  road  machines   588-640 

Champion,  Leader,  Lambom. 
Block  signals  5S0-588 

Ck>mpagnie  de  Touest,  Oompagnie  do  Midi,  Lesbros  system^  Simplex  railway  pat- 
ents syndicate,  train  staff  system  (Webb  &  Thompson). 

Deductions  and  comparisons   640 

Electric  motors  688-687 

SpFBgueOompai^,  Thomson-Houston,  International  CkNupaiiy. 

Installation   487 

Miscellaneous  United  States  exhibits  689-^»60 


Bishop  combination  joint,  Boyden  power  brake,  Laird  automatic  coupler,  equip- 
ments and  supplies  by  New  York  Commercial  Company;  models  by  Railway  News 
Company;  Steven's  crossing  gate,  car  coupler,  brake,  and  combined  antiderailing 
switch,  frog  and  crossing ;  Tubular  Barrow  Machine  Company,  Warren's  lever  Jacks. 

Permanent  way  507-680 

Webb  tie,  Belgian  iron  tie,  rail  Joints  and  fastenings,  bridge  Joint,  Otis  Joint,  Hoff- 
meter  system,  wooden  cross-ties,  other  metallic  ties,  Paulet  system,  Sandberg  system, 
Magnat  system,  portable  railways,  Abt  system  for  steep  inclines,  hydraulic  railway 
(Chemin  de  Fer  Glessant)  Metropolitan  Railway  of  Paris,  miscellaneous. 

Report  by  Prof.  Lewis  M.  Haupt   487 

Typical  exhibits  488-608 

French.— Western  Railway  Company,  Paris,  Lyons  and  Mediterranean  Company, 
Woolf  Engine,  Compagnle  des  Chemins  de  Fer  du  Nord,  Compagnie  des  Chemins  de 
Fer  du  Sud,  Soci6t6  Anonyme  Internationale,  Compagnie  Internationale  des  Wagons- 
lits,  Soci6t6  GMn6ral  de  Chemins  de  Fer  Economique,  Compagnie  B6na-Guelma  (Al- 
geria-Tunis) special  motors,  locomotive  without  fire,  Compagnie  des  onmibus  et  tram- 
ways de  L^ons,  Soci6t6  des  Ancldns  EtabUssements  Call. 

Belgian.— Grand  Central  Railway,  Belgian  State  Railways,  Tank  locomotive  made 
by  La  SodfttA  Anonyme  La  Mettallurglque''  of  Brussels,  La  8oci6t6  Anonyme  des 
ateliers  de  Construction  de  la  Meuse  of  Uege,'  Usine  Ragheno  at  Mallnes. 

English.— London,  Brighton  and  South  Coast  Railway  Company,  Southeastern  Rail- 
way Company,  North  London  Railway  Company,  London  and  Northwestern  Railway 
Company,  Midland  Railway  Company. 

Swiss.— Soci6t6  Suisse  of  Winterthur. 

Italian.— Soci6t6  des  Chemins  de  Fer  de  M6diteirran6e  of  Milan,  Soci6t6  Itallenne  des 
Chemins  de  Fer  M6ridionaux  of  Florence,  Mlanl,  Sllveetri  et  Cie.  of  Milan,  M.  Cyriaque 
Helson  of  Turin. 

United  States.— Baldwin  Engines,  Pennsylvania  Railroad  Company,  Strong  locomo- 
tive, H.  K.  Porter  &  Co.  locomotive. 

Special— DecaavUle  Railway  engine  for  high  qieed,  speed  regulator.  Iron  Ou*  Com- 
pany, compressed  air  motors. 


Bavel  gas  engine   146 

Reconstruction  of  the  roadway  of  the  suspension  bridge  at  Tournoy -Oharente .  748 
Reidler,  Professor,  of  Berlin,  investigation  by,  of  Popp*s  system  of  transmit- 
ting power  by  compressed  air     816 

Reiter,  J.  J.,  exhibit  of  turbines   168 

Relative  value  of  exhibits  in  agricultural  work  and  food  industries  (Rich- 

ards*s  review)   27 

of  chemical  manufacttures  (Richards's  review). . .  27 

Reports: 

Apparatus  and  methods  of  mining  and  metallurgy,  by  Henry  M.  Howe . .  249 

Brick  and  tile,  porcelain  and  pottery,  by  H.  D.  Woods,  c.  B   411 

Civil  engineering,  public  works  and  architecture,  by  William  Watson, 

Ph.  D   561 

Gleneral  mechanics,  by  C.  B.  Richards,  M.  A   71 

Machine  tools,  by  Prof.  John  H.  Barr   817 

Machinery  for  knitting  and  embroidering,  by  J.  M.  Merrow   865 

Railway  plant,  by  Prof.  Lewis  M.  Haupt   487 
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Beveraing  26>inoh  blooming  and  rail  train  at  Valenciennes,  5,000  horse 

power   808 

Reviews: 

Agricultural  work  and  food  industries,  by  G.  B.  Richards,  X.  A   27 

Machine  tools,  by  C.  B.  Richards,  IL  L   28 

Mining  and  metallurgy,  by  G.  B.  Richards,  M.  A.   24 

Richards,  G.  B.,  m.  a.,  general  review  of  sixth-group  mechanical  appliances.  6 

report  on  general  mechanics   71 

,  review  of  agricultural  work  and  food  industries   27 

machine  tools   28 

mining  and  metallurgy   24 

Richards  &  Go/s  side  planer   825 

Ragot  petroleum  engine   147 

Root  boiler   82 

Roser  boiler   86 

Rossigneux's  pump-rod  balance   272 

Rouz,  Comba^uzier  &  Lepape  elevators   200 

Rudge  Gycle  Gompany,  exhibit  of  cycles,  and  award  of  gold  medal  for  (Rich- 

ards's  review)   62 

&. 

Safety  lamps   278 

Sandberg  metal  railway  tie   517 

Sainte  Kahn  &  Go.'s  emery  wheels  and  grinders   884 

Saw-sharpener   882 

Saxony  knitting  machine  (Abel  Machine  Gompany,  exhibitor)   885 

Schmerber  Bros,  power  press  for  tiles    418 

Schdnheyder  water  meter  (Beck  &  Go.,  exhibitors)   284 

Sectional  steam  boilers   76 

Self -skimming  foundry  ladle   812 

Selig,  Sonnethal  &  Go.*s  grinding  machines   856 

Sellers's  drill-grinder   849 

Wm. ,  &  Go. ,  quick  return  planer   847 

Serpolet's  instantaneous  steam  generator   98 

Bros*  exhibit  of  steam  tricycle  (Rachards's  review)   62 

S6v6rac's  metal  railway  tie   516 

Sewing  and  clothing  machines: 

Awards  to  United  States  exhibitors  (Richards*s  review)   84 


International  Button  Hole  Machine  Gompany,  Wheeler  &  Wilson  Manuf actoilng 
Company,  Davis  Sewing  Machine  Company,  New  Home  Sewing  Machine  Company, 
Singer  Sewing  Machine  Company,  White  Sewing  Machine  Company,  Paine  Shoe 


Lasting  Machine  Company,  medals. 

Classification  of  exhibits  (Richards's  review)   88 

Comely,  E.,  exhibit  of  "  Couso-Brodeur''  (Richards^s  review)   88 

Davis  Sewing  Machine  Company  (Richards's  review)   87 

Derriey,  M.,  Jules,  exhibit  of  (Richards's  review)   40 

French  section,  exhibit  in  (Richards's  review)   87 

Hurtu  &  Hautin,  exhibit  of   40 

International  Buttonhole  Sewing  Machine  Company,  (Richards's  review) .  84 

Legat  &  Herbert's  machine  for  sewing  straw  (Richards's  review)   41 

Machines  for  sewing  straw  (Richards's  review)   41 

Paine's  shoe-lasting  machine  (Richards's  review)   48 

Singer  Manufacturing  Company  (Richards's  review)   86 

Wheeler  and  Wilson  Company  (Richards's  review)   85 

White  Sewing  Machine  Company  (Richards's  review)   87 

Shell  boilers   90 
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Ship  repair  slipway  at  Bouen   704 

SimondB,  Qeo,  F.,  forging  machine  (Richards's  review)   30 

Singer  and  Company^s  exhibit  of  sewing  machines  (Richards's  review)   36 

Slotting  machine   899 

Smith  &  Coventry's  tool  exhibit   856 

Societe  Anonyme  Industrial  exhibit   462 

des  anciens  etablissements  Gail  exhibit   466 

Ghemins  de  Fer  de  la  Mediterran^e  exhibit   484 

Q^nerale  de  chemins  de  Fer  Eoonomique  exhibit   463 

Italienne  des  Chemins  de  Fer  Meridionaux  exhibit   484 

Suisse  of  Winterthtir  exhibit   483 

Space  allotted  to  exhibits  in  general  mechanics   71 

occupied  by  exhibitors  in  machinery  (Richards's  Review)   13 

Special  grinding  machinery  for  rectifying  railway  engines  and  appliances. . .  843 

Decauville  railway   600 

engine  for  high  speed   601 

speed  regulator  :   602 

railwaj  motors   464 

Specimens  of  iron  construction  in  Paris  ^   801 

Spinning  and  weaving  machines: 

Awards  to  United  States  exhibitors  (Richards's  review)    82 

National  Ck>rda«e  Oompany;  Eureka  Fire-Hoee  Company. 

Spring^needle  circular  knitting  machine  (J.  S.  Crane  &  Co.,  exhibitors)   890 

Steam  engines,  eidiibit  of  '   98 

indicators   288 

in  British  section   135 

Dayy,  Faxman  &  Go. 

in  United  States  section   128 

C.  H.  Brown  A  Co. ;  Staraf^t  Line  Engiii6  Oompaiiy;  Anningtoo 
&  Sims;  Jerome  Wheelock. 

Steam  gauges   224 

Steel  bridge  at  Rouen  on  the  Seine   745 

mine  cars   287 

Steinler  &  Co.'s  machine  works  exhibit  (Richards's  review)   28 

tool  exhibit   889 

Straight-knitting  machines   876 

with  fashioning  mechanism   886 

power  mechanism   380 

Straight-Line  Engine  Company's  exhibit   124 

Sulzer's  engines   116 

Switzerland  Railway  exhibit   483 

T. 

Tail  rope  counterweight  at  Lyons  coal  shaft  ^ .  27Cr 

Tank  locomotive  made  by  La  Society  Anonyme  **La  Metallurgique,"  Brus- 
sels   472 

Tap-straightening  machines   824 

Taucarville  lock,  single  gate,  canal  from  Havre  to  Taucarville   702 

Taylor  gas  engine   148 

Terrot's  circular  knitting  machine   891 

with  spring  needles   892 

Tests  of  gas  consumption  by  gas  engines   142 

Thompson,  John,  water  meter   241 

Torcy-Neuf ,  reservoir  for  feeding  the  Central  Canal,  France   612 

Towage  for  boats  by  a  submerged  chain  with  a  flreless  engine   681 

Training  rivers  through  tidal  estuaries,  essay  by  Prof.  Vemon-Harcourt  ....  658 
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Traversing  bridge  over  dock  locks  at  St.  Malo-St.  Servan   718 

Tunnel  through  Cabres  Pass   773 

Turrettini,  CoL,  tables  by,  of  cost  of  transmitting  power   161 

Tuttle  knitting  machine  (Lamb  Company,  exhibitor)   898 

Tjrpe  and  type-printing  material  (Richards's  review)   51 

setting  and  distributing  machines  (Richards*s  review)   51 

writers,  exhibit  of  (Richards*s  review)    55 

U. 

United  States  railway  exhibits  : 

Baldwin  engines    485 

Pennsylvania  R.  R.  Co   495 

Porter,  H.  K.  &  Co. ,  locomotive   499 

Strong  locomotive   497 

United  States  section  in  Machinery  Hall  (Richards^s  review)   9 

Universal  reversing  plate  mill  of  Chatillon  et  Commentry   805 

Usine  Ragheno  at  Malines   473 

V. 

Vemon-Harcourt,  Prof. ,  essay  on  training  rivers  through  tidal  estuaries  ....  658 

Viaduct  over  the  river  at  Tardes   769 

Villez  movable  dam  on  the  Seine   606 

W. 

Warner  &  Swasey*s  Monitor  lathe  . . .  850 

Water  meters   284 

Watson,  William,  ph.  d.,  report  on  civil  engineering,  public  works,  and 

architecture     551 

Webb  railway  tie   509 

Weights  and  measures  in  French  converted  into  Elnglish  equivalents   545 

Western  Railway  Company  of  France,  exhibit: 

Acetate  or  soda  heaters   446 

Carriage  with  sleeping  apartment  . . .  ^   442 

Express  locomotive  with  coupled  drivers  and  bogie   441 

General  data  relative  to  engines   488 

Heaters  with  interior  flues   446 

Mixed  carriage  for  light  trains   444 

Molding  and  machinery  ^   448 

Special  devices  and  apparatus   445 

Tender  with  two  axles   447 

Thermo-siphon  heaters   447 

Uncoupling  device   448 

Weyher  &  Richemond  engines   99 

Wheeler  &  Wilson  Co.'s  exhibit  of  sewing  machines  (Richards's  review)   85 

^Wheelock,  Jerome,  engines   124 

pumping  engine  (De  Quillac  &  Meunier,  exhibitors)   180 

White  Sewing  Machine  Co.'s  exhibit  (Richards's  review)   87 

Wood-working  and  furniture  machinery: 

Exhibits  (Richards's  review)   44 

M.  Pierre,  P.  Faure,  J.  A.  Fay  &  Co.,  French  manufaoturers;  8.  McOoy's  pQeumatic 
tool 

Woods,  H.  D.,  c.  E.,  report  on  brick,  tile,  porcelain,  and  pottery   411 

Wooden  railway  cross-ties   515 

Woolf  railway  engine   :   465 

Worthington,  Henry  R.,  exhibit  of  direct  acting  steam  pipe   176 
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